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Chapter 1 Introduction and Basic Concepts 


Solutions Manual for 

Fluid Mechanics: Fundamentáis and Applications 

by Qengel & Cimbala 


CHAPTER1 

INTRODUCTION AND BASIC CONCEPTS 


PROPR1ETARY AND CONFIDENTIAL 


This Manual is the proprietary property of The McGraw-Hill Companies, Inc. 
(“McGraw-Hill”) and protected by copyright and other State and federal laws. By 
opening and using this Manual the user agrees to the following restrictions, and if the 
recipient does not agree to these restrictions, the Manual should be promptly retumed 
unopened to McGraw-Hill: This Manual is being provided only to authorized 
professors and instructors for use in preparing for the classes using the affiliated 
textbook. No other use or distribution of this Manual is permitted. This Manual 
may not be sold and may not be distributed to or used by any student or other 
third party. No part of this Manual may be reproduced, displayed or distributed 
in any form or by any means, electronic or otherwise, without the prior written 
permission of McGraw-Hill. 
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Chapter 1 Introduction and Basic Concepts 


Introduction, Classification, and System 


1-1C 

Solution We are to define internal, external, and open-channel flows. 

Analysis External flow is the flow of an unbounded fluid over a surface such as a píate, a wire, or a pipe. The flow 

in a pipe or duct is internal flow if the fluid is completely bounded by solid surfaces. The flow of liquids in a pipe is 
called open-channel flow if the pipe is partially filled with the liquid and there is a free surface, such as the flow of 
water in rivers and irrigation ditches. 

Discussion As we shall see in later chapters, there different approximations are used in the analysis of fluid flows based 
on their classification. 


1-2C 

Solution We are to define incompressible and compressible flow, and discuss fluid compressibility. 

Analysis A fluid flow during which the density of the fluid remains nearly constant is called incompressible flow. 

A flow in which density varíes significantly is called compressible flow. A fluid whose density is practically independent 
of pressure (such as a liquid) is commonly referred to as an “incompressible fluid,” although it is more proper to refer to 
incompressible flow. The flow of compressible fluid (such as air) does not necessarily need to be treated as compressible 
since the density of a compressible fluid may still remain nearly constant during flow - especially flow at low speeds. 

Discussion lt turns out that the Mach number is the critical parameter to determine whether the flow of a gas can be 
approximated as an incompressible flow. If Ma is less than about 0.3, the incompressible approximation yields results that 
are in error by less than a couple percent. 


1-3C 

Solution We are to define the no-slip condition and its cause. 

Analysis A fluid in direct contact with a solid surface sticks to the surface and there is no slip. This is known as 
the no-slip condition , and it is due to the viscosity of the fluid. 

Discussion There is no such thing as an inviscid fluid, since all fluids have viscosity. 


1-4C 

Solution We are to define forced flow and discuss the difference between forced and natural flow. We are also to 
discuss whether wind-driven flows are forced or natural. 

Analysis \n forced flow, the fluid is forced to flow over a surface or in a tube by external means such as a pump or a 

fan. In natural flow, any fluid motion is caused by natural means such as the buoyancy effect that manifests itself as the rise 
of the warmer fluid and the fall of the cooler fluid. The flow caused by winds is natural flow for the earth, but it is 
forced flow for bodies subjeeted to the winds since for the body it makes no difference whether the air motion is caused 
by a fan or by the winds. 

Discussion As seen here, the classification of forced vs. natural flow may depend on your frame of reference. 
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Chapter 1 Introduction and Basic Concepts 

1-5C 

Solution We are to define a boundary layer, and discuss its cause. 

Analysis When a fluid stream encounters a solid surface that is at rest, the fluid velocity assumes a valué of zero at 
that surface. The velocity then varíes from zero at the surface to the freestream valué sufficiently far from the surface. The 
región of flow in which the velocity gradients are significant and frictional effects are important is called the 

boundary’ layer. The development of a boundary layer is caused by the no-slip condition. 

Discussion As we shall see later, flow within a boundary layer is rotational (individual fluid partióles rotate), while that 
outside the boundary layer is typically irrotational (individual fluid partióles move, but do not rotate). 


1-6C 

Solution We are to discuss the differences between classical and statistical approaches. 

Analysis The classical approach is a macroscopic approach, based on experiments or analysis of the gross behavior 
of a fluid, without knowledge of individual molecules, whereas the statistical approach is a microscopic approach based 
on the average behavior of large groups of individual molecules. 

Discussion The classical approach is easier and much more common in fluid flow analysis. 


1-7C 

Solution We are to define a steady-flow process. 

Analysis A process is said to be steady if it involves no changes with time anywhere within the system or at the 
system boundaries. 

Discussion The opposite of steady flow is unsteady flow, which involves changes with time. 


1-8C 

Solution We are to define stress, normal stress, shear stress, and pressure. 

Analysis Stress is defined as forcé per unit area, and is determined by dividing the forcé by the area upon which it 
acts. The normal component of a forcé acting on a surface per unit area is called the normal stress, and the tangentiai 
component of a forcé acting on a surface per unit area is called shear stress. In a fluid at rest, the normal stress is called 
pressure. 

Discussion Fluids in motion may have additional normal stresses, but when a fluid is at rest, the only normal stress is 
the pressure. 


1-9C 

Solution We are to define system, surroundings, and boundary. 

Analysis A system is defined as a quantity of matter or a región in space chosen for study. The mass or región 
outside the system is called the surroundings. The real or imaginary surface that separates the system from its 
surroundings is called the boundary. 

Discussion Some authors like to define closed Systems and open systems, while others use the notation “system” to 
mean a closed system and “control volume” to mean an open system. This has been a source of confusión for students for 
many years. [See the next question for further discussion about this.] 
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Chapter 1 Introduction and Basic Concepts 

1-10C 

Solution We are to discuss when a system is considered closed or open. 

Analysis Systems may be considered to be closed or open, depending on whether a fixed mass or a volume in space 
is chosen for study. A closed system (also known as a control mass or simply a system) consists of a fixed amount of 

mass, and no mass can cross its boundary. An open system, or a control volume, is a properly selected región in space. 

Discussion In thermodynamics, it is more common to use the terms open system and closed system, but in fluid 
mechanics, it is more common to use the terms system and control volume to mean the same things, respectively. 


Mass, Forcé, and Units 


1-11C 

Solution We are to discuss the difference between pound-mass and pound-force. 

Analysis Pound-mass lbm is the mass unit in English system whereas pound-force lbf is the forcé unit in the 
English system. One pound-force is the forcé required to accelerate a mass of 32.174 lbm by 1 ft/s 2 . In other words, the 
weight of a 1-lbm mass at sea level on earth is 1 lbf. 

Discussion It is no i proper to say that one lbm is equal to one lbf since the two units have different dimensions. 


1-12C 

Solution We are to discuss the difference between kg-mass and kg-force. 

Analysis The unit kilogram (kg) is the mass unit in the SI system, and it is sometimes called kg-mass, whereas kg- 

force (kgf) is a forcé unit. One kg-force is the forcé required to accelerate a 1-kg mass by 9.807 m/s 2 . In other words, the 
weight of 1-kg mass at sea level on earth is 1 kg-force. 

Discussion It is nal proper to say that one kg-mass is equal to one kg-force since the two units have different 
dimensions. 


1-13C 

Solution We are to calcúlate the net forcé on a car cruising at constant velocity. 
Analysis There is no acceleration, thus the net forcé is zero in both cases. 


Discussion By Newton’s second law, the forcé on an object is directly proportional to its acceleration. If there is zero 
acceleration, there must be zero net forcé. 
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Chapter 1 Introduction and Basic Concepts 

1-14 

Solution A plástic tank is filled with water. The weight of the combined system is to be determined. 


Assumptions 

Properties 

Analysis 


The density of water is constant throughout. 

The density of water is given to be p = 1000 kg/m 3 . 

The mass of the water in the tank and the total mass are 


m w =p l/=(1000 kg/m 3 )(0.2 m 3 ) = 200 kg 
'«total = rn w + m ta „ k = 200 + 3 = 203 kg 

Thus, 


W = mg = (203 kg)(9.81 m/s 2 ) 


1 N 


v.1 kg-m/s y 


1991 N = 1990 N 


where we give the final answer to three significant digits. 



m,a„k=3 kg 


Discussion Note the unity conversión factor in the above equation. 


1-15 

Solution 

determined. 


The interior dimensions of a room are given. The mass and weight of the air in the room are to be 


Assumptions The density of air is constant throughout the room. 
Properties The density of air is given to be p = 1.16 kg/m’. 
Analysis The mass of the air in the room is 


m = p V = (1.16 kg/m 3 )(6x 6x 8 m 3 ) = 334. 1 kg = 334 kg 


Thus, 


ROOM 

AIR 

6X6X8 m 3 


W = mg = (334.1 kg)(9.81 m/s 2 ) 


1 N 


\ 


1 kg-m/s' 


= 3277 N = 3280 N 


Discussion Note that we round our final answers to three significant digits, but use extra digit(s) in intermedíate 
calculations. Considering that the mass of an average man is about 70 to 90 kg, the mass of air in the room is probably 
larger than you might have expected. 


1-16 

Solution The variation of gravitational acceleration above sea level is given as a function of altitude. The height at 
which the weight of a body decreases by 1% is to be determined. z 

Analysis The weight of a body at the elevation z can be expressed as 

W = mg = m(9.807 - 3.32 x 10~ 6 z) 

In our case, 

W = 0.99 If) = 0.99«ig s = 0.99('«)(9.807) 

Substituting, 

0.99(9.807) = (9.807 -3.32 x 10~ 6 z) -> z = 29,540 m = 29,500 m — 1 — 

^ ' Sea level 

where we have rounded off the final answer to three significant digits. 

Discussion This is more than three times higher than the altitude at which a typical commercial jet flies, which is about 
30,000 ft (9140 m). So, flying in a jet is not a good way to lose weight - diet and exercise are always the best bet. 
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Chapter 1 Introduction and Basic Concepts 


1-17E 

Solution An astronaut takes his scales with him to the moon. It is to be determined how much he weighs on the 
spring and beam scales on the moon. 


Analysis 

(a) A spring scale measures weight, which is the local gravitational forcé applied on a body: 


W = mg = (150 lbm)(5.48 ft/s 2 ) 


llbf 


\ 


32.2 lbm- ft/s^ 


= 25.5 Ibf 


(b) A beam scale compares masses and thus is not affected by the variations in gravitational acceleration. The beam scale 
reads what it reads on earth. 


W = 150 Ibf 

Discussion The beam scale may be marked in units of weight (Ibf), but it really compares mass, not weight. Which 
scale would you consider to be more accurate? 


1-18 

Solution 

determined. 


The acceleration of an aircraft is given in g’s. The net upward forcé acting on a man in the aircraft is to be 


Analysis 


From Newton's second law, the applied forcé is 


F - ma - m(6 g ) - (90 kg)(6x9.81 m/s 2 ) 


1 N 


1 kg-m/s~ 


= 5297 N = 5300 N 


where we have rounded off the final answer to three significant digits. 


Discussion The man feels like he is six times heavier than normal. You get a similar feeling when riding an elevator to 
the top of a tall building, although to a much lesser extent. 


1-19 \Also solved by EES on enclosed CD\ 

Solution A rock is thrown upward with a specified forcé. The acceleration of the rock is to be determined. 


Analysis 


The weight of the rock is 


W = mg = (5 kg)(9.79 m/s 2 ) 


Then the net forcé that acts on the rock is 


1 N 


1 kg-m/s~ 


= 48.95 N = 49.0 N 


Fnet =F«p-F down = 150-48.95 = 101.05 N 
From Newton's second law, the acceleration of the rock becomes 


_ F _ 101.05 N 
m 5 kg 


r \ kg-m/s 2 ^ 
1 N 


20.2 m/s" 



Rock 


Discussion This acceleration is more than twice the acceleration at which it woidd fall (due to gravity) if dropped. 
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Chapter 1 Introduction and Basic Concepts 


1-20 

Solution The previous problem is recalculated using EES. The entire EES solution is to be printed out, including the 
numerical results with proper units. 

Analysis The EES Equations window is printed below, followed by the Solution window. 

W=m*g"[N]" 

m=5"[kg]" 

g=9.79"[m/s A 2]" 

"The forcé balance on the rock yields the net forcé acting on the rock as" 

F_net = F_up - F_down"[N]" 

F_up=150"[N]" 

F_down=W"[N]" 

"The acceleration of the rock ¡s determined from Newton's second law." 

F_net=a*m 

"To Run the program, press F2 or cllck on the calculator ¡con from the Calcúlate menú" 

SOLUTION 

Variables in Main 
a=20.21 [m/s A 2] 

F_down=48.95 [N] 

F_net=101.1 [N] 

F_up=150[N] 
g=9.79 [m/s A 2] 
m=5 [kg] 

W=48.95 [N] 

The final results are W = 49.0 N and a = 20.2 m/s 2 , to three significant digits, which agree with the results of the previous 
problem. 



Discussion Items in quotation marks in the EES Equation window are comments. Units are in square brackets. 


1-21 

Solution Gravitational acceleration g and thus the weight of bodies decreases with increasing elevation. The percent 
reduction in the weight of an airplane cruising at 13,000 m is to be determined. 

Properties The gravitational acceleration g is 9.807 m/s 2 at sea level and 9.767 m/s 2 at an altitude of 13,000 m. 

Analysis Weight is proportional to the gravitational acceleration g, and thus the percent reduction in weight is 

equivalent to the percent reduction in the gravitational acceleration, which is determined from 

% Reduction in weight = % Reduction in g = — xlOO = ^91 —?L^Z X 100 = 0.41% 

g 9.807 

Therefore, the airplane and the people in it will weigh 0.41% less at 13,000 m altitude. 

Discussion Note that the weight loss at cruising altitudes is negligible. Sony, but flying in an airplane is not a good 
way to lose weight. The best way to lose weight is to carefully control your diet, and to exercise. 
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Chapter 1 Introduction and Basic Concepts 


Modeling and Solving Problems, and Precisión 


1-22C 

Solution We are to discuss the difference between accuracy and precisión. 

Analysis Accuracy refers to the closeness of the measured or calculatcd valué to the true valué whereas precisión 

represents the number of signiilcant digits or the closeness of different measurements of the same quantity to each 
other. A measurement or calculation can be very precise without being very accurate, and vice-versa. When 
measuring the boiling temperature of puré water at standard atmospheric conditions, for example, a temperature 
measurement of 97.861°C is very precise, but not as accurate as the less precise measurement of 99.0°C. 

Discussion Accuracy and precisión are often confused; both are important for quality engineering measurements. 


1-23C 

Solution We are to discuss the difference between analytical and experimental approaches. 

Analysis The experimental approach (testing and taking measurements) has the advantage of dealing with the 
actual physical system, and getting a physical valué within the limits of experimental error. However, this approach is 
expensive, time consuming, and often impractical. The analytical approach (analysis or calculations) has the advantage 
that it is fast and inexpensive, but the results obtained are subject to the accuracy of the assumptions and idealizations made 
in the analysis. 

Discussion Most engineering designs require both analytical and experimental components, and both are important. 
Nowadays, computational fluid dynamics (CFD) is often used in place of pencil-and-paper analysis and/or experiments. 


1-24C 

Solution We are to discuss the importance of modeling in engineering. 

Analysis Modeling makes it possible to predict the course of an event before it aetually occurs, or to study 
various aspects of an event mathematically without aetually running expensive and time-consuming experiments. 

When preparing a mathematical model, all the variables that affect the phenomena are identified, reasonable assumptions 
and approximations are made, and the interdependence of these variables are studied. The relevant physical laws and 
principies are invoked, and the problem is formulated mathematically. Finally, the problem is solved using an appropriate 
approach, and the results are interpreted. 

Discussion In most cases of actual engineering design, the results are verified by experiment - usually by building a 
prototype. CFD is also being used more and more in the design process. 


1-25C 

Solution We are to discuss choosing a model. 

Analysis The right choice between a crude and complex model is usually the simplest model that yields adequate 
results. Preparing very accurate but complex models is not necessarily a better choice since such models are not much use 
to an analyst if they are very difficult and time consuming to solve. At a mínimum, the model should reflect the essential 
features of the physical problem it represents. 

Discussion Cost is always an issue in engineering design, and “adequate” is often determined by cost. 
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Chapter 1 Introduction and Basic Concepts 

1-26C 

Solution We are to discuss how differential equations arise in the study of a physical problem. 

Analysis The description of most scientific problems involves equations that relate the changes in some key 
variables to each other, and the smaller the increment chosen in the changing variables, the more accurate the description. 
In the limiting case of infinitesimal changes in variables, we obtain differential equations, which provide precise 
mathematical formulations for the physical principies and laws by representing the rates of changes as derivatives. 

Discussion As we shall see in later chapters, the differential equations of fluid mechanics are known, but very difficult 
to solve except for very simple geometries. Computers are extremely helpful in this area. 


1-27C 

Solution We are to discuss the valué of engineering software packages. 

Analysis Software packages are of great valué in engineering praetice, and engineers today rely on software 
packages to solve large and complex problems quickly, and to perform optimization studies efliciently. Despite the 
convenience and capability that engineering software packages offer, they are still just toáis, and they cannot replace 
traditional engineering courses. They simply cause a shift in emphasis in the course material from mathematics to physics. 

Discussion While software packages save us time by reducing the amount of number-crunching, we must be careful to 
understand how they work and what they are doing, or else incorrect results can occur. 


1-28 

Solution We are to determine a positive real root of the following equation using EES: 2x 3 - 10x 0 5 - 3x = -3. 

Analysis Using EES software, copy the following lines and paste on a blank EES screen to verify the solution: 

2*x A 3-10*x A 0.5-3*x = -3 

Answer : x = 2.063 (using an initial guess of x = 2) 

Discussion To obtain the solution in EES, click on the icón that looks like a calculator, or Calculate - Solve . 




Solution We are to solve a system of 2 equations and 2 unknowns using EES. 

Analysis Using EES software, copy the following lines and paste on a blank EES screen to verify the solution: 


x A 3-y A 2=7.75 

3*x*y+y=3.5 


Answers: x = 2.0, y = 0.50. 

Discussion To obtain the solution in EES, click on the icón that looks like a calculator, or Calculate - Solve . 
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Chapter 1 Introduction and Basic Concepts 


1-30 

Solution We are to solve a system of 3 equations with 3 unknowns using EES. 

Analysis Using EES software, copy the following lines and paste on a blank EES screen to verify the solution: 



2*x-y+z=5 

3*x A 2+2*y=z+2 

x*y+2*z=8 


Answers: x = 1.141, y = 0.8159, z = 3.535. 

Discussion To obtain the solution in EES, click on the icón that looks like a calculator, or Calculate - Solve . 


1-31 

Solution We are to solve a system of 3 equations with 3 unknowns using EES. 

Analysis Using EES software, copy the following lines and paste on a blank EES screen to verify the solution: 



x A 2*y-z=1 

x-3*y A 0.5+x*z=-2 

x+y-z=2 


Answers : x = 1, y = 1, 2 = 0. 

Discussion To obtain the solution in EES, click on the icón that looks like a calculator, or Calculate - Solve . 


Review Problems 


1-32 

Solution The gravitational acceleration changes with altitude. Accounting for this variation, the weights of a body at 
different locations are to be determined. 

Analysis The weight of an 80-kg man at various locations is obtained by substituting the altitude z (valúes in m) into 
the relation 

W = mg = (80 kg)(9.807-3.32xl0~ 6 zm/s 2 ) 

v * ~ y 



Sea level: (z = 0 m): W= 80x(9.807-3.32xl0' 6 x0) = 80x9.807 = 784.6 N 

Denver: (z = 1610 m): W= 80x(9.807-3.32xl0' 6 xl610) = 80x9.802 = 784.2 N 

Mt. Ev.: (z = 8848 m): W= 80x(9.807-3.32xl0' 6 x8848) = 80x9.778 = 782.2 N 

Discussion We report 4 significant digits since the valúes are so cióse to each other. The percentage difference in 
weight from sea level to Mt. Everest is only about -0.3%, which is negligible for most engineering calculations. 
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Chapter 1 Introduction and Basic Concepts 


1-33 

Solution A man is considering buying a 12-oz steak for $3.15, or a 320-g steak for $2.80. The steak that is a better 
buy is to be determined. 

Assumptions The steaks are of identical quality. 

Aitafysis To make a comparison possible, we need to express the cost of each steak on a common basis. We choose 1 
kg as the basis for comparison. Using proper conversión factors, the unit cost of each steak is determined to be 


12 onnce steak : Unit Cost = 
320 gram steak'. 

Unit Cost = 


f $3.15^| 

í 16oz^| 

f llbm 'l 

y 12 oz J 

[llbmj 

1^0.45359 kg J 


$9.26/kg 


( $2.80 'j 

f 1000g^| 

l320gj 

l Ikg J 


$8.75/kg 

Therefore, the steak at the international market is a better buy. 

Discussion Notice the unity conversión factors in the above equations. 



1-34 

Solution The thrust developed by the jet engine of a Boeing 777 is given to be 
85,000 pounds. This thrust is to be expressed in N and kgf. 

Analysis Noting that 1 lbf = 4.448 N and 1 kgf =9.81 N, the thrust developed is 
expressed in two other units as 


Thrust in N: 


Thrust in kgf: 


Thrust = (85,000 lbf) 


4.448 N 


Thrust = (37.8 xlO 5 N) 


1 lbf 
1 kgf 


9.81 N 


= 3.78xlO 5 N 
1 = 3.85x10 4 kgf 



Discussion Because the gravitational acceleration on earth is cióse to 10 m/s 2 , it turns out that the two forcé units N and 
kgf differ by nearly a factor of 10. This can lead to confusión, and we recommend that you do not use the unit kgf. 


Design and Essay Problem 


1-35 

Solution We are to write an essay on mass- and volume-measurement devices. 
Discussion Students’ essays should be unique and will differ from each other. 
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Chapter 2 Properties of Fluids 


Density and Specific Gravity 


2-1C 

Solution We are to discuss the difference between intensive and extensive properties. 

Aitalysis Intensive properties do not depend on the size (extent) of the system but extensive properties do depend 
on the size (extent) of the system. 

Discussioit An example of an intensive property is temperature. An example of an extensive property is mass. 


2-2C 

Solution We are to define specific gravity and discuss its relationship to density. 


Aitalysis The specific gravity, or relative density, is defined as the ratio of the density of a substance to the density 
of some standard substance at a specified temperature (the standard is water at 4 C. for whi ch 2 p = 1000 kg/m 3 ). That 
is, 


SG = pt /> H2 o . When specific gravity is known, density is determined from p = SGxp mo 


Discussioit 


Specific gravity is dimensionless and unitless [it is just a number without dimensions or units]. 


2-3 C 

Solution We are to discuss the applicability of the ideal gas law. 

Aitalysis A gas can be treated as an ideal gas when it is at a Itiglt temperature and/or a low pressure relative to its 

critical temperature and pressure. 

Discussioit Air and many other gases at room temperature and pressure can be approximated as ideal gases without any 
significant loss of accuracy. 


2-4C 

Solution We are to discuss the difference between R and R„. 


R u is the universal gas constant that is the same for a ll gases, whe reas R is the specific gas constant that is 

, where M is the molar mass (also called 


Aitalysis 

different for different gases. These two are related to each other by 
the molecular weight) of the gas. 


R = R / M 


Discussioit Since molar mass has dimensions of mass per mole, R and R„ do not have the same dimensions or units. 
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Chapter 2 Properties of Fluids 


2-5 

Solution A balloon is filled with helium gas. The number of moles and die mass of helium are to be determined. 
Assumptions At specified conditions, helium behaves as an ideal gas. 

Properties The universal gas constant is R u = 8.314 kPa.m 3 /kmol.K. The molar mass of helium is 4.0 kg/kmol. 

Analysis The volume of the sphere is 

V = — ;rr 3 = — x(3 m) 3 =113.1 m 3 
3 3 

Assuming ideal gas behavior, the number of moles of He is determined from 

Ar PV (200 kPa)(113.1 m 3 ) , 

N =-=------= 9.286 kmol 

R U T (8.314 kPa-m 3 /kmolK)(293 K) 

Then the mass of He is determined from 

m = NM = (9.286 kmol)(4.0kg/kmol)= 37.1 kg 

Discussion Although the helium mass may seem large (about half the mass of an adult man!), it is much smaller than 
that of the air it displaces, and that is why helium balloons rise in the air. 




Solution A balloon is fdled with helium gas. The effect of the balloon diameter on the mass of helium is to be 
investigated, and the results are to be tabulated and plotted. 

Analysis The EES Equations window is shown below, followed by the Solution window and the parametric table. 


"Given Data" 

{D=6"[m]"} 

{P=200"[kPa]"} 

T=20"[C]" 

P=100"[kPa]" 

R_u=8.314"[kJ/kmol*K]" 

"Solution" 

p*V=N*R_u*(T+273) 

V=4*pi*(D/2) A 3/3"[m A 3]" 

m=N*MOLARMASS(Helium)"[kg]" 


D[m] 

m [kg] 

0.5 

0.01075 

2.111 

0.8095 

3.722 

4.437 

5.333 

13.05 

6.944 

28.81 

8.556 

53.88 

10.17 

90.41 

11.78 

140.6 

13.39 

206.5 

15 

290.4 


m [kg] 



Mass of Helium in Balloon as function of Diameter 


Discussion Mass increases with diameter as expected, but not linearly since volume is proportional to Z) 3 
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Solution An automobile tire is inflated with air. The pressure rise of air in the tire when the tire is heated and the 
amount of air that must be bled off to reduce the temperature to the original valué are to be determined. 

Assumptions 1 At specified conditions, air behaves as an ideal gas. 2 The volume of the tire remains constant. 

Properties The gas constant of air is R = 0.287 kPa mVkg-K. 

Analysis Initially, the absolute pressure in the tire is 

P x =P g + P atm =210+100= 310kPa 

Treating air as an ideal gas and assuming the volume of the tire to remain 
constant, the final pressure in the tire is determined from 




py i 


T\ Ti 


~^ p 2 =~ér p \ = 


323K 

298K 


(310kPa) = 336kPa 



Thus the pressure rise is 

AP = P 2 -P í =336-310 = 26.0 kPa 

The amount of air that needs to be bled off to restore pressure to its original valué is 


Tire 

25°C 

210 kPa 


py 


(310kPa)(0.025rn ) 


RT\ (0.287kPa • m 3 /kg • K)(298K) 


= 0.0906kg 


P 2 V 


(310kPa)(0.025m 3 ) 


RT 


2 (0.287kPa • m /kg • K)(323K) 


= 0.0836kg 


Discussion 


A m = m x — m 2 = 0.0906 - 0.0836 = 0.0070 kg 

Notice that absolute rather than gage pressure must be used in calculations with the ideal gas law. 


2-8E 

Solution An automobile tire is under-inflated with air. The amount of air that needs to be added to the tire to raise its 
pressure to the recommended valué is to be determined. 

Assumptions 1 At specified conditions, air behaves as an ideal gas. 2 The volume of the tire remains constant. 

Properties The gas constant of air is R = 0.3704 psiaftVlbm-R. 

Analysis The initial and final absolute pressures in the tire are 
Pj = P g i + P at m = 20 + 14.6 = 34.6 psia 
P 2 = P g 2 + Patm = 30 + 14.6 = 44.6 psia 
Treating air as an ideal gas, the initial mass in the tire is 


py 


(34.6 psia)(0.53 ft 3 ) 


RT X (0.3704 psia • fi/lbm • R)(550 R) 


= 0.0900 lbm 



Noting that the temperature and the volume of the tire remain constant, the final mass in the tire becomes 


py 


(44.6 psia)(0.53 ft J ) 


RT 2 (0.3704 psia • ft Albín • R)(550 R) 


= 0.1160 lbm 


Thus the amount of air that needs to be added is A m = m 2 —m x =0.1160-0.0900= 0.0260 lbm 

Discussion Notice that absolute rather than gage pressure must be used in calculations with the ideal gas law. 
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Chapter 2 Properties of Fluids 


2-9E 

Solution A rigid tank contains slightly pressurized air. The amount of air that needs to be added to the tank to raise 
its pressure and temperature to the recommended valúes is to be determined. 

Assumptions 1 At specified conditions, air behaves as an ideal gas. 2 The volume of the tank remains constant. 

Properties The gas constant of air is R = 0.3704 psia ftVlbm-R. 

Analysis Treating air as an ideal gas, the initial volume and the final mass in the tank are determined to be 

m,RT, (20 lbm)(0.3704 psia-ft 3 /lbm-R)(530 R) , 

P, 20 psia 

py (35 psia)(196.3 fi 3 ) 

m ? =-=---= 33.73 lbm 

RT 2 (0.3704 psia • ft 3 /lbm • R)(550 R) 

Thus the amount of air added is 

A m = m 2 - m x = 33.73-20.0 = 13.7 lbm 

Discussioit As the temperature slowly decreases due to heat transfer, the pressure will also decrease. 


Air, 20 lbm 
20 psia 
70°F 
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Solution A relation for the variation of density with elevation is to be obtained, the density at 7 km elevation is to be 
calculated, and the mass of the atmosphere using the correlation is to be estimated. 

Assumptions 1 Atmospheric air behaves as an ideal gas. 2 The earth is perfectly spherical with a radius of 6377 km at sea 
level, and the thickness of the atmosphere is 25 km. 

Properties 

r, km 

6377 

6378 

6379 

6380 

6381 

6382 

6383 
6385 
6387 
6392 
6397 
6402 

Analysis 

from Tables , and type the data in a two-column table, (3) select Plot and plot the data, and (4) select Plot and click on curve 
fit to get curve fit window. Then specify 2~ order polvnomial and enter/edit equation . The results are: 

p(z) = a + bz + cz 2 = 1.20252 - 0.101674z + 0.0022375z 2 for the unit of kg/m 3 , 

(or, p(z) = (1.20252 - 0.101674z + 0.0022375z 2 )xl0 9 for the unit of kg/km 3 ) 

where z is the vertical distance from the earth surface at sea level. Atz = 7 km, the equation gives p = 0.600 kg/m 3 . 

( b ) The mass of atmosphere is evaluated by integration to be 

m = í pdV = f (a+bz + cz 2 )47r(r 0 + z) 2 dz = {a + bz + cz 2 ){r} +2r 0 z + z 2 )dz 

J Jz=0 Jz=0 

v 

= 4;r[ar 0 2 h + r 0 (2 a + br Q )/? 2 / 2 + (a + 2 br 0 + cr 0 2 )h 3 / 3 + {b + 2 cr 0 )h 4 / 4 + ch 5 / 5 ] 
where r 0 = 6377 km is the radius of the earth, h = 25 km is the thickness of the atmosphere. Also, a = 1.20252, 
b = -0.101674, and c = 0.0022375 are the constants in the density function. Substituting and multiplying by the factor 10 9 to 
convert the density from units of kg/km 3 to kg/m 3 , the mass of the atmosphere is determined to be approximately 

m = 5.09x10 18 kg 

EES Solution for final result: 

3=1.2025166 
b=-0.10167 
c=0.0022375 
r=6377 
h=25 

m=4*pi*(a*r A 2*h+r*(2*a+b*r)*h A 2/2+(a+2*b*r+c*r A 2)*h A 3/3+(b+2*c*r)*h A 4/4+c*h A 5/5)*1E+9 
Discussioit At 7 km, the density of the air is approximately half of its valué at sea level. 


The density data are given in tabular form as a function of radius and elevation, where r = z + 6377 km: 
p , kg/m 3 


z, km 
0 
1 
2 

3 

4 

5 

6 
8 

10 

15 

20 

25 


1.225 

1.112 

1.007 

0.9093 

0.8194 

0.7364 

0.6601 

0.5258 

0.4135 

0.1948 

0.08891 

0.04008 



Using EES, (1) Define a trivial function “rho= a+z” in the Equation window, (2) select new parametric table 
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Chapter 2 Properties of Fluids 


Vapor Pressure and Cavitation 


2-11C 

Solution We are to define vapor pressure and discuss its relationship to saturation pressure. 

Analysis The vapor pressure P v of a puré substance is defined as the pressure exerted by a vapor in phase 
equilibrium with its liquid at a given temperature. In general, the pressure of a vapor or gas, whether it exists alone or in 
a mixture with other gases, is called the pardal pressure. During phase change processes between the liquid and vapor 
phases of a puré substance, the saturation pressure and the vapor pressure are equivalent since the vapor is puré. 

Discussioit Pardal pressure is not necessarily equal to vapor pressure. For example, on a dry day (low relative 
humidity), the partial pressure of water vapor in the air is less than the vapor pressure of water. If, however, the relative 
humidity is 100%, the partial pressure and the vapor pressure are equal. 


2-12C 

Solution We are to discuss whether the boiling temperature of water increases as pressure increases. 

Analysis Yes. The saturation temperature of a puré substance depends on pressure; in fact, it increases with pressure. 
The higher the pressure, the higher the saturation or boiling temperature. 

Discussioit This fact is easily seen by looking at the saturated water property tables. Note that boiling temperature and 
saturation pressure at a given pressure are equivalent. 


2-13C 

Solution We are to determine if temperature increases or remains constant when the pressure of a boiling substance 
increases. 

Analysis If the pressure of a substance increases during a boiling process, the temperature also increases since the 
boiling (or saturation) temperature of a puré substance depends on pressure and increases with it. 

Discussioit We are assuming that the liquid will continué to boil. If the pressure is increased fast enough, boiling may 
stop until the temperature has time to reach its new (higher) boiling temperature. A pressure cooker uses this principie. 


2-14C 

Solution We are to define and discuss cavitation. 

Analysis In the flow of a liquid, cavitation is the vaporization that may occur at locations where the pressure 
drops below the vapor pressure. The vapor bubbles collapse as they are swept away from the low pressure regions, 
generating highly destructive, extremely high-pressure waves. This phenomenon is a common cause for drop in 
performance and even the erosión of impeller blades. 

Discussioit The word “cavitation” comes from the fact that a vapor bubble or “cavity” appears in the liquid. Not all 
cavitation is undesirable. It turns out that some underwater vehicles employ “super cavitation” on purpose to reduce drag. 
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Chapter 2 Properties of Fluids 

2-15 

Solution The mínimum pressure in a piping system to avoid cavitation is to be determined. 

Properties The vapor pressure of water at 40°C is 7.38 kPa. 

Analysis To avoid cavitation, the pressure anywhere in the flow should not be allowed to drop below the vapor (or 
saturation) pressure at the given temperature. That is, 

^nin = ^sat @40°C = 7.38 kPa 

Therefore, the pressure should be maintained above 7.38 kPa everywhere in flow. 

Discussion Note that the vapor pressure increases with increasing temperature, and thus the risk of cavitation is greater 
at higher fluid temperatures. 


2-16 

Solution The mínimum pressure in a pump is given. It is to be determined if there is a danger of cavitation. 

Properties The vapor pressure of water at 20°C is 2.339 kPa. 

Analysis To avoid cavitation, the pressure everywhere in the flow should remain above the vapor (or saturation) 

pressure at the given temperature, which is 

P = P =2 339 kPa 

r v r sat@20°C lw a 

The mínimum pressure in the pump is 2 kPa, which is less than the vapor pressure. Therefore, a there is danger of 
cavitation in the pump. 

Discussion Note that the vapor pressure increases with increasing temperature, and thus there is a greater danger of 
cavitation at higher fluid temperatures. 


2-17E 

Solution The mínimum pressure in a pump is given. It is to be determined if there is a danger of cavitation. 

Properties The vapor pressure of water at 70°F is 0.3632 psia. 

Analysis To avoid cavitation, the pressure everywhere in the flow should remain above the vapor (or saturation) 
pressure at the given temperature, which is 

K = ^Lt@ 7 o°F = 0.3632 psia 

The mínimum pressure in the pump is 0.1 psia, which is less than the vapor pressure. Therefore, there is danger of 
cavitation in the pump. 

Discussion Note that the vapor pressure increases with increasing temperature, and the danger of cavitation increases at 
higher fluid temperatures. 


2-18 

Solution The mínimum pressure in a pump to avoid cavitation is to be determined. 

Properties The vapor pressure of water at 25°C is 3.17 kPa. 

Analysis To avoid cavitation, the pressure anywhere in the system should not be allowed to drop below the vapor (or 
saturation) pressure at the given temperature. That is, 

^min = ^sat@25°C = 3.17 kPa 

Therefore, the lowest pressure that can exist in the pump is 3.17 kPa. 

Discussion Note that the vapor pressure increases with increasing temperature, and thus the risk of cavitation is greater 
at higher fluid temperatures. 
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Chapter 2 Properties of Fluids 


Energy and Specific Heats 


2-19C 

Solution We are to discuss the difference between macroscopic and microscopic forms of energy. 

Analysis The macroscopic forms of energy are those a system possesses as a whole with respect to some outside 

reference frame. The microscopic forms of energy, on the other hand, are those related to the molecular strueture of a 
system and the degree of the molecular activity, and are independent of outside reference frames. 

Discussion We mostly deal with macroscopic forms of energy in fluid mechanics. 


2-20C 

Solution We are to define total energy and identify its constituents. 

Aitalysis The sum of all forms of the energy a system possesses is called total energy’. In the absence of magnetic, 

electrical, and surface tensión effects, the total energy of a system consists of the kinetic, potential, and internal 
energies. 


Discussion All three constituents of total energy (kinetic, potential, and internal) need to be considered in an analysis of 
a general fluid flow. 


2-21C 

Solution We are to list the forms of energy that contribute to the internal energy of a system. 

Analysis The internal energy of a system is made up of sensible, latent, Chemical, and nuclear energies. The 

sensible internal energy is due to translational, rotational, and vibrational effects. 

Discussion We deal with the flow of a single phase fluid in most problems in this textbook; therefore, latent, Chemical, 
and nuclear energies do not need to be considered. 


2-22C 

Solution We are to discuss the relationship between heat, internal energy, and thermal energy. 

Analysis Thermal energy is the sensible and latent forms of internal energy. It does not inelude Chemical or 

nuclear forms of energy. In cornmon terminology, thermal energy is referred to as heat. However, like work, heat is not a 
property, whereas thermal energy is a property. 

Discussion Technically speaking, “heat” is defined only when there is heat transfer, whereas the energy State of a 
substance can always be defined, even if no heat transfer is taking place. 


2-23C 

Solution We are to define and discuss flow energy. 

Analysis Flow energy’ or flow work is the energy needed to push a fluid into or out of a control volume. Fluids at 
rest do not possess any flow energy. 

Discussion Flow energy is not a fundamental quantity, like kinetic or potential energy. However, it is a useful concept 
in fluid mechanics since fluids are often forced into and out of control volumes in practice. 
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Chapter 2 Properties of Fluids 

2-24C 

Solution We are to compare the energies of flowing and non-flowing fluids. 

Analysis A flowing fluid possesses flow energy, which is the energy needed to push a fluid into or out of a 
control volume, in addition to the forms of energy possessed by a non-flowing fluid. The total energy of a non-flowing 
fluid consists of internal and potential energies. If the fluid is moving as a rigid body, but not flowing, it may also have 
kinetic energy (e.g., gasoline in a tank truck moving down the highway at constant speed with no sloshing). The total 
energy of a flowing fluid consists of intemal, kinetic, potential, and flow energies. 

Discussioit Flow energy is not to be confused with kinetic energy, even though both are zero when the fluid is at rest. 


2-25C 

Solution We are to explain how changes in internal energy can be determined. 


Analysis Using specifíc heat valúes at the average temperature, the changes in the sp ecifíc internal energy of ideal 
gases can be determined from 


Au = c v n „ 0 Á T 


av S 


For incompressible substances, c p =c v =c and 


Au=c avg AT 


Discussion 


If the fluid can be treated as neither incompressible ñor an ideal gas, property tables must be used. 


2-26C 

Solution We are to explain how changes in enthalpy can be determined. 


Analysis Using specifíc he at valúes at the average temperature, the chang es in specifíc enthalpy of ideal ga ses can be 
determined from 


Ah = C p,avg AT 


. For incompressible substances, c„= c v = c and 


Ah =Au + vAP = c avg AT + vAP 


Discussion If the fluid can be treated as neither incompressible ñor an ideal gas, property tables must be used. 


Coefficient of Compressibility 


2-27C 

Solution We are to discuss the coefficient of compressibility and the isothermal compressibility. 

Analysis The coefficient of compressibility represents the variation of pressure of a fluid with volume or density 

at constant temperature. Isothermal compressibility is the inverse of the coefficient of compressibility, and it represents 

the fraetional change in volume or density corresponding to a change in pressure. 

Discussion The coefficient of compressibility of an ideal gas is equal to its absolute pressure. 


2-28C 

Solution We are to define the coefficient of volume expansión. 

Analysis The coefficient of volume expansión represents the variation of the density of a fluid with temperature at 
constant pressure. It differs from the coefficient of compressibility in that the latter represents the variation of pressure of 
a fluid with density at constant temperature. 

Discussion The coefficient of volume expansión of an ideal gas is equal to the inverse of its absolute temperature. 


2-10 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 




















Chapter 2 Properties of Fluids 

2-29C 

Solution We are to discuss the sign of the coefficient of compressibility and the coefficient of volume expansión. 

Analysis The coefficient of compressibility> of a fluid cannot be negative, but the coefficient of volume expansión can 

be negative (e.g., liquid water below 4°C). 

Discussioit This is the reason that ice floats on water. 


2-30 

Solution The percent increase in the density of an ideal gas is given for a modérate pressure. The percent increase in 
density of the gas when compressed at a higher pressure is to be determined. 

Assumptions The gas behaves an ideal gas. 


Analysis For an ideal gas, P = pRT and (cP¡ cp) T = RT = P / p , and thus Ar idealgas = P . Therefore, the coefficient 

of compressibility of an ideal gas is equal to its absolute pressure, and the coefficient of compressibility of the gas increases 
with increasing pressure. 

AP AP 

Substituting k = P into the definition of the coeíficient of compressibility k = -=- and rearranging 

Av/v Apip 


gives 


Ap _ AP 
~P~~P 


Therefore, the percent increase of density of an ideal gas during isothermal compression is equal to the percent 
increase in pressure. 

At 10 atm: = — = 11 ~ 10 = 10% 


At 100 atm: 


p P 10 
Ap AP _ 101-100 
P 


= 1 % 


p r 100 

Therefore, a pressure change of 1 atm causes a density change of 10% at 10 atm and a density change of 1% at 100 atm. 


Discussioit If temperature were also allowed to change, the relationship would not be so simple. 


2-31 

Solution Using the definition of the coefficient of volume expansión and the expression /? 1( | C aigas = 1 /T, it is to be 

shown that the percent increase in the specific volume of an ideal gas during isobaric expansión is equal to the percent 
increase in absolute temperature. 

Assumptions The gas behaves an ideal gas. 

Analysis The coefficient of volume expansión // can be expressed as f = 

Noting that /? l( | ea | gas =1/7’ for an ideal gas and rearranging give 

Av _ AT 
v T 

Therefore, the percent increase in the specific volume of an ideal gas during isobaric expansión is equal to the 
percent increase in absolute temperature. 

Discussioit We must be careful to use absolute temperature (K or R), not relative temperature (°C or °F). 


Av /v 
AT 
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Chapter 2 Properties of Fluids 


2-32 

Solution Water at a given temperature and pressure is compressed to a high pressure isothermally. The increase in 
the density of water is to be determined. 

Assumptions 1 The isothermal compressibility is constant in the given pressure range. 2 An approximate analysis is 
performed by replacing differential changes by finite changes. 

Properties The density of water at 20°C and 1 atm pressure is p\ = 998 kg/nT. The isothermal compressibility of water 
is given to be «=4.80 x 10" 5 atm" 1 . 

Analysis When differential quantities are replaced by differences and the properties a and // are assumed to be 
constant, the change in density in terms of the changes in pressure and temperature is expressed approximately as 

A p = apAP - PpAT 

The change in density due to a change of pressure from 1 atm to 800 atm at constant temperature is 

Ap = apAP = (4.80x10~ 5 atm" 1 )(998kg/m 3 )(800-l)atm = 38.3 kg/m 3 

Discussion Note that the density of water increases from 998 to 1036.3 kg/m 3 while being compressed, as expected. 

This problem can be solved more accurately using differential analysis when functional forms of properties are available. 


2-33 

Solution Water at a given temperature and pressure is heated to a higher temperature at constant pressure. The 
change in the density of water is to be determined. 

Assumptions 1 The coefficient of volume expansión is constant in the given temperature range. 2 An approximate 
analysis is performed by replacing differential changes in quantities by finite changes. 

Properties The density of water at 15°C and 1 atm pressure is p\ = 999.1 kg/m 3 . The coefficient of volume expansión 
at the average temperature of (15+95)/2 = 55°C is [i= 0.484 x 10" 3 K' 1 . 

Analysis When differential quantities are replaced by differences and the properties a and // are assumed to be 
constant, the change in density in terms of the changes in pressure and temperature is expressed approximately as 

Ap = apAP - PpAT 

The change in density due to the change of temperature from 15°C to 95°C at constant pressure is 
Ap = -PpAT = -(0.484x 10 -3 K‘ 1 )(999.1kg/m 3 )(95- 15)K = -38.7 kg/m 3 
Discussion Noting that Ap = p 2 - P\ . the density of water at 95°C and 1 atm is 
Pi = P\ +Ap = 999.1+ (-38.7) = 960.4 kg/m 3 

which is very cióse to the listed valué of 961.5 kg/m 3 at 95°C in water table in the Appendix. This is mostly due to // 
varying with temperature almost linearly. Note that the density of water decreases while being heated, as expected. This 
problem can be solved more accurately using differential analysis when functional forms of properties are available. 
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2-34 

Solution Saturated refrigerant-134a at a given temperature is cooled at constant pressure. The change in the density 
of the refrigerant is to be determined. 

Assumptions 1 The coefficient of volume expansión is constant in the given temperature range. 2 An approximate 
analysis is performed by replacing differential changes in quantities by finite changes. 

Properties The density of saturated liquid R-134a at 10°C is p\ =1261 kg/m 3 . The coefficient of volume expansión at 
the average temperature of (10+0)/2 = 5°C is // = 0.00269 K' 1 . 

Analysis When differential quantities are replaced by differences and the properties a and ¡3 are assumed to be 
constant, the change in density in terms of the changes in pressure and temperature is expressed approximately as 

A p = apAP - fipAT 

The change in density due to the change of temperature from 10°C to 0°C at constant pressure is 
A p = -(3pAT = -(0.00269 K" 1 )(1261 kg/m 3 )(0 -10)K = 33.9 kg/m 3 
Discussion Noting that A p = p 2 - P\ . the density of R-134a at 0°C is 
p 2 = p l +Ap = 1261 + 33.9 = 1294.9 kg/m 3 

which is almost identical to the listed valué of 1295 kg/m 3 at 0°C in R-134a table in the Appendix. This is mostly due to // 
varying with temperature almost linearly. Note that the density increases during cooling, as expected. 


2-35 

Solution A water tank completely filled with water can withstand tensión caused by a volume expansión of 2%. The 
máximum temperature rise allowed in the tank without jeopardizing safety is to be determined. 

Assumptions 1 The coefficient of volume expansión is constant. 2 An approximate analysis is performed by replacing 
differential changes in quantities by finite changes. 3 The effect of pressure is disregarded. 

Properties The average volume expansión coefficient is given to be //= 0.377 x 10"' K" 1 . 

Analysis When differential quantities are replaced by differences and the properties a and // are assumed to be 
constant, the change in density in terms of the changes in pressure and temperature is expressed approximately as 

Ap — apAP - ppAT 

A volume increase of 2% corresponds to a density decrease of 2%, which can be expressed as Ap = -0.02 p . Then the 
decrease in density due to a temperature rise of AT at constant pressure is 
-0.02/1 = -ftpAT 


Solving for AT and substituting, the máximum temperature rise is determined to be 


AT = 


0.02 

~T 


0.02 

0.377xl0~ 3 K" 1 


= 53.0 K = 53.0°C 


Discussion This result is conservative since in reality the increasing pressure will tend to compress the water and 
increase its density. 
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2-36 

Solution A water tank completely filled with water can withstand tensión caused by a volume expansión of 1%. The 
máximum temperature rise allowed in the tank without jeopardizing safety is to be determined. 

Assumptions 1 The coefficient of volume expansión is constant. 2 An approximate analysis is performed by replacing 
differential changes in quantities by finite changes. 3 The effect of pressure is disregarded. 

Properties The average volume expansión coefficient is given to be ¡6= 0.377 x 1 O 3 K" 1 . 

Analysis When differential quantities are replaced by differences and the properties a and ft are assumed to be 

constant, the change in density in terms of the changes in pressure and temperature is expressed approximately as 

A p = apAP - PpAT 

A volume increase of 1% corresponds to a density decrease of 1%, which can be expressed as Ap = -0.01 p . Then the 
decrease in density due to a temperature rise of A T at constant pressure is 
-0.0 l/i = -fipAT 


Solving for A T and substituting, the máximum temperature rise is determined to be 


AT = 


0.01 

P 


0.01 

0.377xl0~ 3 K' 1 


= 26.5 K = 26.5°C 


Discussion This result is conservative since in reality the increasing pressure will tend to compress the water and 
increase its density. The change in temperature is exactly half of that of the previous problem, as expected. 
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Solution The density of seawater at the free surface and the bulk modulus of elasticity are given. The density and 
pressure at a depth of 2500 m are to be determined. 

Assumptiom 1 The temperature and the bulk modulus of elasticity of seawater is constant. 2 The gravitational 
acceleration remains constant. 

Properties The density of seawater at free surface where the pressure is given to be 1030 kg/m 3 , and the bulk modulus 
of elasticity of seawater is given to be 2.34 x 10 9 N/m 2 . 

Analysis The coefficient of compressibility or the bulk modulus of elasticity of fluids is expressed as 


K = p 


ep] 

pp)i 


or k = p (at constant T ) 

dp 


The differential pressure change across a differential fluid height of dz is given as 
dP = pgdz 

Combining the two relations above and rearranging, 

dp gdz 


pgdz 2 dz 
K = p—— = gp — 
dp dp 


-» 


P 


Integrating from z = 0 where p = p Q = 1030kg/m 3 toz = zwhere p = p gives 


r 4=ir* 

J Po P K Jo 




1 1 gz 



Po P K 

Solving for p gives the variation of density with depth as 
1 


P = 


(!/y o 0 )-{gz/K) 


Substituting into the pressure change relation dP = pgdz and integrating from z = 0 where P = P 0 = 98 kPa to z = z where 
P = P gives 

f , \ 


f dP = [ 

Jo 


(!/ Po)-(g z/K ) 


-» P - P n + /dn 


1 


l ~(Pog z/K ). 


which is the desired relation for the variation of pressure in seawater with depth. At z = 2500 m, the valúes of density and 
pressure are determined by substitution to be 

JP = - 3-^- 5 -— = 1041 kg/m 3 

1/(1030 kg/m 3 ) -(9.81 m/s 2 )(2500 m) /(2.34 x 10 9 N/m 2 ) 


P = (98,000Pa) + (2.34xl0 9 N/m 2 )ln 


1 - (1030 kg/m 3 )(9.81 m/s 2 )(2500 m) /(2.34 x 10 9 N/m 2 ) 


= 2.550x10' Pa 

= 25.50 MPa 


since 1 Pa = 1 N/m 2 = 1 kg/m-s 2 and 1 kPa = 1000 Pa. 

Discussion Note that if we assumed p = p 0 = constant at 1030 kg/m 3 , the pressure at 2500 m would be P = P 0 + pgz = 
0.098 + 25.26 = 25.36 MPa. Then the density at 2500 m is estimated to be 

A p = pccAP = (1030)(2340 MPa) 1 (25.26MPa) = 11.1 kg/m 3 and thus p = 1041 kg/m 3 
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Chapter 2 Properties of Fluids 


Viscosity 


2-38C 

Solution We are to define and discuss viscosity. 

Analysis Viscosity is a measure of the “stiekiness” or “resistance to deformation” of a fluid. It is due to the 
internal frictional forcé that develops between different layers of fluids as they are forced to move relative to each other. 
Viscosity is caused by the cohesive forces between the molecules in liquids, and by the molecular collisions in gases. In 
general, liquids have higher dynamic viscosities than gases. 

Discussion The ratio of viscosity // to density p often appears in the equations of fluid mechanics, and is defined as the 
kinematic viscosity, v= ptp. 


2-39C 

Solution We are to discuss Newtonian fluids. 

Analysis Fluids whose shear stress is linearly proportional to the velocity gradient (shear strain) are called 
Newtonian fluids. Most common fluids such as water, air, gasoline, and oils are Newtonian fluids. 

Discussion In the differential analysis of fluid flow, only Newtonian fluids are considered in this textbook. 


2-40C 

Solution We are to compare the settling speed of balls dropped in water and oil; namely, we are to determine which 
will reach the bottom of the container first. 

Analysis When two identical small glass balls are dropped into two identical containers, one filled with water and the 
other with oil, the hall dropped in water will reach the bottom of the container first because of the much lower 
viscosity of water relative to oil. 

Discussion Oil is very viscous, with typical valúes of viscosity approximately 800 times greater than that of water at 
room temperature. 


2-41C 

Solution We are to discuss how dynamic viscosity varíes with temperature in liquids and gases. 

Analysis (a) The dynamic viscosity of liquids decreases with temperature. ( b ) The dynamic viscosity of gases 

increases with temperature. 

Discussion A good way to remember this is that a car engine is much harder to start in the winter because the oil in the 
engine has a higher viscosity at low temperatures. 


2-42C 

Solution We are to discuss how kinematic viscosity varíes with temperature in liquids and gases. 

Analysis (a) For liquids, the kinematic viscosity decreases with temperature. ( b ) For gases, the kinematic 

viscosity increases with temperature. 

Discussion You can easily verify this by looking at the appendices. 
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Solution A block is moved at constant velocity on an inclined surface. The forcé that needs to be applied in the 
horizontal direction when the block is dry, and the percent reduction in the required forcé when an oil film is applied on the 
surface are to be determined. 

Assumptions 1 The inclined surface is plañe (perfectly fíat, although tilted). 2 The friction coefficient and the oil film 
thickness are uniform. 3 The weight of the oil layer is negligible. 

Properties The absolute viscosity of oil is given to be ju= 0.012 Pas = 0.012 N-s/m 2 . 


Analysis (a) The velocity of the block is constant, and thus its 
acceleration and the net forcé acting on it are zero. A free body diagram of the 
block is given. Then the forcé balance gives 


V= 0.8 m/s 


^ F x =0 : F l -Ff cos20°-F Aa sin20° = 0 

T p y= 0: F 

Friction forcé: F f = fF m 


m eos 20° - Fj- sin 20° - W = 0 


(1) 

( 2 ) 

( 3 ) 



'L 


Substituting Eq. (3) into Eq. (2) and solving forEVi gives 
W 150 N 


F m ~' 


eos 20° - 0.27 sin 20° 


= 177.0 N 


eos 20°-/ sin 20 
Then from Eq. (1): 

F 1 =F f cos20° + F Nl sin20° = (0.27x 177N)eos20°+ (177 N)sin20° = 105.5 N 

( b ) In this case, the friction forcé is replaced by the shear forcé 
applied on the bottom surface of the block due to the oil. Because 
of the no-slip condition, the oil film sticks to the inclined surface 
at the bottom and the lower surface of the block at the top. Then 
the shear forcé is expressed as 
F -t A 

shear xv s 


V= 0.8 m/s 


- M j 


:(0.012N-s/rrr)(0.5x0.2 m 2 ) 


0.8 rn/s 



4x10" 

= 2.4 N 

Replacing the friction forcé by the shear forcé in part (a), 


m 


I>*= 0: 

Z F v= 0: F 


F 2 ~ F shear C0S 20 ° “ F N2 S in 20° = 0 


N2 eos20°- F shear sin 20°-W = 0 


( 4 ) 

( 5 ) 


Eq. (5) gives F N2 = ( F s h ear sin 20° + !F)/cos20 o = [(2.4 N)sin20° + (150N)]/cos20° = 160.5 N 
Substituting into Eq. (4), the required horizontal forcé is determined to be 

F 2 = F shear eos 20° + F n2 sin 20° = (2.4 N) eos 20° + (160.5 N) sin 20° = 57.2 N 
Then, our final result is expressed as 

Percentage reduction in required forcé : 


F 1~ F 2 


X 100% = 


105.5-57.2 

105.5 


x 100% = 45.8% 


Discussion 

surface. 


Note that the forcé required to push the block on the inclined surface reduces significantly by oiling the 
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Solution The velocity profile of a fluid flowing though a circular pipe is given. The friction drag forcé exerted on the 
pipe by the fluid in the flow direction per unit length of the pipe is to be determined. 

Assumptions The viscosity of the fluid is constant. 

Analysis The wall shear stress is determined from its definition to be 


r 


W 


du 


d 

( n \ 

i r 


r=R 

/^^max , 

dr 





R” 


r=R 


¥»max 

R 


Note that the quantity du /dr is negative in pipe flow, and the negative sign 
is added to the r w relation for pipes to make shear stress in the positive 
(flow) direction a positive quantity. (Or, du /dr = - du /dy since y = R - r). 
Then the friction drag forcé exerted by the fluid on the inner surface of the 
pipe becomes 

F = *w A w = W/j “ max (2 ttR)L = 2 n7tjUu m¡¡x L 

K 

Therefore, the drag forcé per unit length of the pipe is 


u(r) = u max (l-r n /R n ) 



Ft L = 2nnpu mmi . 

Discussioit Note that the drag forcé acting on the pipe in this case is independent of the pipe diameter. 


2-18 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 























Chapter 2 Properties of Fluids 


2-45 

Solution A thin fíat píate is pulled horizontally through an oil layer sandwiched between two plates, one stationary 
and the other moving at a constant velocity. The location in oil where the velocity is zero and the forcé that needs to be 
applied on the píate are to be determined. 

Assumptions 1 The thickness of the píate is negligible. 2 The velocity profile in each oil layer is linear. 

Properties The absolute viscosity of oil is given to be /./ = 0.027 Pas = 0.027 N-s/m 2 . 

Analysis ( a ) The velocity profile in each oil layer relative to the fixed wall is as shown in the figure below. The point 
of zero velocity is indicated by point A, and its distance from the lower píate is determined from geometric considerations 
(the similarity of the two triangles in the lower oil layer) to be 

—— Zá. - J_ _» y Á = o.60 mm 

y a o-3 


Fixed wall 



(b) The magnitudes of shear forces acting on the upper and lower surfaces of the píate are 


^ shear, upper ^w, upper P^s 


-^shear, lower lower P^s 


du 


= juA s ^ = (0.027 N • s/m 2 )(0.2x 0.2 m 2 )- 1 


■ = 1.08 N 


dy 


= M 


l.OxlO" 3 m 

V ~ V ' v = (0.027 N • s/m 2 )(0.2 x 0.2 m 2 ) t 1 ~ m/s = 0 .54 N 
hj 2.6xl0' 3 m 


Noting that both shear forces are in the opposite direction of motion of the píate, the forcé F is determined from a forcé 
balance on the píate to be 


F ~ ^shear,upper + ^shear.lower - 1 -08 + 0.54 - 1.62 N 


Discussion Note that wall shear is a friction forcé between a solid and a liquid, and it acts in the opposite direction of 
motion. 
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Solution A frustum shaped body is rotating at a constant 
angular speed in an oil container. The power required to 
maintain this motion and the reduction in the required power 
input when the oil temperature rises are to be determined. 
Assumptions The thickness of the oil layer remains constant. 
Properties The absolute viscosity of oil is given to be p = 
0.1 Pa-s = 0.1 N-s/m 2 at 20°C and 0.0078 Pa-s at 80°C. 
Analysis The velocity gradient anywhere in the oil of 
film thickness h is V/h where V = cor is the tangential 
velocity. Then the wall shear stress anywhere on the surface of 
the frustum at a distance r from the axis of rotation is 


du V cor 

r w = p — = p — = Li¬ 
ar n n 


The shear forcé acting on differential area dA on the surface, 
the torque it generates, and the shaft power associated with it 
are expressed as 

2 

cor cor 

dF = r w dA = p — dA di = rdF = p - dA 

h h 


T = ^\r 2 dA 
h Ja 


fV sh =®T = 


JUCO 


r 2 dA 



Top surface: For the top surface, dA = Imrlr. Substituting and integrating, 


W, 


peo' 


sh, top 


rD/2 

' 

Jr =0 


r~ (2ur)dr = 

=o h 


Inpco 1 [ D¡1 _ 2npm 2 r 4 

r= o h 4 


DI 2 


r =0 


npa D 4 
32/7 


Bottom surface : A relation for the bottom surface is obtained by replacing D by d, W._ 


sh, bottom 


Jipará 4 
32 h 


Side surface: The differential area for the side surface can be expressed as dA = 2mxlz . From geometric considerations, the 

variation of radius with axial distance is expressed as r = — + —— — z . 

2 2 L 

Differentiating gives dr = ——— dz or dz = dr. Therefore, dA = 2 miz - rdr . Substituting and integrating, 




2 L 


peo 2 r Dl2 2 


sh, top 


r=0 D-d 


rdr = 


D-d 


Aupeo 1 L r DI2 3 Anpeo'L r 
" dr = - 


D-d 


h(D-d) Jr=di2 


h(D-d) 4 


DI 2 


jipeo-L{D l -d 2 ) 


r=d! 2 


\6h(D-d) 


Then the total power required becomes 


^sh, total ^sh, top ^sh, bottom ~ ^ 'sh. side 


jipeo 2 D 4 


32/7 


1 Hd ,D)U*WW. 

D-d 


where d/D = 4/12 = 1/3. Substituting, 

k( 0. lN-s/m 2 )(200 /s) 2 (0.12 m) 4 




sh, total 


32(0.0012 m) 


4 | 2(0.12m)[l-(l/3) 4 )] 
’ (0.12-0.04) m 


iw y 
1 Nm/s J 


270 W 


Noting that power is proportional to viscosity, the power required at 80°C is 




Pso °c 


sh, total, 80°C 




P20 °c 

:duci 

which is about 92%. 


sh, total, 20°C 


0.0078 N-s/m- 
0.1 N-s/m 2 


(270 W) = 21.1 W 


Therefore, the reduction in the requires power input at 80°C is Reduction = lF sh total 20 o C - f¥ stk total 80=c = 270 - 21.1 = 249 W, 


Discussion Note that the power required to overeóme shear forces in a viscous fluid greatly depends on temperature. 
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Solution A clutch system is used to transmit torque through an oil film between two identical disks. For specified 
rotational speeds, the transmitted torque is to be determined. 

Assumptions 1 The thickness of the oil film is uniform. 2 The rotational speeds of the disks remain constant. 

Properties The absolute viscosity of oil is given to be p = 0.38 N-s/m 2 . 






Y//////Á 

Driving 

shaft 





Driven 

shaft 1^%^ 







V//////A 

30 cm 





V//////Á 

3 mm 







30W oil 



mmm 


Analysis The disks are rotting in the same direction at different angular speeds of a>\ and of oh . Therefore, we can 
assume one of the disks to be stationary and the other to be rotating at an angular speed of a>j - co 2 ■ The velocity gradient 
anywhere in the oil of film thickness h is V /h where V = (co l - co 2 )r is the tangential velocity. Then the wall shear stress 
anywhere on the surface of the faster disk at a distance r from the axis of rotation can be expressed as 

du V (¿y, - co 2 )r 

T w=P~r = M~r =M -:- 

dr n n 

Then the shear forcé acting on a differential area dA on the surface and the 
torque generation associated with it can be expressed as 


dF = r w dA = p 


(«i - a 2 )r 


(2m-)dr 


dT = rdF = p 
Integrating, 


Oí -®2 ) r¿ 


(2m-)dr = 


2 Kp(co x -w 2 ) 3 


T = ■ 


2 np{co x -® 2 ) r D/2 3 2np{co x -w 2 ) r 


\ j 

J /-=0 


r dr = ■ 


DI 2 


-0 


dr 


np(co j - ® 2 )D 
32 h 



0)2 r 


Noting that co = 2n ñ, the relative angular speed is 

ft), -<w, = 2n{ñ l -n 2 ) = (2 n rad/rev)[(1450-1398) rev/min] 
Substituting, the torque transmitted is determined to be 


1 min 
60 s 


= 5.445 rad/s . 


T = 


^•(0.38 N • s/m 2 )(5.445 /s)(0.30 m) 4 
32(0.003 m) 


0.55 Nm 


Discussioit Note that the torque transmitted is proportional to the fourth power of disk diameter, and is inversely 
proportional to the thickness of the oil film. 
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Chapter 2 Properties of Fluids 



Solution We are to investígate the effect of oil film thickness on the transmitted torque. 


Analysis The previous problem is reconsidered. Using EES software, the effect of oil film thickness on the 
torque transmitted is investigated. Film thickness varied from 0.1 mm to 10 mm, and the results are tabulated and 


plotted. The relation used is T = 
tabulated and plotted results. 


Kfl{(D x -w 2 )D a 
32A 


. The EES Equations window is printed below, followed by the 


mu=0.38 
ni=1450 "rpm" 
w1=2*pi*n1/60 "rad/s" 
n2=1398 "rpm" 
w2=2*pi*n2/60 "rad/s" 

D=0.3 "m" 

Tq=pi*mu*(w1-w2)*(D A 4)/(32*h) 



0 0.002 0.004 0.006 0.008 0.01 


Film thickness 
h, mm 

Torque transmitted 

T, Nm 

0.1 

16.46 

0.2 

8.23 

0.4 

4.11 

0.6 

2.74 

0.8 

2.06 

1 

1.65 

2 

0.82 

4 

0.41 

6 

0.27 

8 

0.21 

10 

0.16 


h [m] 


Conclusión Torque transmitted is inversely proportional to oil film thickness, and the film thickness should be as small as 
possible to maximize the transmitted torque. 

Discussion To obtain the solution in EES, we set up a parametric table, specify /?, and let EES calcúlate T for each 
valué of h. 
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Solution A multi-disk Electro-rheological “ER” clutch is considered. The ER fluid has a shear stress that is expressed 
as T = T + u(du/dy). A relationship for the torque transmitted by the clutch is to be obtained, and the numerical valué of 

the torque is to be calculated. 

Assumptiom 1 The thickness of the oil layer between the disks is constant. 2 The Bingham plástic model for shear stress 
expressed as r = r + p(du/dy) is valid. 

Properties The constants in shear stress relation are given to be p =0.1 Pas and T v = 2.5 kPa. 

h = 1.2 mm 



Input shaft 
Plates mounted on input shaft 


Plates mounted on shell 


y y y 

Variable magnetic field 


Analysis (a) The velocity gradient anywhere in the oil of film thickness h is V/h where V = cor is the tangential velocity 
relative to plates mounted on the shell. Then the wall shear stress anywhere on the surface of a píate mounted on the input 
shaft at a distance r from the axis of rotation is expressed as 


du 


V 


cor 


Tw=*v + P-r= T v +M-r = Ty+M — 
dr n h 

Then the shear forcé acting on a differential area dA on the surface of a disk and the torque generation associated with it are 
expressed as 


( cor\ 

dF = T H ,dA = I t v + /u—\(2m-)dr 


dT = rdF = r[^r v + p ^-^{2m-)dr = 2 n 


/ 


i cor 
? v r~ +A — 
h 


3 A 


Integrating, 


C K 2 

T = 2 n\ 


2 wr 

T v r 


3 A 


dr = 2n 


r acor 

T v -1- 

7 3 4 h 


dr 


= 2n 


^L(R¡-Rl) + ^( R 1- R ?) 

3 1 4A 2 1 


This is the torque transmitted by one surface of a píate mounted on the input shaft. Then the torque transmitted by both 
surfaces of Aplates attached to input shaft in the clutch becomes 


T -^(Rl-Rl) + ^(R*-R*) 
3 4/7 


T = 4 ttN 

( b ) Noting that co = 2m = 2^(2400 rev/min) = 15,080 rad/min= 251.3 rad/s and substituting, 


T = (4^)(ll) 


2500N/m . . 3 , 3l (0.1N-s/m')(251.3/s) , 4 


-[(0.20m) J -(0.05m) ] + - 


[(0.20m) -(0.05m) ] 


3 4(0.0012 m) 

Discussion Can you think of some other potential applications for this kind of fluid? 


= 2060 N m 
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Solution A multi-disk magnetorheological “MR” clutch is considered The MR fluid has a shear stress that is 
expressed as r = r v + K(du/dv) m . A relationship for the torque transmitted by the clutch is to be obtained, and the 
numerical valué of the torque is to be calculated. 

Assumptions 1 The thickness of the oil layer between the disks is constant. 2 The Herschel-Bulkley model for shear stress 
expressed as z = r + K(du/dv) m is valid. 


Properties The constants in shear stress relation are given to be T v = 900 Pa, K = 58 Pa-s m , and m = 0.82. 

h = 1.2 mm 



Input shaft 
Plates mounted on input shaft 


Plates mounted on shell 


y y y 

Variable magnetic field 


Analysis (a) The velocity gradient anywhere in the oil of film thickness h is V/h where V = cor is the tangential velocity 
relative to plates mounted on the shell. Then the wall shear stress anywhere on the surface of a píate mounted on the input 
shaft at a distance r from the axis of rotation is expressed as 

JduT JVY 1 (cor ' 

r„, =r„ +K \— = t„+K\ — \ =t„+K\ — 


y l dr J y Vh) y V h 

Then the shear forcé acting on a differential area dA on the surface of a disk and the torque generation associated with it are 


expressed as 

dF = r w dA = 

Integrating, 

r* 

T = 2;r 

Jfi, 




'■+«T 


\ 


\ f 

(27ir)dr and dT = rdF = r 




\ í 

(2m-)dr = 2 n 


2 ^ ® r 

+K —— 


m+2 A 


dr 


2 „ co r 

T v r + K - 

y 


m+2 A 


dr = 2 n 


3 v m+2> 
r Kco r 
T v — +- 


i R, 


(w + 3)/?' : 


= 2 n 


-IR, 


-(R¡-R*)+ KC ° 

(m + 3)h' 


í r>m +3 D m+3\ 

-(K 2 ) 


v y 

This is the torque transmitted by one surface of a píate mounted on the input shaft. Then the torque transmitted by both 
surfaces of N plates attached to input shaft in the clutch becomes 

Kco" 


T = 4 nN 


t ^(r¡-r?)+- 


-(Rr 3 -Rr 3 ) 


(m + 3)h 

( b ) Noting that co= 2 m = 2^(2400 rev/min) = 15,080 rad/min= 251.3 rad/s and substituting, 


T = (4*)(ll) 


900 N/m 2 


[(0.20 m) 3 —(0.05 m) 3 ]- 


(58N-s a82 /m 2 )(251.3/s)° 
(0.82 + 3)(0.0012 mf 82 


-[(0.20 m) 3 ’ 82 -(0.05 m) 3 ' 82 ] 


= 103.4 N s 103 kN m 


Discussion Can you think of some other potential applications for this kind of fluid? 
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Solution The torque and the rpm of a double cylinder viscometer are given. The viscosity of the fluid is to be 
determined. 


Assumptions 1 The inner cylinder is completely submerged in oil. 2 The 
viscous effects on the two ends of the inner cylinder are negligible. 3 The fluid 
is Newtonian. 


Analysis Substituting the given valúes, the viscosity of the fluid is 
determined to be 


M = 


Ti 

4tr 2 R 3 ñL 


(0.8 N • m)(0.0012 m) 

An 1 (0.075 m) 3 (200 / 60 s' 1 )(0.75 m) 


0.0231 N-s/m 2 


Discussion This is the viscosity valué at the temperature that existed during 
the experiment. Viscosity is a strong ñinction of temperature, and the valúes 
can be significantly different at different temperatures. 



2-52E 

Solution The torque and the rpm of a double cylinder viscometer are 
given. The viscosity of the fluid is to be determined. 

Assumptions 1 The inner cylinder is completely submerged in the fluid. 2 
The viscous effects on the two ends of the inner cylinder are negligible. 3 The 
fluid is Newtonian. 


Analysis Substituting the given valúes, the viscosity of the fluid is determined 
to be 


P = 


Ti 


4x 2 R 3 hL 


(1.2 lbf -ft)(0.05/12 ft) 

4/r 2 (5.6/12 ft) 3 (250 / 60 s' 1 )(3 ft) 


= 9.97x10 5 lbf s/ft : 



Discussion This is the viscosity valué at temperature that existed during 

the experiment. Viscosity is a strong ñinction of temperature, and the valúes can be significantly different at different 
temperatures. 
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Chapter 2 Properties of Fluids 


2-53 

Solution The velocity profile for laminar one-dimensional flow through a circular pipe is given. A relation for 
friction drag forcé exerted on the pipe and its numerical valué for water are to be determined. 


Assumptions 1 The flow through the circular pipe is one-dimensional. 2 The fluid is Newtonian. 


Properties The viscosity of water at 20°C is given to be 0.0010 kg/m s. 


f 2 

1-A 


R- 


Analysis The velocity profile is given by u(r) = u nvá% 

v “y 

where R is the radius of the pipe, r is the radial distance from the center of 
the pipe, and « max is the máximum flow velocity, which occurs at the 
center, r = 0. The shear stress at the pipe surface is expressed as 


A = ~P 


du 

dr 


P 1 * max , 

=R dr 


2 A 


1 -- 


R ¿ 


y r=R 


-2 r 

~ ~P^max ~ n 

R 


2 pu r 


r=R 


R 


U(r ) ^max( 1 ^ IR ) 



Note that the quantity du/dr is negative in pipe flow, and the negative sign is added to the r w relation for pipes to make 
shear stress in the positive (flow) direction a positive quantity. (Or, du/dr = -du/dy since y = R - r). Then the friction drag 
forcé exerted by the fluid on the inner surface of the pipe becomes 

F D = T W A, = (2 TiRL) = 47tpLu max 

K 


Substituting we get Fd = 4 K/uLu m!a 


= 4^(0.0010 kg/m • s)(15 m)(3 m/s) 


IN 


lkg-m/s" 


0.565 N 


Discussion In the entrance región and during turbulent flow, the velocity gradient is greater near the wall, and thus the 
drag forcé in such cases will be greater. 


2-54 

Solution The velocity profile for laminar one-dimensional flow through a circular pipe is given. A relation for 
friction drag forcé exerted on the pipe and its numerical valué for water are to be determined. 


Assumptions 1 The flow through the circular pipe is one-dimensional. 2 The fluid is Newtonian. 


Properties 

Analysis 


The viscosity of water at 20°C is given to be 0.0010 kg/m-s. 

í 2\ 


The velocity profile is given by u(r) = w max 



y 


where R is the radius of the pipe, r is the radial distance from the center of 
the pipe, and « mllx is the máximum flow velocity, which occurs at the 
center, r = 0. The shear stress at the pipe surface can be expressed as 


= -P 


du 

dr 


PU max , 

=r dr 


2 A 


1 -- 


R ¿ 


y r=R 


-2 r 

~ ~PU max “ a 

R 


2 pu r 


R 


u(r) = tí max (l-r/i? 2 ) 



Note that the quantity du/dr is negative in pipe flow, and the negative sign is added to the r„. relation for pipes to make 
shear stress in the positive (flow) direction a positive quantity. (Or, du/dr = -du/dy since y = R - r). Then the friction drag 
forcé exerted by the fluid on the inner surface of the pipe becomes 

Fd = T W A S = (2 TiRL) = 47tpLu max 

K 


Substituting, we get Fd = 4 7T/uLu m!lx 


f 

4^(0.0010 kg/m • s)( 15 m)(5 m/s) 

v 


IN 

1 kg- m/s 


\ 


2 

y 


= 0.942 N 


Discussion In the entrance región and during turbulent flow, the velocity gradient is greater near the wall, and thus the 
drag forcé in such cases will be larger. 
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Chapter 2 Properties of Fluids 


Surface Tensión and Capillary Effect 


2-55C 

Solution We are to define and discuss surface tensión. 

Analysis The magnitude of the pulling forcé at the surface of a liquid per unit length is called surface tensión cr s . 

It is caused by the attractive forces between the molecules. The surface tensión is also surface energy (per unit area) since it 
represents the stretching work that needs to be done to increase the surface area of the liquid by a unit amount. 

Discussioit Surface tensión is the cause of some very interesting phenomena such as capillary rise and insects that can 
walk on water. 


2-56C 

Solution 

Analysis 
the soap film. 

Discussioit 


We are to analyze the pressure difference between inside and outside of a soap bubble. 

The pressure inside a soap bubble is greater than the pressure outside, as evidenced by the stretch of 

You can make an analogy between the soap film and the skin of a balloon. 


2-57C 

Solution We are to define and discuss the capillary effect. 

Analysis The capillary’ effect is the rise or fall of a liquid in a small-diameter tube inserted into the liquid. It is 

caused by the net effect of the cohesive forces (the forces between like molecules, like water) and adhesive forces (the 
forces between unlike molecules, like water and glass). The capillary effect is proportional to the cosine of the contact 
angle, which is the angle that the tangent to the liquid surface makes with the solid surface at the point of contact. 

Discussioit The contact angle determines whether the meniscus at the top of the column is concave or convex. 


2-58C 

Solution We are to determine whether the level of liquid in a tube will rise or fall due to the capillary effect. 


Analysis The liquid level in the tube will drop since the contact angle is greater than 90°, and cos(l 10°) < 0. 

Discussioit This liquid must be a non-wetting liquid when in contact with the tube material. Mercury is an example of a 

non-wetting liquid with a contact angle (with glass) that is greater than 90°. 


2-59C 

Solution We are to compare the capillary rise in small and large diameter tubes. 

Analysis The capillary rise is inversely proportional to the diameter of the tube, and thus capillary rise is greater in 
the smaller-diameter tube. 

Discussioit Note however, that if the tube diameter is large enough, there is no capillary rise (or fall) at all. Rather, the 
upward (or downward) rise of the liquid occurs only near the tube walls; the elevation of the middle portion of the liquid in 
the tube does not change for large diameter tubes. 
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Chapter 2 Properties of Fluids 

A slender glass tube is inserted into kerosene. The capillary rise of kerosene in the tube is to be determined. 

0.03 ¡n 

The surface tensión of kerosene-glass at 68°F (20°C) is a s 


2-60E 

Solution 

Assumptiom 1 There are no impurities in the kerosene, and no contamination on the 
surfaces of the glass tube. 2 The kerosene is open to the atmospheric air. 


Properties 

0.028x0.06852 = 0.00192 lbf/ft. The density of kerosene at 68°F is p = 51.2 lbm/ft 3 . 
The contact angle of kerosene with the glass surface is given to be 26°. 

Analysis Substituting the numerical valúes, the capillary rise is determined to be 
2cr s cos (¡> _ 2(0.00192 lbf/ft)(cos26°) f 32.2 lbm-ft/s 2 ' 


Kerosene 


1 


h = - 


1 lbf 


pgR (51.2 lbm/ft 3 )(32.2 ft/s 2 )(0.015/12 ft) v 
= 0.0539 ft = 0.650 in 

Discussioit The capillary rise in this case more than half of an inch, and thus it is clearly noticeable. 


2-61 

Solution A glass tube is inserted into a liquid, and the capillary rise is measured. 
The surface tensión of the liquid is to be determined. 

Assuinptions 1 There are no impurities in the liquid, and no contamination on the 
surfaces of the glass tube. 2 The liquid is open to the atmospheric air. 

Properties The density of the liquid is given to be 960 kg/m 3 . The contact angle is 
given to be 15°. 

Analysis Substituting the numerical valúes, the surface tensión is determined from 
the capillary rise relation to be 


<J. = 


PgRh 

2cos(zS 


(960 kg/m 3 )(9.81 m/s 2 )(0.0019 / 2 m)(0.005 m) A 


2(cosl5°) 


IN 


lkg-m/s 2 


Air 


Liquid 


0.0232 N/m 


Discussioit Since surface tensión depends on temperature, the valué determined is valid at the liquid’s temperature. 


2-62 


Solution 

The 

Assuinptions 

The 

Properties 

The 

Analysis 

The 

bubble is given by 


: determined. 


^bubble ~ 


The pressure difference between the inside and the outside of a 
4cr„ 


-Po = 


R 


In the open atmosphere P 0 = P atm , and thus AP bubble is equivalent to the gage 
pressure. Substituting, 

4(0.025 N/m) 


P = A P 

1 i,gage bubble 


P = A P 

1 i,gage bubble 


0.002/2 m 
4(0.025 N/m) 
0.05/2 m 


■ = 100 N/m = 100 Pa 


= 4 N/m 3 = 4 Pa 



Discussioit Note that the gage pressure in a soap bubble is inversely proportional to the radius. Therefore, the excess 
pressure is larger in smaller bubbles. 
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Chapter 2 Properties of Fluids 


2-63 

Solution Nutrients dissolved in water are carried to upper parts of plants. The 
height to which the water solution rises in a tree as a result of the capillary effect is to 
be determined. 


Assumptions 1 The solution can be treated as water with a contact angle of 15°. 2 
The diameter of the tube is constant. 3 The temperature of the water solution is 20°C. 


Properties The surface tensión of water at 20°C is a s = 0.073 N/m. The density of 
water solution can be taken to be 1000 kg/m 3 . The contact angle is given to be 15°. 

Analysis Substituting the numerical valúes, the capillary rise is determined to be 


2a s cos(Zí 

PgR 


2(0.073 N/m)(cos 15°) _ 

(1000kg/m 3 )(9.81m/s 2 )(2.5xl0~ 6 m) 


A lkg-m/s 2 '' 
IN 


5.75 m 


Discussion Other effects such as the Chemical potential difference also cause the 
fluid to rise in trees. 



2-64 

Solution The forcé acting on the movable wire of a liquid film suspended on a U-shaped wire frame is measured. The 
surface tensión of the liquid in the air is to be determined. 

Assumptions 1 There are no impurities in the liquid, and no contamination on the surfaces of the wire frame. 2 The liquid 
is open to the atmospheric air. 


Analysis Substituting the numerical valúes, the surface tensión is determined from the surface tensión forcé relation 
to be 


a 


S 


F 

2b 


0.012 N 
2(0.08 m) 


= 0.075 N/m 


Discussion The surface tensión depends on temperature. Therefore, the valué 
determined is valid at the temperature of the liquid. 
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Chapter 2 Properties of Fluids 


2-65 

Solution A Steel ball floats on water due to the surface tensión effect. The máximum diameter of the ball is to be 
determined, and the calculations are to be repeated for aluminum. || | 

Assumptions 1 The water is puré, and its 
temperature is constant. 2 The ball is dropped on 
water slowly so that the inertial effects are negligible. 

3 The contact angle is taken to be 0 o for máximum 
diameter. 



Properties The surface tensión of water at 20°C 
is cr s = 0.073 N/m. The contact angle is taken to be 
0 o . The densities of Steel and aluminum are given to 
be y9 s teei = 7800 kg/m 3 and pM = 2700 kg/m 3 . 

Analysis The surface tensión forcé and the 
weight of the ball can be expressed as 

F s = 7 ¡D<j s and W = mg = pgV = pgnD 3 / 6 

When the ball floats, the net forcé acting on the ball in the vertical direction is zero. Therefore, setting F s =W and solving 


for diameter D gives D = 
balls become 

D steel 


D Al = 


6<J S 

Pg 


. Substititing the known quantities, the máximum diameters for the Steel and aluminum 


í 6 <3\ s 

I 6(0.073 N/m) 

lkg-m/s 2 ' 

V Pg 1 

| (7800kg/m 3 )(9.81 m/s 2 ) 

IN 

V y 

6 °s f 

6(0.073 N/m) 

lkg-m/s 2 


Pg 


(2700 kg/m 3 )(9.81 m/s 2 ) 


1N 


= 2.4x10 3 rn = 2.4mm 


= 4.1x10 m = 4.1mm 


v y 

Discussioit Note that the ball diameter is inversely proportional to the square root of density, and thus for a given 
material, the smaller balls are more likely to float. 


Review Problems 


2-66 

Solution The pressure in an automobile tire increases during a trip while its volume remains constant. The percent 
increase in the absolute temperature of the air in the tire is to be determined. 

Assumptions 1 The volume of the tire remains constant. 2 Air is an ideal gas. 

Analysis Noting that air is an ideal gas and the volume is constant, the ratio of absolute temperatures after and before 
the trip are 

_ ^ 2^2 ^2 _ 310 kPa _ j ^ 

f T 2 T x P x 290 kPa 

Therefore, the absolute temperature of air in the tire will increase by 6.9% during this trip. 

Discussioit This may not seem like a large temperature increase, but if the tire is originally at 20°C (293.15 K), the 
temperature increases to 1.069(293.15 K) = 313.38 K or about 40.2°C. 
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Chapter 2 Properties of Fluids 


2-67 

Solution A large tank contains nitrogen at a specifíed temperature and pressure. Now some nitrogen is allowed to 
escape, and the temperature and pressure of nitrogen drop to new valúes. The amount of nitrogen that has escaped is to be 
determined. 

Assumptions The tank is insulated so that no heat is transferred. 


Analysis Treating N 2 as an ideal gas, the initial and the final masses in the tank are determined to be 

Py (800kPa)(20m 3 ) 

m i =-=-^-= 180.9kg 


Thus the amount ofN 2 that escaped is A m = m ] —m 2 = 180.9-138.0 = 42.9 kg 


1 (0.2968kPa-m /kg-K)(298K) 


P 2 V 


(600kPa)(20m 3 ) 


RT 2 (0.2968kPa • m 3 /kg • K)(293K) 


= 138.Okg 



Discussion Gas expansión generally causes the temperature to drop. This principie is used in some types of 
refrigeration. 


2-68 

Solution Suspended solid partióles in water are considered. A relation is to be developed for the specific gravity of 
the suspensión in terms of the mass fraction C v mass and volume fraction C s vol of the partióles. 

Assumptions 1 The solid partióles are distributed uniformly in water so that the solution is homogeneous. 2 The effect of 
dissimilar molecules on each other is negligible. 

Analysis Consider solid partióles of mass m s and volume V, dissolved in a fluid of mass m, and volume V m . The total 
volume of the suspensión (or mixture) is 

\/ =\/ +V f 

m s f 


Dividingby V m and using the definition C s vol = V S /V m give 


1 = C„ 


.vol 


V _1 




Y¿ 

v.„ 


■ = 1-C 


s,vol 


(1) 


The total mass of the suspensión (or mixture) is 


=m c +m 


f 


Dividing by m m and using the definition C s 


i = r +- 

s,mass 


*/ 


= c. 


PfVf 


^ m P »yn. 

Combining equations 1 and 2 gives 

P f ^ C s.mass 


= m s / m m give 

Pr V 

-=(1-C ) — 

Pm V f 


( 2 ) 


i-c, 

When the fluid is water, the ratio p ¡ ¡ p m is the inverse of the definition of specific gravity. Therefore, the desired relation 
for the specific gravity of the mixture is 


C/--' Pm 1 C Jvo/ 

SG ' n = yr = TTr— 

Pf 1 ^ s,mass 


which is the desired result. 

Discussion As a quick check, if there were no partióles at all, SG„, = 0, as expected. 
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Chapter 2 Properties of Fluids 


2-69 

Solution The specific gravities of solid partióles and carrier fluids of a slurry are given. The relation for the specific 
gravity of the slurry is to be obtained in terms of the mass fraction C s and the speciííc gravity SG s of solid partióles. 


Assumptions 1 The solid partióles are distributed uniformly in water so that the solution is homogeneous. 2 The effect of 
dissimilar molecules on each other is negligible. 


Analysis Consider solid partióles of mass m s and volume V, dissolved in a fluid of mass m¡ and volume V m . The total 
volume of the suspensión (or mixture) is V m = V s +V f . 


Dividingby V„, gives 

V. V 


1 = - 


/ 


V V 




V r = í _Y JL = í __ m s / Ps 


V 


V 


m ,„ / Pn, 


= = 1 _c ^ 

. 9 , mass 

m m Ps SG„ 


( 1 ) 


since ratio of densities is equal two the ratio of specific gravities, and m s / m m = C s mass . The total mass of the suspensión 
(or mixture) is m m = m s +m f -. Dividing by m m and using the definition C s mass = m s / m m give 


1 = C h—— = C 

p mace c 


PfVf 

p V 

r m m 


Pn 


V, 


P f (1 C 5 mass W m 


( 2 ) 


Taking the fluid to be water so that p m / p f = SG m and combining equations 1 and 2 give 


SG,„ = 


l-C, m assSG,„/SG., 

i _ r 

A ^ c mace 


Solving for SG„, and rearranging gives 


SG,„ =--- 

i+c s , mas /i/SG s -i; 


which is the desired result. 


Discussion As a quick check, if there were no partióles at all, SG m = 0, as expected. 


2-70E 

Solution The minimum pressure on the suction side of a water pump is given. The máximum water temperature to 
avoid the danger of cavitation is to be determined. 

Properties The saturation temperature of water at 0.95 psia is 100°F. 

Analysis To avoid cavitation at a specified pressure, the fluid temperature everywhere in the flow should remain 
below the saturation temperature at the given pressure, which is 


T =T =100°F 

•‘max 1 sat @ 0.95 psia 1 1 


Therefore, T must remain below 100°F to avoid the possibility of cavitation. 

Discussion Note that saturation temperature increases with pressure, and thus cavitation may occur at higher pressure at 
locations with higher fluid temperatures. 
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Chapter 2 Properties of Fluids 

2-71 

Solution Air in a partially filled closed water tank is evacuated. The absolute pressure in the evacuated space is to be 
determined. 

Properties The saturation pressure of water at 60°C is 19.94 kPa. 

Analysis When air is completely evacuated, the vacated space is filled with water vapor, and the tank contains a 
saturated water-vapor mixture at the given pressure. Since we have a two-phase mixture of a puré substance at a specified 
temperature, the vapor pressure must be the saturation pressure at this temperature. That is, 

P, =4« @6 o°c = 19-94 kPa = 19.9 kPa 

Discussioit If there is any air left in the container, the vapor pressure will be less. In that case the sum of the component 
pressures of vapor and air would equal 19.94 kPa. 


2-72 


Solution 


The variation of the dynamic viscosity of water with absolute temperature is given. Using tabular data, a 
relation is to be obtained for viscosity as a 4 th -order polynomial. The result is to be compared to Andrade’s equation in the 

form of ju = D-e BIT . 

Properties The viscosity data are given in tabular form as 


T (K) 

/y(Pa-s) 

273.15 

1.787x10 3 

278.15 

1.519x10 3 

283.15 

1.307x10 3 

293.15 

1.002x10" 3 

303.15 

7.975x10" 4 

313.15 

6.529x10" 4 

333.15 

4.665x10" 4 

353.15 

3.547x10" 4 

373.15 

2.828x10" 4 


Analysis Using EES, (1) Define a trivial 
íunction “a=mu+T” in the equation window, (2) 
select new parametric table from Tables, and 
type the data in a two-column table, (3) select 
Plot and plot the data, and (4) select plot and 
click on “curve fit” to get curve fit window. 

Then specify polynomial and enter/edit equation. The equations and plot are shown here. 



270 


292 


314 


336 


358 


380 


P 


= 0.489291758 - 0.005689043877+ 0.0000249152104 f - 4.86155745x10"V + 3.56198079x10"" T 4 
/j- 0.000001475*EXP(1926.5/7’) [used initial guess of a0=1.8x10" 6 and a1=1800 in mu=a0*exp(a1/T)] 

At T= 323.15 K, the polynomial and exponential curve fits give 

Polynomial. //(323.15 K) = 0.0005529 Pas (1.1% error, relative to 0.0005468 Pas) 

Exponential'. //(323.15 K) = 0.0005726 Pa s (4.7% error, relative to 0.0005468 Pa s) 

Discussioit This problem can also be solved using an Excel worksheet, with the following results: 

Polynomial: A - 0.4893, B - -0.005689, C = 0.00002492, D = -0.000000048612, and E = 0.00000000003562 

Andrade’s equation: 


p = 1.8079527-6* e 


* 1864.06 /T 
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Chapter 2 Properties of Fluids 


2-73 

Solution The velocity profile for laminar one-dimensional flow between two parallel plates is given. A relation for 
friction drag forcé exerted on the plates per unit area of the plates is to be obtained. 

Assumptiom 1 The flow between the plates is one-dimensional. 2 The 
fluid is Newtonian. 


Analysis 


The velocity profile is given by u(y) = 4 u B 


\y/h-{y/h) 2 


where h is the distance between the two plates, y is the vertical distance 
from the bottom píate, and n max is the máximum flow velocity that occurs at 
midplane. The shear stress at the bottom surface can be expressed as 


r* = P 


du 

dy 


y =o 


4 A M max , 

dy 


2 

Z_Z_ 

yh h 2 j 


v=0 


=4 '*- | r? 


4/.tu 


v=o 



Because of symmetry, the wall shear stress is identical at both bottom and top plates. Then the friction drag forcé exerted by 
the fluid on the inner surface of the plates becomes 

8 /^max , 


F D w A píate 


1 píate 


Therefore, the friction drag per unit píate area is 


d*D ¡ Aplate 


8 pu v 


Discussion Note that the friction drag forcé acting on the plates is inversely proportional to the distance between plates. 


2-74 

Solution The laminar flow of a Bingham plástic fluid in a horizontal pipe 
of radius R is considered. The shear stress at the pipe wall and the friction drag 
forcé acting on a pipe section of length L are to be determined. 

Assumptions 1 The fluid is a Bingham plástic with x = r + pidu/dr) where 

x y is the yield stress. 2 The flow through the pipe is one-dimensional. 



Analysis 


The velocity profde is given by u{r) = 


&P , 2 d 2s , T y 


(r -R ) + — (r - R ) where AP/L is the pressure drop along 
4/uL p 


the pipe per unit length, p is the dynamic viscosity, r is the radial distance from the centerline. Its gradient at the pipe wall 
(r = R) is 


du 

dr 


r=R 


d_ 

dr 


r AP , , x ^ 

~ — ~(r 2 -R 2 ) + — (r-R) 

v M y 


•=R X 


, AP *y 

2 r -1- 

4 PL p ) r=R pK2L 


1 P D 

= - -W7 R + t v 


Substituing into x = x v + p{du/dr) , the wall shear stress at the pipe surface becomes 


du 

*w= T y +A— 

dr 


AP „ ^ AP „ 

= x + - R + x =2x + - R 

y 2 L y y 2 L 


Then the friction drag forcé exerted by the fluid on the inner surface of the pipe becomes 


F d =t w A s =[ 2x + — R \(27 tRL) = 27tRL\ 2 r v + — R\ = 4txRLx +kR 2 AP 


AP 


2 L 


2L 


Discussion Note that the total friction drag is proportional to yield shear stress and the pressure drop. 
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Chapter 2 Properties of Fluids 


2-75 

Solution A circular disk immersed in oil is used as a damper, as shown in the figure. It is to be shown that the 
damping torque is T damping = Cco where C = 0.5^/r(l/fl + 1/fe)# 4 ■ | 


Assumptions 1 The thickness of the oil layer on each 
side remains constant. 2 The velocity profiles are linear 
on both sides of the disk. 3 The tip effects are negligible. 
4 The effect of the shaft is negligible. 

Analysis The velocity gradient anywhere in the oil 
of film thickness a is Via where V = cor is the tangential 
velocity. Then the wall shear stress anywhere on the 
upper surface of the disk at a distance r from the axis of 
rotation can be expressed as 

du V cor 

T w = M-r = M—=M — 
ay a a 

Then the shear forcé acting on a differential area dA on 
the surface and the torque it generates can be expressed as 

dF = r w dA = p — dA 
a 

dA = rdF = p —— dA 
a 


1 

T 

i 

i 

i 

1 

R J 

a l 


¡ 

i 

y 



i 


T 




b 

1 

i 

i 

i 

i 

i 

1 

-^-P 

| Disk 

Damping oil 


Noting that dA = Im'dr and integrating, the torque o 

rR - 2 npco r R 3 , 

- r dr =- 

a Jr =o a 


T ^¡ r 2 dA = ^[ R r \2xr)dr = - 
v a Fi a F=o 




Inpco r ¿ 


r =0 


npcoR 4 
2 a 


The torque on the bottom surface is obtained by replaying a by b. 


L bottom 


7zpcoR A 

2b 


The total torque acting on the disk is the sum of the torques acting on the top and bottom surfaces, 


T — T 1 _i_ T -1 

A damping, total bottom í top 


npcoR 


1 1 
a b 


or, 


^damping, total CúJ 

This completes the proof. 


where 


C = 


2 Va b) 


Discussion Note that the damping torque (and thus damping power) is inversely proportional to the thickness of oil 
films on either side, and it is proportional to the 4 ,h power of the radius of the damper disk. 
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Chapter 2 Properties of Fluids 

2-76E 

Solution A glass tube is inserted into mercury. The capillary drop of mercury in the tiibe is to be determined. 

Assumptions 1 There are no impurities in mercury, and no contamination on the surfaces of the glass tube. 2 The mercury 
is open to the atmospheric air. 

Properties The surface tensión of mercury-glass in atmospheric air at 68°F (20°C) is cr, = 0.440x0.06852 = 0.03015 
lbf/ft. The density of mercury is p = 847 lbm/ft 3 at 77°F, but we can also use this valué at 68°F. The contad angle is given 
tobe 140°. 

Analysis Substituting the numerical valúes, the capillary drop is determined to be 

Air 


2cr s cos <j> 2(0.03015 lbf/ft)(cosl40°) 

f 32.2 lbm-ft/s 2 ^ 




pgR (847 lbm/ft 3 )(32.2 ñ/s 2 )(0.45/12 ft) 

l 1 M J 

Mercury 

a 



= -0.00145 ft = -0.0175 in 


Discussioit The negative sign indicates capillary drop instead of rise. The drop is 
very small in this case because of the large diameter of the tube. 


2-77 

Solution A relation is to be derived for the capillary rise of a liquid between two large parallel plates a distance t 
apart inserted into a liquid vertically. The contad angle is given to be <¡>. 

Assumptions There are no impurities in the liquid, and no contamination on the surfaces of the plates. 


Analysis The magnitude of the capillary rise between two large parallel plates can be determined from a forcé 
balance on the rectangular liquid column of height h and width w between the plates. The bottom of the liquid column is at 
the same level as the free surface of the liquid reservoir, and thus the pressure there must be atmospheric pressure. This will 
balance the atmospheric pressure acting from the top surface, and thus these two effects will cancel each other. The weight 
of the liquid column is 

LÍJ 

W = mg = pgV = pg{wxtxh) ' ' 


Equating the vertical component of the surface tensión forcé to the weight gives 
W = F surface -> pg(wxtxh) = 2wa s eos <j> 

Canceling iv and solving for h gives the capillary rise to be 

„ . , 2 a s eos (¡) 

Capillary rise : h =- 

Pgt 


Air 



h 

Liquid 

1 



W 



Discussion The relation above is also valid for non-wetting liquids (such as mercury in glass), and gives a capillary 
drop instead of a capillary rise. 
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Chapter 2 Properties of Fluids 


2-78 

Solution A journal bearing is lubricated with oil whose viscosity is 
known. The torques needed to overeóme the bearing friction during start-up 
and steady operation are to be determined. 

Assumptions 1 The gap is uniform, and is completely filled with oil. 2 The 
end effeets on the sides of the bearing are negligible. 3 The fluid is 
Newtonian. 

Properties The viscosity of oil is given to be 0.1 kg/m s at 20°C, and 
0.008 kg/m-s at 80°C. 

Aitalysis The radius of the shaft is R = 0.04 m. Substituting the given 
valúes, the torque is determined to be 



At start up at 20°C: 

4 K 2 R?ñL 


, 4^ 2 (0.04m) 3 (500/60s' 1 )(0.30m) 

= (0.1 kg/m • s)--- —_ _-__ = 0.79 N m 


0.0008 m 


During steady operation at 80°C: 
T = A 


4 ^R^ñL 


, 4;r 2 (0.04 m) 3 (500/ 60 s' 1 )(0.30 m) n 

= (0.008 kg/m • s)---—---- = 0.063 N • m 

0.0008 m 


Discussion Note that the torque needed to overeóme friction reduces considerably due to the decrease in the viscosity 
of oil at higher temperature. 


Design and Essay Problems 


2-79 to 2-81 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 3 Pressure and Fluid Statics 


Pressure, Manometer, and Barometer 


3-1C 

Solution We are to discuss the difference between gage pressure and absolute pressure. 

Aitalysis The pressure relative to the atmospheric pressure is called the gage pressure, and the pressure relative 
to an absolute vacuum is called absolute pressure. 

Discussion Most pressure gages (like your bicycle tire gage) read relative to atmospheric pressure, and therefore read 
the gage pressure. 


3-2C 

Solution We are to explain nose bleeding and shortness of breath at high elevation. 

Analysis Atmospheric air pressure which is the external pressure exerted on the skin decreases with increasing 

elevation. Therefore, the pressure is lower at higher elevations. As a result, the difference between the blood pressure 
in the veins and the air pressure outside increases. This pressure imbalance may cause some thin-walled veins such 
as the ones in the nose to burst, causing bleeding. The shortness of breath is caused by the lower air density at higher 
elevations, and thus lower amount of oxygen per unit volume. 

Discussion People who climb high mountains like Mt. Everest suffer other physical problems due to the low pressure. 


3-3C 

Solution We are to examine a claim about absolute pressure. 

Analysis No, the absolute pressure in a liquid of constant density does not double when the depth is doubled. It 

is the gage pressure that doubles when the depth is doubled. 

Discussion This is analogous to temperature scales - when performing analysis using something like the ideal gas law, 
you musí use absolute temperature (K), not relative temperature (°C), or you will run into the same kind of problem. 


3-4C 

Solution We are to compare the pressure on the surfaces of a cube. 

Analysis Since pressure increases with depth, the pressure on the bottom face of the cube is higher than that on 
the top. The pressure varíes linearly along the side faces. However, if the lengths of the sides of the tiny cube suspended 
in water by a string are very small, the magnitudes of the pressures on all sides of the cube are nearly the same. 

Discussion In the limit of an “infinitesimal cube”, we have a fluid particle, with pressure P defined at a “point”. 


3-5C 

Solution We are to define Pascal’s law and give an example. 

Analysis Pascal ’s law States that the pressure applied to a conlined fluid increases the pressure throughout by 
the same amount. This is a consequence of the pressure in a fluid remaining constant in the horizontal direction. An 
example of Pascal’s principie is the operation of the hydraulic car jack. 

Discussion The above discussion applies to fluids at rest (hydrostatics). When fluids are in motion, Pascal’s principie 
does not necessarily apply. However, as we shall see in later chapters, the differential equations of incompressible fluid 
flow contain only pressure gradients, and thus an increase in pressure in the whole system does not affect fluid motion. 
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Chapter 3 Pressure and Fluid Statics 

3-6C 

Solution We are to compare the volume and mass flow rates of two fans at different elevations. 

Analysis The density of air at sea level is higher than the density of air on top of a high mountain. Therefore, the 

volume flow rates of the two fans running at identical speeds will be the same, but the mass flow rate of the fan at sea level 
will be higher. 

Discussion In reality, the fan blades on the high mountain would experience less frictional drag, and henee the fan 
motor would not have as much resistance - the rotational speed of the fan on the mountain would be slightly higher than 
that at sea level. 


3-7 

Solution The pressure in a vacuum chamber is measured by a vacuum gage. The 
absolute pressure in the chamber is to be determined. 

Analysis The absolute pressure in the chamber is determined from 

^abs = ^atm " ^vac = 92 - 24 = 68 kPa 

Discussion We must remember that “vacuum pressure” is the negative of gage pressure - henee the negative sign. 



24 kPa 


3-8E 

Solution The pressure in a tank is measured with a manometer by measuring the differential height of the manometer 
fluid. The absolute pressure in the tank is to be determined for two cases: the manometer arm with the (a) higher and (b) 
lower fluid level being attached to the tank. 

Assumptions The fluid in the manometer is incompressible. 

Properties The specific gravity of the fluid is given to be SG = 1.25. The density of water at 32°F is 62.4 lbm/ft 3 . 
Analysis The density of the fluid is obtained by multiplying its specific gravity by the density of water, 
p = SGx p H0 = (1.25)(62.4 lbm/ft 3 ) = 78.0 lbm/ft 3 


The pressure difference corresponding to a differential height of 28 in between the two arms of the manometer is 


AP = pgh = (781bm/ft 3 )(32.174 ft/s 2 )(28/12 ff) 


llbf 


lft 2 ' 

^32.1741bm 

ft/s 2 , 

^144in 2 J 


= 1.26psia 


Then the absolute pressures in the tank for the two cases become: 

(a) The fluid level in the arm attached to the tank is higher (vacuum): 

= P, m - p n c = 12.7 -1.26 = 11.44 psia = 11.4 psia 

(b) The fluid level in the arm attached to the tank is lower: 

+ P. m = 12.7 + 1.26 = 13.96 psia = 14.0 psia 

Discussion The final results are reported to three significant digits. Note 
that we can determine whether the pressure in a tank is above or below 
atmospheric pressure by simply observing the side of the manometer arm 
with the higher fluid level. 



P*m = 12.7 psia 


SG= 1.25 
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Chapter 3 Pressure and Fluid Statics 


3-9 

Solution The pressure in a pressurized water tank is measured by a multi-fluid manometer. The gage pressure of air 
in the tank is to be determined. 

Assumptions The air pressure in the tank is uniform (i.e., its variation with elevation is negligible due to its low density), 
and thus we can determine the pressure at the air-water interface. 

Properties The densities of mercury, water, and oil are given to be 13,600, 1000, and 850 kg/m 3 , respectively. 

Analysis Starting with the pressure at point 1 at the air-water interface, and moving along the tube by adding (as we 

go down) or subtracting (as we go up) the pgh terms until we reach point 2, and setting the result equal to P atm since the 
tube is open to the atmosphere gives 


^1 +P water gh +Poi\g h 2 ~ /^mercury 3 ^ 'atm 

Solving forPi 

P\ ~ ^atm — /Lvalcr Yl — PoñS^l P mercuryY 3 

or, 

“Atm = YPmercuryY ~ P water ^1 ~ Poü^l) 

Noting that P lt gage = P\ - P Mm and substituting, 

P lgage = (9.81 m/s 2 )[(13,600 kg/m 3 )(0.46 m) - (1000 kg/m 3 )(0.2 m) 


-(850 kg/m 3 )(0.3m)] 


IN 

( lkPa 3 

Jkg-m/sY 

V1000 N/m 2 J 


= 56.9 kPa 


Air 

1 


Water 




y) 


h 2 




Discussion Note that jumping horizontally from one tube to the next and realizing that pressure remains the same in the 
same fluid simplifies the analysis greatly. 


3-10 

Solution 

be determined. 

Properties 

Analysis 


The barometric reading at a location is given in height of mercury column. The atmospheric pressure is to 


The density of mercury is given to be 13,600 kg/m 3 . 
The atmospheric pressure is determined directly from 

pgh = (l3,600 kg/m 3 )(9.81 m/s 2 )(0.750 m) 


1 N 


1 kg ■ m/s~ 


Y 1 kPa 2 
Y1000 N/m 2 j 


= 100.1 kPa = 100 kPa 

Discussion We round off the final answer to three significant digits. 100 kPa is a fairly typical valué of atmospheric 
pressure on land slightly above sea level. 
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Chapter 3 Pressure and Fluid Statics 


3-11 

Solution The gage pressure in a liquid at a certain depth is given. The gage pressure in the same liquid at a different 
depth is to be determined. 

Assumptions The variation of the density of the liquid with depth is negligible. 

Analysis The gage pressure at two different depths of a liquid can be expressed as í\ = pgh x and P 2 = pgh 2 . 

Taking their ratio, -- 

P 2 _ pgh 2 _ h 2 

P\ Pgh\ h h \ 

Solving for P 2 and substituting gives 1 h 2 

P 2 = — P x = ^-^-(28kPa) = 112 kPa 2 

h ] 3 m 

Discussion Note that the gage pressure in a given fluid is proportional to depth. 


3-12 

Solution The absolute pressure in water at a specified depth is given. The local atmospheric pressure and the 
absolute pressure at the same depth in a different liquid are to be determined. 

Assumptions The liquid and water are incompressible. 

Properties The specific gravity of the fluid is given to be SG = 0.85. We take the density of water to be 1000 kg/m 3 . 
Then density of the liquid is obtained by multiplying its specific gravity by the density of water, 

/O = SGx p Hi0 = (0.85)(1000 kg/m 3 ) = 850 kg/m 3 
Analysis (a ) Knowing the absolute pressure, the atmospheric pressure can be determined from 


— P~ Pgh 

= (145 kPa)-(1000 kg/m 3 )(9.81 m/s 2 )(5 m) 


1 kPa 

1000 N/m 2 y 


96.0 kPa 


P;ilm 


h 


ib) The absolute pressure at a depth of 5 m in the other liquid is 

p = p attn + P8 h 

= (96.0 kPa) +(850 kg/m 3 )(9.81 m/s 2 )(5 m) 

= 137.7 kPa s 138 kPa 


1 kPa 3 

1000 N/m 2 J 


Discussion Note that at a given depth, the pressure in the lighter fluid is lower, as expected. 


3-13E 

Solution 


Analysis 


It is to be shown that 1 kgf/cnr = 14.223 psi. 

Noting that 1 kgf = 9.80665 N, 1 N = 0.22481 lbf, and 1 in = 2.54 cm, we have 


1 kgf = 9.80665 N = (9.80665 N) 


f 0.22481 lbf ^ 


IN 


and 


1 kgf/cm 2 = 2.20463 lbf/cm 2 = (2.20463 lbf/cm 2 ) 


= 2.20463 lbf 

= 14.223 lbf/in 2 =14.223 psi 


^2.54 cm 3 


lin 


v 

Discussion This relationship may be used as a conversión factor. 
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Chapter 3 Pressure and Fluid Statics 


3-14E 

Solution The weight and the foot imprint area of a person are given. The pressures this man exerts on the ground 
when he stands on one and on both feet are to be determined. 

Assumptions The weight of the person is distributed uniformly on foot imprint area. 

Analysis The weight of the man is given to be 200 lbf. Noting that 
pressure is forcé per unit area, the pressure this man exerts on the ground is 

(a) On one foot: P = — = 2 ^ ^ ^ lbf/in 2 = 5.56 psi 

A 36 in- 

ía) On both feet: P = — = 200 M „ = 2.78 lbf/in 2 = 2.78 psi 

2^4 2x36in 2 

Discussioit Note that the pressure exerted on the ground (and on the feet) is reduced by half when the person stands on 
both feet. 



3-15 

Solution The mass of a woman is given. The mínimum imprint area per shoe needed to enable her to walk on the 
snow without sinking is to be determined. 


Assumptions 1 The weight of the person is distributed uniformly on the imprint area of the shoes. 2 One foot carries the 
entire weight of a person during walking, and the shoe is sized for walking conditions (rather than standing). 3 The weight 
of the shoes is negligible. 

Analysis The mass of the woman is given to be 70 kg. For a pressure of 0.5 kPa on the 
snow, the imprint area of one shoe must be 


P 


mg_ 

P 


(70kg)(9.81m/s 2 ) 


0.5 kPa 


1N 


1 kg-m/s" 


1 kPa 


1000 N/m- 


= 1.37 m 2 



Discussioit This is a very large area for a shoe, and such shoes woidd be impractical to use. Therefore, some sinking of 
the snow should be allowed to have shoes of reasonable size. 


3-16 

Solution The vacuum pressure reading of a tank is given. The absolute pressure in the tank is to be determined. 

Properties The density of mercury is given to be p = 13,590 kg/m 3 . 

Analysis The atmospheric (or barometric) pressure can be expressed as 30kPa 

Pabs 

P atm = P8 h 

= (13,590 kg/m 3 )(9.807 m/s 2 )(0.755 m) 

= 100.6 kPa 

Then the absolute pressure in the tank becomes 

P abs = Patm - P V ac = 100.6 - 30 = 70.6 kPa 

Discussioit The gage pressure in the tank is the negative of the vacuum pressure, i.e., P s¡¡ge = -30.0 kPa. 


í 1N 1 

f 1kPa 'j 




V 1 kg • m/s 2 y 

v 1000 N/m 2 y 

Patm = 755mmHg 
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3-17E 

Solution 

Properties 

Analysis 


Chapter 3 Pressure and Fluid Statics 

A pressure gage connected to a tank reads 50 psi. The absolute pressure in the tank is to be determined. 

The density of mercury is given to be p = 848.4 lbm/fi '. 

The atmospheric (or barometric) pressure can be expressed as 
P am =Pgh 

= (848.4 lbm/ft 3 )(32.174 ft/s 2 )(29.1/12 ft) 

= 14.29 psia 

Then the absolute pressure in the tank is 

P hs = P age + P, m = 50 +14.29 = 64.29 psia = 64.3 psia 
Discussion This pressure is more than four times as much as standard atmospheric pressure. 


f 1 lbf 

\ 

í lft2 1 

^32.174 lbm 

ft/s 2 J 

[l44 in 2 J 



3-18 

Solution A pressure gage connected to a tank reads 500 kPa. The absolute pressure 
in the tank is to be determined. 

Analysis The absolute pressure in the tank is determined from 

Abs = -Pgage + Atm = 500 + 94 = 594 kPa Pa,m = 94 kPa 

Discussion This pressure is almost six times greater than standard atmospheric pressure. 



500 kPa 


3-19 

Solution A mountain hiker records the barometric reading before and after a hiking trip. The vertical distance 
climbed is to be determined. 


Assumptions The variation of air density and the gravitational acceleration with 
altitude is negligible. 


Properties 


The density of air is given to be p = 1.20 kg/m 3 . 


Analysis Taking an air column between the top and the bottom of the mountain 
and writing a forcé balance per unit base area, we obtain 


1^/ir I 4 ^bottom ^top 
(Pgh ) air — ^bottom ~ P top 


(1.20 kg/m 3 )(9.81 m/s 2 )(/?) 


í 1N 1 

1 bar 

J kg-m/s 2 y 

J00,000 N/m 2 j 


= (0.930-0.780) bar 


780 mbar 



It yields h = 1274 m = 1270 m (to 3 significant digits), which is also the distance climbed. 


Discussion A similar principie is used in some aircraft instruments to measure elevation. 
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Chapter 3 Pressure and Fluid Statics 


730 mmHg 


3-20 

Solution A barometer is used to measure the height of a building by recording reading at the bottom and at the top of 
the building. The height of the building is to be determined. 

Assumptions The variation of air density with altitude is negligible. 

Properties The density of air is given to be p = 1.18 kg/m 3 . The density of mercury is 13,600 kg/m 3 . 

Analysis Atmospheric pressures at the top and at the bottom of the building are 

P íop =(Pg h ) to] , 

= (13,600 kg/m 3 )(9.807 m/s 2 )(0.730 m) 

= 97.36 kPa 

^bottom ( P gh ^bottom 

= (13,600 kg/m 3 )(9.807 m/s 2 )(0.755 m) 

= 100.70 kPa 


f 1 N 

f 1 kPa 

J kg • m/s 2 y 

^1000 N/m 2 

í 1N 1 

' 1 kPa 'j 

v lkg-m/s 2 J 

v 1000 N/m 2 J 



755 mmHg 


Taking an air column between the top and the bottom of the building, we write a forcé balance per unit base area, 

and 


W /A-P -P 

77 air ' bottom top 


(1.18 kg/m 3 )(9.807 m/s 2 )(/z) 


(Pg h L ^bottom ^op 


í 1 N 1 

f 1 kPa ^1 

J kg • m/s 2 y 

[lOOO N/m 2 J 


= (100.70-97.36) kPa 


which yields h = 288.6 m s 289 m, which is also the height of the building. 

Discussioit There are more accurate ways to measure the height of a building, but this method is quite simple. 




Solution The previous problem is reconsidered. The EES solution is to be printed out, including proper units. 

Analysis The EES Equations window is printed below, followed by the Solution window. 

P_bottom=755"[mmHg]" 

P_top=730"[mmHg]" 

g=9.807 "[m/s A 2]" "local acceleration of gravity at sea level" 

rho=1.18"[kg/m A 3]" 

DELTAP_abs=(P_bottom-P_top)*CONVERT('mmHg','kPa')"[kPa]" "Delta P reading from the 
barometers, converted from mmHg to kPa." 

DELTAPh =rho*g*h/1000 "[kPa]" "Equ. 1-16. Delta P due to the air fluid column height, h, 
between the top and bottom of the building." 

"Instead of dividing by 1000 Pa/kPa we could have multiplied rho*g*h by the EES function, 
CONVERTCPa'/kPa')" 

DELTAP_abs=DELTAP_h 

SOLUTION 

Variables in Main 
DELTAP_abs=3.333 [kPa] 
g=9.807 [m/s A 2] 

P_bottom=755 [mmHg] 
rho=1.18 [kg/m A 3] 

Discussioit To obtain the solution in EES, simply click on the icón that looks like a calculator, or Calculate - Solve . 


DELTAP_h=3.333 [kPa] 
h=288 [m] 

P_top=730 [mmHg] 
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Chapter 3 Pressure and Fluid Statics 


3-22 

Solution A diver is moving at a specified depth from the water surface. The pressure exerted on the surface of the 
diver by the water is to be determined. 


Assumptions The variation of the density of water with depth is negligible. 

Properties The specific gravity of sea water is given to be SG = 1.03. We take the density of water to be 1000 kg/m 3 . 


Analysis 


The density of the sea water is obtained by multiplying its specific gravity 


by the density of water which is taken to be 1000 kg/m : 

p = SG x p H ^ Q - (1.03)(1000 kg/m 3 ) = 1030 kg/m 3 

The pressure exerted on a diver at 30 m below the free surface of the sea is 
the absolute pressure at that location: 


P = P am + PS h 

= (101 kPa) + (1030 kg/m 3 )(9.807 m/s 2 )(30 m) 

= 404 kPa 


1 kPa 


1000 N/m 2 



Discussion This is about 4 times the normal sea level valué of atmospheric pressure. 


3-23E 

Solution A submarine is cruising at a specified depth from the water 
surface. The pressure exerted on the surface of the submarine by water is to be 
determined. 

Assumptions The variation of the density of water with depth is negligible. 

Properties The specific gravity of sea water is given to be SG = 1.03. The 
density of water at 32°F is 62.4 lbm/ft 3 . 

Analysis The density of the seawater is obtained by multiplying its specific 
gravity by the density of water, 

p = SGxp HO = (1.03)(62.4 lbm/ft 3 ) = 64.27 lbm/ft 3 



The pressure exerted on the surface of the submarine cruising 300 ft below the free surface of the sea is the absolute 
pressure at that location: 


P = P a,m + PSh 

= (14.7 psia) +(64.27 lbm/ft 3 )(32.174 ft/s 2 )(300 ft) 
= 148.6 psia = 149 psia 


í 1 lbf 1 

í lft2 1 

^32.174 lbm-ft/s 2 J 

[l44 in 2 J 


where we have rounded the final answer to three significant digits. 


Discussion This is more than 10 times the valué of atmospheric pressure at sea level. 
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Chapter 3 Pressure and Fluid Statics 


3-24 

Solution A gas contained in a vertical piston-cylinder device is pressurized by a spring and by the weight of the 
pistón. The pressure of the gas is to be determined. 


Analysis 


Drawing the free body diagram of the pistón and balancing the vertical forces yields 


PA = P A+W+F 

1 1 atm T ,r T 1 spnng 


Thus, 


P = P + 


mg + F ¡ ; prin¡ 


= (95 kPa) + 


(4 kg)(9.807 m/s 2 ) + 60 N 


35x10 m 2 


1 kPa 


1000 N/m 2 


= 123.4 kPa = 123 kPa 


F 

± spring 


{i i 


u w= 


mg 


Discussion This setup represents a crude but functional way to control the pressure in a tank. 


3-25 

Solution The previous problem is reconsidered. The effect of the spring forcé in the range of 0 to 500 N on the 
pressure inside the cylinder is to be investigated. The pressure against the spring forcé is to be plotted, and results are to be 
discussed. 



Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


g=9.807"[m/s A 2]" 

P_atm= 95"[kPa]" 
m_piston=4"[kg]" 

{F_spring=60"[N]"} 

A=35*CONVERT('cm A 27m A 2')"[m A 2]" 

W_piston=m_piston*g"[N]" 

F_atm=P_atm*A*CONVERT('kPa','N/m A 2')"[N]" 

"From the free body diagram of the pistón, the balancing vertical forces yield:" 
F_gas= F_atm+F_spring+W_p¡ston"[N]" 
P_gas=F_gas/A*CONVERT('N/m A 2','kPa')"[kPa]" 


Results : 


^spring [^] 

Pgas [kPa] 

0 

106.2 

55.56 

122.1 

111.1 

138 

166.7 

153.8 

222.2 

169.7 

277.8 

185.6 

333.3 

201.4 

388.9 

217.3 

444.4 

233.2 

500 

249.1 



F 

spring 


[N] 


Discussion The relationship is linear, as expected. 
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Chapter 3 Pressure and Fluid Statics 


3-26 \Also solved using EES on enclosed DVD] 

Solution Both a pressure gage and a manometer are attached to a tank of gas to measure its pressure. For a specified 
reading of gage pressure, the difference between the fluid levels of the two arms of the manometer is to be determined for 
mercury and water. 

Properties The densities of water and mercury are given to be p mta = 1000 kg/m 3 and be p \ Ig = 13,600 kg/m 3 . 



Discussion The manometer with water is more precise since the column height is bigger (better resolution). Flowever, a 
column of water more than 8 meters high would be impractical, so mercury is the better choice of manometer fluid here. 
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Chapter 3 Pressure and Fluid Statics 



Solution The previous problem is reconsidered. The effect of the manometer fluid density in the range of 800 to 
13,000 kg/m 3 on the differential fluid height of the manometer is to be investigated. Differential fluid height is to be plotted 
as a function of the density, and the results are to be discussed. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

Function fluid_density(Fluid$) 

If fluid$='Mercury' then fluid_density= 13600 else fluid_density=1000 
end 


{Input from the diagram window. If the diagram window is hidden, then all of the input must come from the 
equations window. Also note that brackets can also denote comments - but these comments do not appear 
in the formatted equations window.} 

{Fluid$='Mercury' 

P_atm = 101.325 "kpa" 

DELTAP=80 "kPa Note how DELTAP is displayed on the Formatted Equations Window."} 

g=9.807 "m/s2, local acceleration of gravity at sea level" 

rho=Fluid_density(Fluid$) "Get the fluid density, either Hg or H20, from the function" 

"To plot fluid height against density place {} around the above equation. Then set up the parametric table 
and solve." 

DELTAP = RHO*g*h/1000 

"Instead of dividing by 1000 Pa/kPa we could have multiplied by the EES function, CONVERT('Pa','kPa')" 
h_mm=h*convert('m','mm') "The fluid height in mm is found using the built-in CONVERT function." 
P_abs= P_atm + DELTAP 

"To make the graph, hide the diagram window and remove the {}brackets from Fluid$ and from P_atm. 
Select New Parametric Table from the Tables menú. Choose P_abs, DELTAP and h to be ¡n the table. 
Choose Alter Valúes from the Tables menú. Set valúes of h to range from 0 to 1 in steps of 0.2. Choose 
Solve Table (or press F3) from the Calcúlate menú. Choose New Plot Window from the Plot menú. 

Choose to plot P_abs vs h and then choose Overlay Plot from the Plot menú and plot DELTAP on the same 
scale." 


Tank Fluid Gage and Absolute Pressures vs Manometer Fluid Height 



hmm [mm] 

P [kg/m 3 ] 

10197 

800 

3784 

2156 

2323 

3511 

1676 

4867 

1311 

6222 

1076 

7578 

913.1 

8933 

792.8 

10289 

700.5 

11644 

627.5 

13000 
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Chapter 3 Pressure and Fluid Statics 


Manometer Fluid Height vs Manometer Fluid Density 



Discussion 


Many comments are provided in the Equation window above to help you learn some of the features of EES. 


3-28 

Solution The air pressure in a tank is measured by an oil manometer. For a 
given oil-level difference between the two columns, the absolute pressure in the 
tank is to be determined. 

Properties The density of oil is given to be p = 850 kg/m 3 . 

Analysis The absolute pressure in the tank is determined from 

P = P am + pgh 

= (98 kPa) + (850 kg/m 3 )(9.81 m/s 2 )(0.45m) 

= 101.75 kPa = 102 kPa 


1 kPa 

1000 N/m 2 J 



Discussion If a heavier liquid, such as water, were used for the manometer fluid, the column height would be smaller, 
and thus the reading would be less precise (lower resolution). 
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Chapter 3 Pressure and Fluid Statics 


3-29 

Solution The air pressure in a duct is measured by a mercury manometer. For a given mercury-level difference 
between the two columns, the absolute pressure in the duct is to be determined. 

Properties The density of mercury is given to be p = 13,600 kg/m 3 . 

Analysis (a) The pressure in the duct is above atmospheric pressure since the fluid 

column on the duct side is at a lower level. 

( b ) The absolute pressure in the duct is determined from 
P = P a tm + Pgh 

= (100 kPa) +(13,600 kg/m 3 )(9.81 m/s 2 )(0.015 m) 

= 102.00 kPa = 102 kPa 


í 1N 1 

f 1 kPa "i 

J kg • m/s 2 j 

[lOOO N/m 2 J 



Discussion When measuring pressures in a fluid flow, the difference between two pressures is usually desired. in this 
case, the difference is between the measurement point and atmospheric pressure. 


3-30 

Solution The air pressure in a duct is measured by a mercury manometer. For a given mercury-level difference 
between the two columns, the absolute pressure in the duct is to be determined. 

Properties The density of mercury is given to be p = 13,600 kg/m’. 

Analysis ( a ) The pressure in the duct is above atmospheric pressure since the fluid column on the duct side is at a 

lower level. 

(b) The absolute pressure in the duct is determined from 
p = p a , m +Pg h 

= (100 kPa) + (13,600 kg/m 3 )(9.81 m/s 2 )(0.030 m) 

= 104.00 kPa= 104 kPa 

Discussion The final result is given to three significant digits. 


1 N 


1 kg-m/s" 


1 kPa 


1000 N/m 2 
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Chapter 3 Pressure and Fluid Statics 


3-31 

Solution The systolic and diastolic pressures of a healthy person are given in mm of Hg. These pressures are to be 
expressed in kPa, psi, and meters of water coluinn. 


Assumptions Both mercury and water are incompressible substances. 

Properties We take the densities of water and mercury to be 1000 kg/m 3 and 13,600 kg/m 3 , respectively. 

Analysis Using the relation P = pgh for gage pressure, the high and low pressures are expressed as 


Aiigh =Pg h high = (13,600 kg/m 3 )(9.81m/s 2 )(0.12m) 


■^low = pgh iow = (13,600 kg/m 3 )(9.81 m/s 2 )(0.08 m)| 


í 1N ) 

1 kPa 

J kg-m/s 2 y 

^1000N/m 2 y 


í 1N ) 

1 kPa 

^1 kg-m/s 2 y 

J000 N/m 2 J 


Noting that 1 psi = 6.895 kPa, 

' lpsi > 
6.895kPa 


P hlgh =(16.0 kPa) 


= 2.32 psi and 


P low =(10.7kPa) 


' lpsi ^ 
v 6.895kPa y 


= 16.0 kPa 


= 10.7 kPa 


1.55 psi 


For a given pressure, the relation P = pgh is expressed for mercury and water as P = p waterwater an d 
P ~ P mercurymercury • Setting these two relations equal to each other and solving for water height gives 

^ P water water P 

Therefore, 

j /^mercury . 

^ water, high — ^mercury, high 


§K 


mercury o “mercury 


-> 


h 


p 


mercury 


h 


water ' “mercury 

P water 


P water 
/^mercury 


13,600 kg/m 3 
1000 kg/m 3 


(0.12 m) = 1.63 m 


_ 13,600 kg/m 3 

1 water, low ^mercury, low . " T~ 

water 1000 kg/m 3 


(0.08 m) = 1.09 m 



Discussion Note that measuring blood pressure with a water monometer would involve water column heights higher 
than the person’s height, and thus it is impractical. This problem shows why mercury is a suitable fluid for blood pressure 
measurement devices. 


3-32 

Solution A vertical tube open to the atmosphere is connected to the vein in the arm of a person. The height that the 
blood rises in the tube is to be determined. 


Assumptions 1 The density of blood is constant. 2 The gage pressure of blood is 120 mmHg. 
Properties The density of blood is given to be p = 1050 kg/m ’. 

Analysis For a given gage pressure, the relation P = pgh can be expressed for 
mercury and blood as P = /? blood g/* blood and P = p merajIy gh mercmy . Setting these two 
relations equal to each other we get 

P ~ /' , blood blood — /^mercury/^mercury 

Solving for blood height and substituting gives 

/^mercury , 13,600 kg/m 3 


1 blood 


mercury 

Pb\ooá 


“mercury 


1050 kg/m 3 


-(0.12 m) = 1.55 m 



Discussion Note that the blood can rise about one and a half meters in a tube connected to the vein. This explains why 
IV tubes must be placed high to forcé a fluid into the vein of a patient. 
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Chapter 3 Pressure and Fluid Statics 


3-33 

Solution A man is standing in water vertically while being completely submerged. The difference between the 
pressure acting on his head and the pressure acting on his toes is to be determined. 

Assumptions Water is an incompressible substance, and thus the density does not change with depth. 

Properties We take the density of water to be p= 1000 kg/m 3 . 

Analysis The pressures at the head and toes of the person can be expressed as 

^iiead — -^atm Püfi head and -^toe — -^atm Püfi toe 

where h is the vertical distance of the location in water from the free surface. The pressure 
difference between the toes and the head is determined by subtracting the first relation 
above from the second, 


^toe -^head PS ^toe PS ^head PSi^toe ^ head) 



Substituting, 


^oe-n e ad=(1000 kg/m 3 )(9.81m/s 2 )(1.80m-0) 


r in \ 

lkPa 

Jkg-m/s 2 y 

^1000N/m 2 J 


= 17.7 kPa 


Discussion This problem can also be solved by noting that the atmospheric pressure (1 atm = 101.325 kPa) is 
equivalent to 10.3-m of water height, and finding the pressure that corresponds to a water height of 1.8 m. 


3-34 

Solution Water is poured into the U-tube from one arm and oil from the other arm. The water column height in one 
arm and the ratio of the heights of the two fluids in the other arm are given. The height of each fluid in that arm is to be 
determined. 

Assumptions Both water and oil are incompressible substances. 

Properties The density of oil is given to be p ln \ = 790 kg/m 3 . We take the density of water to be p, x =1000 kg/m 3 . 

Analysis The height of water column in the left arm of the manometer is given to be h w \ = 0.70 m. We let the height 

of water and oil in the right arm to be /z w2 and h a , respectively. Then, h. d = 6 h w2 . Noting that both arms are open to the 
atmosphere, the pressure at the bottom of the U-tube can be expressed as 

-^bottom — PwS^wl and -^bottom — P w 8^ w2 Pa8^a 

Setting them equal to each other and simplifying, 

Pw^wl = Pw8 h w2 + Pa8 h a Pv,K\ = Pw h w 2 + Pa h a ¿wl = h w2 + (Pa 1 Pw)K 


Noting that h a = 6 h w2 and we take /? a =p 0 ¡i- the water and oil column heights in the 
second arm are determined to be 

0.7m = h w2 + (790/1000)6/¡ lv2 ^ /7 w2 =0.122m 

0.7 m = 0.122 m + (790/1000)/? a ^ h a = 0.732 m 

Discussion Note that the fluid height in the arm that contains oil is higher. This is 
expected since oil is lighter than water. 
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Chapter 3 Pressure and Fluid Statics 


3-35 

Solution The hydraulic lift in a car repair shop is to lift cars. The fluid gage pressure that must be maintained in the 
reservoir is to be determined. 

Assumptions The weight of the pistón of the lift is negligible. 

Analysis Pressure is forcé per unit area, and thus the gage pressure required is simply the 
ratio of the weight of the car to the area of the lift, 


/>=*=- 


mg 


(2000 kg)(9.81 m/s 2 ) f 


gage 


A kD 2 / 4 ;r(0.30 m) 2 /4 


lkN 


\ 


1000 kg • m/s" 


= 278 kN/rn =278 kPa 



Discussion Note that the pressure level in the reservoir can be reduced by using a pistón with a larger area. 


3-36 

Solution Fresh and seawater flowing in parallel horizontal pipelines are connected to each other by a double U-tube 
manometer. The pressure difference between the two pipelines is to be determined. 


Assumptions 1 All the liquids are incompressible. 2 The effect 
of air column on pressure is negligible. 

Properties The densities of seawater and mercury are given to 
be /? sea = 1035 kg/m 3 and p\ i g = 13,600 kg/m 3 . We take the density 
of water to be /? w =1000 kg/m 3 . 

Analysis Starting with the pressure in the fresh water pipe 
(point 1) and moving along the tube by adding (as we go down) or 
subtracting (as we go up) the pgh terms until we reach the sea 
water pipe (point 2), and setting the result equal to P 2 gives 

^1 * Pwg^w — Ptígg^Hg ~ Pairg^air Pseag^sea ~ -^2 

Rearranging and neglecting the effect of air column on pressure, 

-^1 — -^2 — P w g^w Plígg^Hg ~ Pseag^sea ~ g^Plíg^Hg ~ Pw^w ~ 



Substituting, 


P i -p 2 = (9.81 m/s 2 )[(13600kg/m 3 )(0.1 m) 


f 

- (1000 kg/m 3 )(0.6 m) - (1035 kg/m 3 )(0.4 m)] 

V 


lkN 

1000kg-m/s 2 


\ 


/ 


= 3.39 kN/m 2 =3.39 kPa 


Therefore, the pressure in the fresh water pipe is 3.39 kPa higher than the pressure in the sea water pipe. 

Discussion A 0.70-m high air column with a density of 1.2 kg/m 3 corresponds to a pressure difference of 0.008 kPa. 
Therefore, its effect on the pressure difference between the two pipes is negligible. 
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Chapter 3 Pressure and Fluid Statics 


3-37 

Solution Fresh and seawater flowing in parallel horizontal pipelines are connected to each other by a double U-tube 
manometer. The pressure difference between the two pipelines is to be determined. 

Assumptions All the liquids are incompressible. 

Properties The densities of seawater and mercury are given to be p se¡¡ = 1035 kg/m 3 and /? Hg = 13,600 kg/m 3 . We take 
the density of water to be >9 W = 1000 kg/m 3 . The specific gravity of oil is given to be 0.72, and thus its density is 720 kg/m 3 . 

Analysis Starting with the pressure in the fresh water pipe (point 1) and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the sea water pipe (point 2), and setting the result equal 
to P 2 gives 

PwS^w — PligS^Hg ~ PoüS^oil PseaS^sea ~ ^2 

Rearranging, 

-^1 ~ ^*2 ~ ~PwS^w PíigS^Hg Poil^oil ~ Psea&^sea 

— SÍPlíg^Hg Poil^oil ~ Pvj^w ~~ Psea^sea') 

Substituting, 


P l -P 2 = (9.81 m/s 2 )[(13600 kg/m 3 )(0.1 m) + (720 kg/m 3 )(0.7 m) - (1000 kg/m 3 )(0.6 m) 


-(1035 kg/m 3 )(0.4m)] 
= 8.34 kN/m 2 =8.34 kPa 


lkN 


1000 kg-m/s ‘ 


Therefore, the pressure in the fresh water pipe is 8.34 kPa higher than the pressure in the sea water pipe. 



Discussion 


The result is greater than that of the previous problem since the oil is heavier than the air. 
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Chapter 3 Pressure and Fluid Statics 


3-38E 

Solution The pressure in a natural gas pipeline is measured by a double U-tube manometer with one of the arms 
open to the atmosphere. The absolute pressure in the pipeline is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 3 The pressure 
throughout the natural gas (including the tube) is uniform since its density is low. 

Properties We take the density of water to be p,, y = 62.4 lbm/ft’. The specific gravity of mercury is given to be 13.6, 
and thus its density is p\ Ig = 13.6x62.4 = 848.6 lbm/ft 3 . 

Analysis Starting with the pressure at point 1 in the natural gas pipeline, and moving along the tube by adding (as we 
go down) or subtracting (as we go up) the pgh terms until we reach the free surface of oil where the oil tube is exposed to 
the atmosphere, and setting the result equal to P atm gives 

^ ~ PügS^Hg ~ P waterwater ~^atm 

Solving forPi, 

P\ ~ -^atm PílgS^Hg ^ P waterI 

Substituting, 


P = 


14.2 psia + (32.2 ft/s 2 )[(848.6 lbm/ft 3 )(6/12 ft) + (62.41bm/ft 3 )(27/12 ft)] 

18.1 psia 



1 lbf 

1 ft 2 > 

v 32.2 lbm-ft/s 2 

^ 144 in 2 j 


Discussion Note that jumping horizontally from one tube to the next and realizing that pressure remains the same in the 
same fluid simplifies the analysis greatly. Also, it can be shown that the 15-in high air column with a density of 0.075 
lbm/ft 3 corresponds to a pressure difference of 0.00065 psi. Therefore, its effect on the pressure difference between the two 
pipes is negligible. 
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Chapter 3 Pressure and Fluid Statics 


3-39E 

Solution The pressure in a natural gas pipeline is measured by a double U-tube manometer with one of the arms 
open to the atmosphere. The absolute pressure in the pipeline is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The pressure throughout the natural gas (including the tube) is 
uniform since its density is low. 

Properties We take the density of water to be p w = 62.4 lbm/ft’. The specific gravity of mercury is given to be 13.6, 
and thus its density is p¡] s = 13.6x62.4 = 848.6 lbm/ft 3 . The specific gravity of oil is given to be 0.69, and thus its density is 
Poíi = 0.69x62.4 = 43.1 lbm/ft 3 . 

Analysis Starting with the pressure at point 1 in the natural gas pipeline, and moving along the tube by adding (as we 
go down) or subtracting (as we go up) the pgh terms until we reach the free surface of oil where the oil tube is exposed to 
the atmosphere, and setting the result equal to P Mm gives 


PügS^Hg PoúS^o'ü P waterwater ^atm 

Solving forP] 

P\ ~ ^atm / ; Hg/¡^Hg /hvaierU^! PoilS^oil 

Substituting, 


P x = 14.2psia + (32.2 ft/s 2 )[(848.6lbm/ft 3 )(6/12 ft) + (62.41bm/ft 3 )(27/12 ft) 


- (43. llbm/ft 3 )(15/12 ft)] 


= 17.7psia 


( llbf 2 

í lñ2 1 

v 32.2 lbm- ft/s 2 y 

^ 144in 2 J 



Discussion Note that jumping horizontally from one tube to the next and realizing that pressure remains the same in the 
same fluid simplifies the analysis greatly. 
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Chapter 3 Pressure and Fluid Statics 


3-40 

Solution The gage pressure of air in a pressurized water tank is measured simultaneously by both a pressure gage 
and a manometer. The differential height h of the mercury column is to be determined. 

Assumptions The air pressure in the tank is uniform (i.e., its variation with elevation is negligible due to its low density), 
and thus the pressure at the air-water interface is the same as the indicated gage pressure. 

Properties We take the density of water to be p w =1000 kg/m 3 . The specific gravities of oil and mercury are given to 
be 0.72 and 13.6, respectively. 

Analysis Starting with the pressure of air in the tank (point 1), and moving along the tube by adding (as we go down) 
or subtracting (as we go up) the pgh terms until we reach the free surface of oil where the oil tube is exposed to the 



Solving for h Hd gives h¡¡, ¿ = 0.47 m. Therefore, the differential height of the mercury column must be 47 cm. 

Discussioit Double instrumentation like this allows one to verify the measurement of one of the instruments by the 
measurement of another instrument. 
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Chapter 3 Pressure and Fluid Statics 


3-41 

Solution The gage pressure of air in a pressurized water tank is measured simultaneously by both a pressure gage 
and a manometer. The differential height h of the mercury column is to be determined. 

Assumptions The air pressure in the tank is uniform (i.e., its variation with elevation is negligible due to its low density), 
and thus the pressure at the air-water interface is the same as the indicated gage pressure. 

Properties We take the density of water to be p w =1000 kg/m 3 . The specific gravities of oil and mercury are given to 
be 0.72 and 13.6, respectively. 


Analysis Starting with the pressure of air in the tank (point 1), and moving along the tube by adding (as we go down) 
or subtracting (as we go up) the pgh terms until we reach the free surface of oil where the oil tube is exposed to the 
atmosphere, and setting the result equal to P atm gives 


P \+Pv,g h w ~PH s g h H g ~Poi\g h oñ = P al 


Rearranging 


P\ ~ -^atm - Po\\gh 0 \\ +/ 7 Hgg'^Hg ~Pwgh v 


or, 


M,gage 

Pwg 


- SG oú h oú + SG Hg^Hg ~ h w 


Substituting, 


45 kPa 


(1000 kg/m 3 )(9.81m/s 2 ) 


^1000 kg-m/s 2 ^ 
lkPa.-m 2 


= 0.72x(0.75m) + 13.6x/; Hg 



Solving for h Hg gives h Hg = 0.32 m. Therefore, the differential height of the mercury column must be 32 cm. 

Discussioit Double instrumentation like this allows one to verify the measurement of one of the instruments by the 
measurement of another instrument. 


3-42 

Solution The top part of a water tank is divided into two compartments, and a fluid with an unknown density is 
poured into one side. The levels of the water and the liquid are measured. The density of the fluid is to be determined. 


Assumptions 1 Both water and the added liquid are incompressible substances. 2 The added liquid does not mix with 
water. 


Properties We take the density of water to be p =1000 kg/m 3 . 

Analysis Both fluids are open to the atmosphere. Noting that the pressure 
of both water and the added fluid is the same at the contact surface, the pressure 
at this surface can be expressed as 

-^"contact — ^ alm Pi g^í ~ -^atm P w g^ w 

Simplifying, we have p { gh t = p w gh w . Solving for p t gives 

p f = —p w = ^(1000 kg/m 3 ) = 562.5 kg/m 3 = 563 kg/m 3 
h f 80 cm v ’ 


h t 


Fluid 


Water 



Discussioit Note that the added fluid is lighter than water as expected (a heavier fluid would sink in water). 
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Chapter 3 Pressure and Fluid Statics 


3-43 

Solution A load on a hydraulic lift is to be raised by pouring oil from a thin tiibe. The height of oil in the tube 
required in order to raise that weight is to be determined. 

Assumptions 1 The cylinders of the lift are vertical. 2 There are no leaks. 3 Atmospheric pressure act on both sides, and 
thus it can be disregarded. 

Properties The density of oil is given to be p =780 kg/m'. 

Analysis Noting that pressure is forcé per unit area, the gage pressure in the fluid under the load is simply the ratio of 

the weight to the area of the lift. 


W mg 

A jiD 2 / 4 


(500kg)(9.81m/s 2 ) í lkN 
*(1.20 m) 2 / 4 1000 kg • m/s 2 y 


4.34 kN/m 2 =4.34kPa 


The required oil height that will cause 4.34 kPa of pressure rise is 


gage 


= pgh —> h = 


gage 


4.34 kN/m- 


pg (780 kg/m 3 )(9.81 m/s 2 ) 


^1000 kg • m/s 2 ^ 
1 kN/m 2 


0.567 m 


Therefore, a 500 kg load can be raised by this hydraulic lift by simply raising the oil level in the tube by 56.7 cm. 



LOAD 

500 kg 


h 






1.2 m 1 cm 


Discussion Note that large weights can be raised by little effort in hydraulic lift by making use of Pascal’s principie. 
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Chapter 3 Pressure and Fluid Statics 


3-44E 

Solution Two oil tardes are connected to each other throngh a mercury manometer. For a given differential height, 
the pressure difference between the two tanks is to be determined. 


Assumptions 1 Both the oil and mercury are incompressible fluids. 2 
The oils in both tanks have the same density. 

Properties The densities of oil and mercury are given to be p m \ = 
45 lbm/ft 3 and png = 848 lbm/ft 3 . 

Analysis Starting with the pressure at the bottom of tank 1 
(where pressure is P¡) and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the 
bottom of tank 2 (where pressure is P 2 ) gives 

p \ +Poüg( h \ + h 2 )-Pn % gh 2 ~Poüg h l = P 2 

where h\ = 10 in and h 2 = 32 in. Rearranging and simplifying 

P \~ P 2= Ptiggth -Poi\g h 2 = (Aig -Poil)^2 


10 in 


32 in 



Mercury 


Substituting, 

AP = P l -P 2 = (848 - 45 lbm/ft 3 )(32.2 ft/s 2 )(32/12 ft) 


' llbf 

" lft 2 

v 32.21bm • ft/s 2 y 

v 144in 2 y 


= 14.9 psia 


Therefore, the pressure in the left oil tank is 14.9 psia higher than the pressure in the right oil tank. 


Discussion Note that large pressure differences can be measured conveniently by mercury manometers. If a water 
manometer were used in this case, the differential height would be over 30 ft. 


3-45 

Solution The standard atmospheric pressure is expressed in terms of mercury, water, and glycerin columns. 
Assumptions The densities of fluids are constant. 


Properties The specific gravities are given to be SG = 13.6 for mercury, SG = 1.0 for water, and SG = 1.26 for 
glycerin. The standard density of water is 1000 kg/m 3 , and the standard atmospheric pressure is 101,325 Pa. 


Analysis The atmospheric pressure is expressed in terms of a fluid column height as 

p 


P atm = Pg h = SG P« 


Substituting, 
(a) Mercury: 

0 b ) Water: 

(c) Glycerin: 


P 

h= atm 


—> h = 

SGp w g 
101,325 N/m 2 


SG/r„g 13.6(1000 kg/m 3 )(9.81 m/s 2 ) 


1 kg • m/s 2 
1 N/m 2 


= 0.759 m 


p 

h = atm 


101,325 N/m 2 


h = 


SG p„,g 1(1000 kg/m )(9.81 m/s 2 ) 

P, m 101,325 N/m 2 


1 kg-m/s 2 
1 N/m 2 


= 10.3 m 


SG/r„g 1.26(1000 kg/m 3 )(9.81 m/s 2 ) 


1 kg • m/s" 
1 N/m 2 


= 8.20 m 


Discussion Using water or glycerin to measure atmospheric pressure requires very long vertical tubes (over 10 m for 
water), which is not practical. This explains why mercury is used instead of water or a light fluid. 
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Chapter 3 Pressure and Fluid Statics 


3-46 

Solution A glass filled with water and covered with a thin paper is inverted. The pressure at the bottom of the glass 
is to be determined. 


Assumptions 1 Water is an incompressible substance. 2 The weight of the paper is negligible. 3 The atmospheric 
pressure is 100 kPa. 

-^bottom 

Properties We take the density of water to be p =1000 kg/m 3 . 

Analysis The paper is in equilibrium, and thus the net forcé acting on the 
paper must be zero. A vertical forcé balance on the paper involves the pressure 
forces on both sides, and yields 


p A — p A 
J l^glass ± atm^glass 




Pi=p *t 


That is, the pressures on both sides of the paper must be the same. 

The pressure at the bottom of the glass is determined from the hydrostatic 
pressure relation to be 


P — P 

1 atm 1 bottom 


P&h glass 


-» 


bottom 


^atm P&h glass 


Substituting, 


P bottom = (100 kPa)-(1000 kg/m 3 )(9.81 m/s 2 )(0.1m) 


1N 


lkg-m/s" 


lkPa 


1000N/m" 



99.0 kPa 


Discussion Note that there is a vacuum of 1 kPa at the bottom of the glass, and thus there is an upward pressure forcé 
acting on the water body, which balanced by the weight of water. As a result, the net downward forcé on water is zero, and 
thus water does not flow down. 
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Chapter 3 Pressure and Fluid Statics 


3-47 

Solution 

chamber is to be determined. 


Two chambers with the same fluid at their base are separated by a pistón. The gage pressure in each air 


Assumptions 1 Water is an incompressible substance. 2 The 
variation of pressure with elevation in each air chamber is 
negligible because of the low density of air. 

Properties We take the density of water to be p =1000 
kg/m 3 . 

A na lysis The pistón is in equilibrium, and thus the net 

forcé acting on the pistón must be zero. A vertical forcé 
balance on the pistón involves the pressure forcé exerted by 
water on the pistón face, the atmospheric pressure forcé, and 
the pistón weight, and yields 


p A _ p a + w 
C pistón atm pistón rr pistón 


P C ~ P ,atm 


w 

rr pistón 
A 

pistón 


The pressure at the bottom of each air chamber is determined 
from the hydrostatic pressure relation to be 


air A 


= A = A + pg CE = Atm + 


w 

rr pistón 

A 

^pistón 


30 cm 


Pistón 


C 

30 cm 


+ pgCE -» P, 


air A, gage 


w 

rr pistón 

A 

^pistón 


+ pgCE 


air B 


D 


E 

water 

90 cm 




25 


50 


cm 


cm 


AirB - A) “A PgCE> - Atm + ' 


w 

- '' mctnn - 


pistón 
i . 

1 pistón 


-pgCD -> P t 


W, 


air B, gage 


pistón 
i . 

1 pistón 


-pgCD 


Substituting, 


p 

air A, gage 


25 N 


P„ 


k{ 0.3 m) / 4 
25 N 


+ (1000 kg/m 3 )(9.81 m/s 2 )(0.25m) 


-(1000 kg/m 3 )(9.81 m/s 2 )(0.25m) 


1 N 


1 kg-m/s‘ 
1 N 


= 2806 N/m 2 = 2.81 kPa 


= -2099 N/m 2 =-2.10 kPa 


B . gage n(Q3 m y. /4 y— ■-»- kg-m/s 2 

Discussion Note that there is a vacuum of about 2 kPa in tank B which pulís the water up. 
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Chapter 3 Pressure and Fluid Statics 


3-48 

Solution A double-fluid manometer attached to an air pipe is considered. The specific gravity of one fluid is known, 
and the specific gravity of the other fluid is to be determined. 

Assumptions 1 Densities of liquids are constant. 2 The air pressure in the tank is uniform (i.e., its variation with elevation 
is negligible due to its low density), and thus the pressure at the air-water interface is the same as the indicated gage 
pressure. 

Properties The specific gravity of one fluid is given to be 13.55. We take the standard density of water to be 1000 
kg/m 3 . 

Analysis Starting with the pressure of air in the tank, and moving along the tube by adding (as we go down) or 
subtracting (as we go up) the pgh terms until we reach the free surface where the oil tube is exposed to the atmosphere, 
and setting the result equal to P. dtm give 

^air + PlSK - PlSh = ^atm “> ^air “ ^atm = SG 2 p w gh 2 - SG ,p w gh x 
Rearranging and solving for SG 2 , 


h P - P 

SG, = SG[ —+ —-S2- 

K P V g h 2 


,,0.22 m 

13.55-+ 

0.40 m 


' (76-100) kPa " 

^1000 kg-m/s 2 3 

[(1000 kg/m 3 )(9.81 m/s 2 )(0.40 m) J 

v 1 kPa• m 2 y 


1.34 



Fluid 2 

SG 2 


Discussion Note that the right fluid column is higher than the left, and this would imply above atmospheric pressure in 
the pipe for a single-fluid manometer. 
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Chapter 3 Pressure and Fluid Statics 


3-49 

Solution The pressure difference between two pipes is measured by a double-fluid manometer. For given fluid 
heights and specific gravities, the pressure difference between the pipes is to be calculated. 

Assuntptions All the liquids are incompressible. 

Properties The specific gravities are given to be 13.5 for mercury, 1.26 for glycerin, and 0.88 for oil. We take the 
standard density of water to be p w =\ 000 kg/m 3 . 

Analysis Starting with the pressure in the water pipe (point A) and moving along the tube by adding (as we go down) 
or subtracting (as we go up) the pgh terms until we reach the oil pipe (point B), and setting the result equal to P B give 

P A+ P V gK+ Pn g 8 h Hg -Pglyg /? gly + P V i\g h B i\ = P B 
Rearranging and using the definition of specific gravity, 

P B P A ~ SG g/z„, +SG H s Pu S h H g ~ SGglyPxg^y + SG o U P W g h o,l 

= gPu- ( SG A + SG Hg h Hg - SG gly h gíy + SG 0¡l h 0Ü ) 

Substituting, 


f 

P B -P A = (9.81 m/s 2 )(1000 kg/m 3 )[1(0.6 m) + 13.5(0.2 m) -1.26(0.45 m) + 0.88(0.1 m)] 

V 


lkN 

1000 kg-m/s 2 


V 

y 


= 27.7 kN/m 2 =27.7kPa 


Therefore, the pressure in the oil pipe is 27.7 kPa higher than the pressure in the water pipe. 



Discussion Using a manometer between two pipes is not recommended unless the pressures in the two pipes are 
relatively constant. Otherwise, an over-rise of pressure in one pipe can push the manometer fluid into the other pipe, 
creating a short circuit. 
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Chapter 3 Pressure and Fluid Statics 


3-50 

Solution The fluid levels in a multi-fluid U-tube manometer change as a result of a pressure drop in the trapped air 
space. For a given pressure drop and brine level change, the area ratio is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 Pressure in the brine pipe remains constant. 3 The variation of 
pressure in the trapped air space is negligible. 

Properti.es The specific gravities are given to be 13.56 for mercury and 1.1 for brine. We take the standard density of 
water to be /y t =l 000 kg/m 3 . 

Analysis It is clear from the problem statement and the figure that the brine pressure is much higher than the air 

pressure, and when the air pressure drops by 0.7 kPa, the pressure difference between the brine and the air space also 
increases by the same amount. Starting with the air pressure (point A) and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the brine pipe (point B), and setting the result equal to P¡¡ 
before and after the pressure change of air give 

Befare-, P AX + p w gh w + p Hg gh HgA - p hr gh br l = P B 


After. P A 2 + p w gh w + p Hg g /? H g ,2 - PbvgKg = p b 


Subtracting, 

P A2 - P A\ + P H gír A/ í Hg - PbrS Ah br = 0 = SG Hg M Hg - SO^AA* = 0 (1) 

Pwg 

where A h Hg and A h bt are the changes in the differential mercury and brine column heights, respectively, due to the drop 

in air pressure. Both of these are positive quantities since as the mercury-brine interface drops, the differential fluid heights 
for both mercury and brine increase. Noting also that the volume of mercury is constant, we have A¡ Ah Hg leñ = A 2 Ah Hg rigbt 

and 

P A 2 - P Al = -0.7 kPa = -700 N/m 2 = -700 kg/m • s 2 
A/? br = 0.005 m 

A/7 Hg = A/7 Hg right + A/7 H&left = A/? br + Ah br A 2 /A x = Ah br (1 + A 2 / A¡) 


Substituting, 

700 kg/m-s 2 

(1000 kg/m 3 )(9.81 m/s 2 ) 


[13.56x 0.005(1 + A 2 /A x )-. 1.1x0.005] m 


It gives 

A 2 !A\ = 0.134 



Discussion 


In addition to the equations of hydrostatics, we also utilize conservation of mass in this problem. 
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Chapter 3 Pressure and Fluid Statics 


3-51 

Solution Two water tanks are connected to each other through a mercury manometer with inclined tubes. For a given 
pressure difference between the two tanks, the parameters a and 0 are to be determined. 

Assumptions Both water and mercury are incompressible liquids. 

Properti.es The specific gravity of mercury is given to be 13.6. We take the standard density of water to be p w = 1000 
kg/nr’. 

Analysis Starting with the pressure in the tank A and moving along the tube by adding (as we go down) or 
subtracting (as we go up) the pgh terms until we reach tank B, and setting the result equal to P B give 


p a +P v ,g a + Pngg 2 a-p v ,ga = P B -> 2 p Hg ga=P B -P A 

Rearranging and substituting the known valúes, 


_ P B -P A _ _ 20kN/m 2 _í 1000kg-m/s 2 " 

2 p Hg g 2(13.6)(1000kg/m 3 )(9.81m/s 2 )[ lkN 

From geometric considerations, 

26.8 sin 9 = 2a (cm) 


= 0.0750 m = 7.50 cm 


Therefore, 


sin# = 


2 a 
2A8 


2x7.50 

26.8 


0.560 


-» #=34.0° 



Discussion Note that vertical distances are used in manometer analysis. Florizontal distances are of no consequence. 
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Chapter 3 Pressure and Fluid Statics 


3-52 

Solution A multi-fluid container is connected to a U-tube. For the given specific gravities and fluid column heights, 
the gage pressure at A and the height of a mercury column that would create the same pressure at A are to be determined. 


Assumptions 1 All the liquids are incompressible. 2 The multi-fluid container is open to the atmosphere. 


Properties The specific gravities are given to be 1.26 for glycerin and 0.90 for oil. We take the standard density of 
water to be f\=\ 000 kg/nT, and the specific gravity of mercury to be 13.6. 


Analysis Starting with the atmospheric pressure on the top surface 
of the container and moving along the tube by adding (as we go down) or 
subtracting (as we go up) the pgh terms until we reach point A, and 
setting the result equal to P A give 


70 cm 


/ Oil 
( SG=0.90 



P atm P o\\ <§^oil P w vv PglyS^gly P A 

Rearranging and using the definition of specific gravity, 

P A - p a,m = SG 0 iiP«,gKii+SG u ,p u¡ gh w -SG gly p w gh gly 

or 

P A,gage = SP„ (SG oa h oa + SGA - SG glAl y ) 

Substituting, 


30 cm 


20 cm 


Water 


Glycerin 

SG=1.26 



90 cm 


15 cm 


P A , gag e = (9.81 m/s 2 )(1000 kg/m 3 )[0.90(0.70 m) +1(0.3 m) -1.26(0.70 m)] 


= 0.471 kN/m 2 = 0.471 kPa 


lkN 


1000 kg-m/s" 


The equivalent mercury column height is 


h Hg - 


p a, gage _ 0.471 kN/m _ 

p Hg g (13.6)(1000 kg/m 3 )(9.81 m/s 2 ) 


^1000kg-m/s 2 ^ 
lkN 


= 0.00353 m = 0.353 cm 


Discussion Note that the high density of mercury makes it a very suitable fluid for measuring high pressures in 
manometers. 
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Chapter 3 Pressure and Fluid Statics 


Fluid Statics: Hydrostatic Forces on Plañe and Curved Surfaces 


3-53C 

Solution We are to define resultant forcé and center of pressure. 

Analysis The resultant hydrostatic forcé acting on a submerged surface is the resultant of the pressure forces 

acting on the surface. The point of application of this resultant forcé is called the center of pressure. 

Discussion The center of pressure is generally not at the center of the body, due to hydrostatic pressure variation. 


3-54C 

Solution We are to examine a claim about hydrostatic forcé. 

Analysis Yes, because the magnitude of the resultant forcé acting on a plañe surface of a completely submerged 
body in a homogeneous fluid is equal to the product of the pressure Pe at the centroid of the surface and the area A of the 
surface. The pressure at the centroid of the surface is P c = P 0 + pgh c where h c is the vertical distance of the centroid 
from the free surface of the liquid. 

Discussion We have assumed that we also know the pressure at the liquid surface. 


3-55C 

Solution We are to consider the effect of píate rotation on the hydrostatic forcé on the píate surface. 

Analysis There will be no change on the hydrostatic forcé acting on the top surface of this submerged horizontal fíat 

píate as a result of this rotation since the magnitude of the resultant forcé acting on a plañe surface of a completely 
submerged body in a homogeneous fluid is equal to the product of the pressure P c at the centroid of the surface and the 
area A of the surface. 

Discussion If the rotation were not around the centroid, there would be a change in the forcé. 


3-56C 

Solution We are to explain why dams are bigger at the bottom than at the top. 

Analysis Dams are built much thicker at the bottom because the pressure forcé increases with depth, and the 

bottom part of dams are subjected to largest forces. 

Discussion Dam construction requires an enormous amount of concrete, so tapering the dam in this way saves a lot of 
concrete, and therefore a lot of money. 


3-57C 

Solution We are to explain how to determine the horizontal component of hydrostatic forcé on a curved surface. 

Analysis The horizontal component of the hydrostatic forcé acting on a curved surface is equal (in both magnitude 

and the line of action) to the hydrostatic forcé acting on the vertical projection of the curved surface. 

Discussion We could also intégrate pressure along the surface, but the method discussed here is much simpler and 
yields the same answer. 
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Chapter 3 Pressure and Fluid Statics 

3-58C 

Solution We are to explain how to determine the vertical component of hydrostatic forcé on a curved surface. 

Analysis The vertical component of the hydrostatic forcé acting on a curved surface is equal to the hydrostatic 

forcé acting on the horizontal projection of the curved surface, plus (minus, if acting in the opposite direction) the 
weight of the fluid biock. 

Discussion We could also intégrate pressure along the surface, but the method discussed here is much simpler and 
yields the same answer. 


3-59C 

Solution We are to explain how to determine the line of action on a circular surface. 


Analysis The resultant hydrostatic forcé acting on a circular surface always passes through the center of the circle 
since the pressure forces are normal to the surface, and all lines normal to the surface of a circle pass through the center of 
the circle. Thus the pressure forces form a concurrent forcé system at the center, which can be reduced to a single 
equivalent forcé at that point. If the magnitudes of the horizontal and vertical components of t he resultant hydro static forcé 
are known, the tangent of the angle the resultant hydrostatic forcé makes with the horizontal is 


tan a = F v / F h 


Discussion This fact makes analysis of circular-shaped surfaces simple. There is no corresponding simplification for 
shapes other than circular, unfortunately. 


3-60 

Solution A car is submerged in water. The hydrostatic forcé on the door and its line of action are to be determined 
for the cases of the car containing atmospheric air and the car is filled with water. 

Assumptions 1 The bottom surface of the lake is horizontal. 2 The door can be approximated as a vertical rectangular 
píate. 3 The pressure in the car remains at atmospheric valué since there is no water leaking in, and thus no compression of 
the air inside. Therefore, we can ignore the atmospheric pressure in calculations since it acts on both sides of the door. 

Properties We take the density of lake water to be 1000 kg/m 3 throughout. 

Analysis (a) When the car is well-sealed and thus the pressure inside the car is the atmospheric pressure, the average 

pressure on the outer surface of the door is the pressure at the centroid (midpoint) of the surface, and is determined to be 


^av g = P c = PgK = pg(s + b/2) 

= (1000 kg/m 3 )(9.81 m/s 2 )(8 + l.l/2 m) 


1 kN 


1000 kg ■ m/s 


= 83.88 kN/m 2 


Then the resultant hydrostatic forcé on the door becomes 

Fr =P ave A = (83.88kN/m 2 )(0.9 mxl.lm) = 83.0 kN 

The pressure center is directly under the midpoint of the píate, and its distance 
from the surface of the lake is determined to be 


b b ¿ 

y P = s + — +- 

2 \2{s + b!2) 


v U , 1.1 

— 8 H-1- 

2 12(8 + 1 . 1 / 2 ) 


= 8.56 m 


s=8m 



Door, 1.1 m x 0.9 m 


(b) When the car is filled with water, the net forcé normal to the surface of the door is zero since the pressure on both sides 
of the door will be the same. 


Discussion Note that it is impossible for a person to open the door of the car when it is filled with atmospheric air. But 
it takes little effort to open the door when car is filled with water, because then the pressure on each side of the door is the 
same. 
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Chapter 3 Pressure and Fluid Statics 


3-61E 

Solution The height of a water reservoir is controlled by a cylindrical gate hinged to the reservoir. The hydrostatic 
forcé on the cylinder and the weight of the cylinder per ft length are to be determined. 

Assuinptions 1 The hinge is frictionless. 2 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored 
in calculations for convenience. 

Properties We take the density of water to be 62.4 lbm/ft 3 throughout. 

Analysis (a) We consider the free body diagram of the liquid block enclosed by the circular surface of the cylinder 

and its vertical and horizontal projections. The hydrostatic forces acting on the vertical and horizontal plañe surfaces as 
well as the weight of the liquid block per ft length of the cylinder are: 

Horizontal forcé on vertical surface: 


f h = F x = P ave A = y 0gh c A = pg(s + R / 2)A 

= (62.4 lbm/ft 3 )(32.2 ft/s 2 )(13 + 2/2 ft)(2 ft x 1 ft) 


1 lbf 


32.2 lbm- ft/s" 



= (62.4 lbm/ft 3 )(32.2 ft/s 2 )(2 ft) 2 (1 - zz/4)( 1 ft)| 
= 54 lbf 

Therefore, the net upward vertical forcé is 

F v =F V -W = 1872 -54 = 1818 lbf 


1 lbf 


v 32.2 lbm • ft/s 2 


Then the magnitude and direction of the hydrostatic forcé acting on the cylindrical surface become 
F r =^Jf¿ +Fy = V1747 2 +1818 2 = 2521 lbf = 2520 lbf 


^ F v 1818 lbf 

tan 9 =-=- 

F h 1747 lbf 


1.041 -+ 9= 46.1° 


Therefore, the magnitude of the hydrostatic forcé acting on the cylinder is 2521 lbf per ft length of the cylinder, and its line 
of action passes through the center of the cylinder making an angle 46.1° upwards from the horizontal. 


( b ) When the water level is 15-ft high, the gate opens and the reaction forcé at the bottom of the cylinder becomes zero. 
Then the forces other than those at the hinge acting on the cylinder are its weight, acting through the center, and the 
hydrostatic forcé exerted by water. Taking a moment about the point A where the hinge is and equating it to zero gives 

F r Rúy\ 9-W n ,,R = 0 -+ W cy¡ = F R sin9 = (2521 lbf)sin46.1° = 1817 lbf = 1820 lbf (per ft) 

Discussion The weight of the cylinder per ft length is determined to be 1820 lbf, which corresponds to a mass of 1820 
lbm, and to a density of 145 lbm/ft 3 for the material of the cylinder. 
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Chapter 3 Pressure and Fluid Statics 


3-62 

Solution An above the ground swimming pool is fílled with water. The hydrostatic forcé on each wall and the 
distance of the line of action from the ground are to be determined, and the effect of doubling the wall height on the 
hydrostatic forcé is to be assessed. 

Assumptions Atmospheric pressure acts on both sides of the wall of the pool, and thus it can be ignored in calculations 
for convenience. 


Properties We take the density of water to be 1000 kg/nT throughout. 


Analysis The average pressure on a surface is the pressure at the centroid 
(midpoint) of the surface, and is determined to be 


P av g = F c = PS h c =pg(h/2) 

= (lOOO kg/m 3 )(9.81 m/s 2 )(l.5/2 m) 


f 1N ' 


1 kg • m/s" 


= 7357.5 N/m 2 

Then the resultant hydrostatic forcé on each wall becomes 



F r =¿V = (7357.5 N/m 2 )(4 mxl.5 m) = 44,145 N = 44.1 kN 


The line of action of the forcé passes through the pressure center, which is 2/7/3 from the free surface and h/3 from the 
bottom of the pool. Therefore, the distance of the line of action from the ground is 

h 1.5 

yp= — = ^- = 0.50 m (from the bottom) 


If the height of the walls of the pool is doubled, the hydrostatic forcé quadruples since 
Fr = Pgh c A = pg(h / 2 )(h x vv) = pgwh 2 / 2 
and thus the hydrostatic forcé is proportional to the square of the wall height, h 1 . 


Discussion This is one reason why above-ground swimming pools are not very deep, whereas in-ground swimming 
pools can be quite deep. 
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Chapter 3 Pressure and Fluid Statics 


3-63E 

Solution A dam is filled to capacity. The total hydrostatic forcé on the dam, and the pressures at the top and the 
bottom are to be determined. 

Assumptions Atmospheric pressure acts on both sides of the dam, and thus it can be ignored in calculations for 
convenience. 

Properties We take the density of water to be 62.4 lbm/ft 3 throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 

(midpoint) of the surface, and is determined to be 

4 g = pgh c = Pg{h/2) 

= f62.4 lbm/ft 3 )Í32.2 ft/s 2 )(200/2 ft)í-—--| 

V A 3 y 32.2 lbm-ft/s 2 ) 

= 6240 lbf/ft 2 

Then the resultant hydrostatic forcé acting on the dam becomes 

F R = = (6240 lbf/ft 2 )(200 ftxl200 ft) = 1.50x10® Ibf 

Resultant forcé per unit area is pressure, and its valué at the top and the bottom of the dam becomes 

% = Pgh to p = 0 lbf/ft 2 

■/bottom =Pgfhou om =(62.4 lbm/ft 3 )(32.2 ft/s 2 )(200 = 12,480 lbf/ft 2 = 12,500 lbf/ft 2 

Discussion The valúes above are gave pressures, of course. The gage pressure at the bottom of the dam is about 86.6 
psig, or 101.4 psia, which is almost seven times greater than standard atmospheric pressure. 



3-64 

Solution A room in the lower level of a cruise ship is considered. The hydrostatic forcé acting on the window and 
the pressure center are to be determined. 

Assumptions Atmospheric pressure acts on both sides of the window, and thus it can be ignored in calculations for 
convenience. 


Properties The specific gravity of sea water is given to be 1.025, and thus its density is 1025 kg/m 3 . 


Analysis The average pressure on a surface is the pressure at the centroid 
(midpoint) of the surface, and is determined to be 


P avg = 4 - Pgh c = (l025 kg/m 3 )(9.81 m/s 2 )(5 m) 


1 N 


1 kg-m/s" 


= 50,276 N/m 2 


Then the resultant hydrostatic forcé on each wall becomes 

F r = P avg A = P mg [xD 2 / 4] = (50,276 N/m 2 )[7r(0.3 m) 2 / 4\ = 3554 N = 3550 N 


The line of action of the forcé passes through the pressure center, whose vertical 
distance from the free surface is determined from 


4c xR /4 R . (0.15 m/ . 

y P = yc + — = yc + —^t = t c +— = 5 +—— —- = 5.0011 ms 5.00 m 

y c A y c nR 4y c 4(5 m ) 



Discussion For small surfaces deep in a liquid, the pressure center nearly coincides with the centroid of the surface. 
Here, in fact, to three significant digits in the final answer, the center of pressure and centroid are coincident. 
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Chapter 3 Pressure and Fluid Statics 


3-65 

Solution The cross-section of a dam is a quarter-circle. The hydrostatic forcé on the dam and its line of action are to 
be determined. 

Assumptions Atmospheric pressure acts on both sides of the dam, and thus it can be ignored in calculations for 
convenience. 

Properties We take the density of water to be 1000 kg/m 3 throughout. 

Analysis We consider the free body diagram of the liquid block enclosed by the circular surface of the dam and its 
vertical and horizontal projections. The hydrostatic forces acting on the vertical and horizontal plañe surfaces as well as the 
weight of the liquid block are: 


Horizontal forcé on vertical surface: 

Fh = F x = P avg A = pgh c A = pg(R / 2)A 

= (lOOO kg/m 3 )(9.81 m/s 2 )(10/2 m)(l0 m x 100 m) 

= 4.905xl0 7 N 


1 N 


1 kg-m/s" 


Vertical forcé on horizontal surface is zero since it coincides with the free 
surface of water. The weight of fluid block per m length is 


F v =W = pgV = pg[wy. 7¡R 2 1 4] 

= (1000 kg/m 3 )(9.81 m/s 2 )[(100 m)7r(10 m) 2 /4] 


1N 


lkg-m/s~ 


= 7.705xl0 7 N 

Then the magnitude and direction of the hydrostatic forcé acting on the surface of the dam become 
F r =y¡F 2 +Fy =J( 4.905x10 7 n) 2 +(7.705x10 7 n) 2 =9.134x10 7 Ns9.13x10 7 N 


tan& = —— = 


7.705x10' N 


F„ 4.905x10'N 


= 1.571 -> 0=57.5° 



Therefore, the line of action of the hydrostatic forcé passes through the center of the curvature of the dam, making 57.5° 
downwards from the horizontal. 

Discussion If the shape were not circular, it would be more difficult to determine the line of action. 
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Chapter 3 Pressure and Fluid Statics 


3-66 

Solution A rectangular píate hinged about a horizontal axis along its upper edge blocks a fresh water channel. The 
píate is restrained from opening by a fixed ridge at a point B. The forcé exerted to the píate by the ridge is to be determined. 

Assumptions Atmospheric pressure acts on both sides of the píate, and thus it can be ignored in calculations for 
convenience. 

Properties We take the density of water to be 1000 kg/m 3 throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 
(midpoint) of the surface, and is determined to be 


p .L = P c = pg h c = Pg( h / V 


= (1000 kg/m 3 )(9.81 m/s 2 )(4/2 m) 


1 kN 


1000 kg • m/s 


= 19.62 kN/m 2 


Then the resultant hydrostatic forcé on each wall becomes 

f R = P avg A = (19.62 kN/m 2 )(4 mx5 m) = 392 kN 

The line of action of the forcé passes through the pressure center, which is 2h/3 
from the free surface, 

2/7 2x(4 m) 

y P = — =-= 2.667 m 

3 3 



Taking the moment about point A and setting it equal to zero gives 
Yj M a= 0 F 1 R (s + y P ) = F Iiige AB 

Solving for F úí¡gí . and substituting, the reaction forcé is determined to be 

F nige = S -^F r = (1 + 2 , 667)m (39 2 kN) = 288 kN 
AB 5 m 

Discussion The difference between F R and F uAg¡ , is the forcé acting on the hinge at point A. 
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Chapter 3 Pressure and Fluid Statics 


3-67 

Solution The previous problem is reconsidered. The effect of water depth on the forcé exerted on the píate by the 
ridge as the water depth varies from 0 to 5 m in increments of 0.5 m is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 "m/s2" 
rho=1000 "kg/m3" 
s=1"m" 

w=5 "m" 

A=w*h 

P_ave=rho*g*h/2000 "kPa" 

F_R=P_ave*A "kN" 
y_p=2*h/3 

F_ridge=(s+y_p)*F_R/(s+h) 


Dept 
h, m 

p 

‘ ave) 

kPa 

Fr 

kN 

y P 

m 

F ridge 

kN 

0.0 

0 

0.0 

0.00 

0 

0.5 

2.453 

6.1 

0.33 

5 

1.0 

4.905 

24.5 

0.67 

20 

1.5 

7.358 

55.2 

1.00 

44 

2.0 

9.81 

98.1 

1.33 

76 

2.5 

12.26 

153.3 

1.67 

117 

3.0 

14.72 

220.7 

2.00 

166 

3.5 

17.17 

300.4 

2.33 

223 

4.0 

19.62 

392.4 

2.67 

288 

4.5 

22.07 

496.6 

3.00 

361 

5.0 

24.53 

613.1 

3.33 

443 




0 1 2 3 4 5 

h, m 

Discussion The forcé on the ridge does not increase linearly, as we may have suspected. 
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Chapter 3 Pressure and Fluid Statics 


3-68E 

Solution The flow of water from a reservoir is controlled by an L-shaped gate hinged at a point A. The required 
weight W for the gate to open at a specified water height is to be determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 2 The weight of the gate is negligible. 


Properties We take the density of water to be 62.4 lbm/ft 3 throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 

(midpoint) of the surface, and is determined to be 

p av g = Pgh c = Pg{ h/2 ) 

= (62.4 lbm/ft 3 )Í32.2 ft/s 2 )(12/2 ft)í-—--| 

V A A '1,32.2 lbm-ft/s 2 J 

= 374.4 lbf/ft 2 

Then the resultant hydrostatic forcé acting on the dam becomes 
F r = P avg A = (374.4 lbf/ft 2 )(12 ftx5 ft) = 22,464 lbf 



The line of action of the forcé passes through the pressure center, which is 2/?/3 
from the free surface, 



^m = 8ft 

3 


Taking the moment about point A and setting it equal to zero gives 
Y j M a =Q -> F R (s + y P ) = W~AB 

Solving for IV and substituting, the required weight is determined to be 

W = J — p F R = (3 + 8)ft (22,464 lbf) = 30,900 lbf 
AB 8 ft 

Discussion Note that the required weight is inversely proportional to the distance of the weight from the hinge. 
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Chapter 3 Pressure and Fluid Statics 


3-69E 

Solution The flow of water from a reservoir is controlled by an L-shaped gate hinged at a point A. The required 
weight W for the gate to open at a specified water height is to be determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 2 The weight of the gate is negligible. 


Properties We take the density of water to be 62.4 lbm/ft 3 throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 

(midpoint) of the surface, and is determined to be 

p av g = P8 h c =Pg{h/2) 

= (62.4 lbm/ft 3 )Í32.2 ñ/s 2 )(8/2 ft)f-—--1 

V A 3 y 32.2 lbm-ft/s 2 J 

= 249.6 lbf/ft 2 

Then the resultant hydrostatic forcé acting on the dam becomes 
F r = P avg A = (249.6 lbf/ft 2 )(8 ft x5 ñ) = 9984 lbf 



The line of action of the forcé passes through the pressure center, which is 2A/3 
from the free surface, 



2x(8ft) 

3 


= 5.333 ft 


Taking the moment about point A and setting it equal to zero gives 

Yj M A = 0 ^ F R (s + y P ) = W~AB 

Solving for IV and substituting, the required weight is determined to be 

w = l±y^ F = (7 + 5.333) ft / 9984 lbf \ = 15 390 lbf s 15 40 0 lbf 
AB * 8 ft y ’ 


Discussion Note that the required weight is inversely proportional to the distance of the weight from the hinge. 
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Chapter 3 Pressure and Fluid Statics 


3-70 

Solution Two parts of a water trough of semi-circular cross-section are held together by cables placed along the 
length of the trough. The tensión T in each cable when the trough is full is to be determined. 

Assuinptions 1 Atmospheric pressure acts on both sides of the trough wall, and thus it can be ignored in calculations for 
convenience. 2 The weight of the trough is negligible. 

Properties We take the density of water to be 1000 kg/nr’ throughout. 

Aitalysis To expose the cable tensión, we consider half of the trough whose cross-section is quarter-circle. The 
hydrostatic forces acting on the vertical and horizontal plañe surfaces as well as the weight of the liquid block are: 

Horizontal forcé on vertical surface: 

F„ =F= = pgh c A = pg( R / 2 )A 

= (1000 kg/m 3 ) (9.81 m/s 2 )(0.5/2 m)(0.5 m 

= 3679 N 

The vertical forcé on the horizontal surface is zero, since it 
ffee surface of water. The weight of fluid block per 3-m 1er 


F v =W = pgV = pg[wx/rR 2 / 4] 

= (1000 kg/m 3 )(9.81 m/s 2 )[(3 m);r(0.5 m) 2 /4] 

V-—o — - y 

= 5779 N 

Then the magnitude and direction of the hydrostatic forcé acting on the surface of the 3-m long section of the trough 
become 



Fr = 


tan 9 = - 


= ^F¿+F¿ = -\/(3679 N) 2 


5779 N 
3679 N 


= 1.571 


+ (5779N) 2 = 6851N 
9 = 57.5° 


Therefore, the line of action passes through the center of the curvature of the trough, making 57.5° downwards from the 
horizontal. Taking the moment about point A where the two parts are hinged and setting it equal to zero gives 

Yj M a = 0 F /f /ísin(90 - 57.5 j° = TR 

Solving for T and substituting, the tensión in the cable is determined to be 

T = F J¡ sin(90-57.5)° = (6851 N)sin(90-57.5)° = 3681 N = 3680 N 

Discussion This problem can also be solved without finding F R by finding the lines of action of the horizontal 
hydrostatic forcé and the weight. 
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Chapter 3 Pressure and Fluid Statics 


3-71 

Solution Two parts of a water trough of triangular cross-section are held together by cables placed along the length 
of the trough. The tensión T in each cable when the trough is filled to the rim is to be determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the trough wall, and thus it can be ignored in calculations for 
convenience. 2 The weight of the trough is negligible. 

Properties We take the density of water to be 1000 kg/nr’ throughout. 


Analysis To expose the cable tensión, we consider half of the trough whose cross-section is triangular. The water 
height h at the midsection of the trough and width of the free surface are 


h = L sin 0 = (0.75 m)sin45° = 0.530 m 
b- L eos 0 = (0.75 m)cos45° = 0.530 m 

The hydrostatic forces acting on the vertical and horizontal plañe surfaces as 
well as the weight of the liquid block are determined as follows: 

Horizontal forcé on vertical surface: 

F h= F x= F avg A = PS h c A = pg{h/2)A 



f 

= (l000 kg/m 3 )(9.81 m/s 2 )(0.530/2 m)(0.530 m x 6 m) 

V 


1 N 

1 kg-m/s 2 




y 


=8267 N 


The vertical forcé on the horizontal surface is zero since it coincides with the free surface 
of water. The weight of fluid block per 6-m length is 


F v =W = pgV = pg[wxbh / 2] 

= (1000 kg/m 3 )(9.81 m/s 2 )[(6 m)(0.530 m)(0.530 m)/2] 
= 8267 N 


IN 


1 kg-m/s 2 


The distance of the centroid of a triangle from a side is 1/3 of the height of the triangle for that side. Taking the moment 
about point A where the two parts are hinged and setting it equal to zero gives 

2X=° -* W^ + F H ^ = Th 

Solving for T and substituting, and noting that h = b, the tensión in the cable is determined to be 

F„ + W (8267 + 8267) N 

J = ^ = i- ¿ — = 5511N = 5510 N 

3 3 

Discussioit The analysis is simplified because of the symmetry of the trough. 
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Chapter 3 Pressure and Fluid Statics 


3-72 

Solution Two parts of a water trough of triangular cross-section are held together by cables placed along the length 
of the trough. The tensión T in each cable when the trough is filled to the rim is to be determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the trough wall, and thus it can be ignored in calculations for 
convenience. 2 The weight of the trough is negligible. 

Properties We take the density of water to be 1000 kg/nr’ throughout. 


Analysis To expose the cable tensión, we consider half of the trough whose cross-section is triangular. The water 
height is given to be h = 0.4 m at the midsection of the trough, which is equivalent to the width of the free surface b since 
tan 45° = b/h = 1. The hydrostatic forces acting on the vertical and horizontal plañe surfaces as well as the weight of the 
liquid block are determined as follows: 

Horizontal forcé on vertical surface: 

Fh = F x = P^A = pgh c A = pg (h /2) A 

= (l000 kg/m 3 )(9.81m/s 2 )(0.4/2m)(0.4m x 3 m) 

=2354 N 


1 N 


1 kg-m/s j 



The vertical forcé on the horizontal surface is zero since it coincides with the free surface 
of water. The weight of fluid block per 3-m length is 


Fy — W — pgV = pg[wxbh/2] 


= (1000 kg/m 3 )(9.81 m/s 2 )[(3 m)(0.4 m)(0.4 m)/2] 


= 2354 N 


IN 


1 kg-m/s" 


The distance of the centroid of a triangle from a side is 1/3 of the height of the triangle for that side. Taking the moment 
about point A where the two parts are hinged and setting it equal to zero gives 


I>,= o 


W — + F H —=Th 
3 3 


Solving for T and substituting, and noting that h= b, the tensión in the cable is determined to be 


r = 


_F„ +W _ (2354 + 2354) N _ 


= 1569 N = 1570 N 


Discussion The tensión forcé here is a factor of about 3.5 smaller than that of the previous problem, even though the 
trough is more than half full. 
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Chapter 3 Pressure and Fluid Statics 


3-73 

Solution A retaining wall against mud slide is to be constructed by rectangular concrete blocks. The mud height at 
which the blocks will start sliding, and the blocks will tip over are to be determined. 

Assumptions Atmospheric pressure acts on both sides of the wall, and thus it can be ignored in calculations for 
convenience. 

Properties The density is given to be 1800 kg/m' for the mud, and 2700 kg/m 3 for concrete blocks. 

Analysis (a) The weight of the concrete wall per unit length (I = 1 m) and the friction forcé between the wall and the 
ground are 


f 

W block = pgV =(2700kg/m 3 )(9.81m/s 2 )[0.2x0.8xlm 3 ) ■ 

V 


1N 

lkg-m/s 




2 

y 


= 4238 N 


^friction = A^biock = 0.3(4238 N) = 1271N 
The hydrostatic forcé exerted by the mud to the wall is 
F u = F = P^A = pgh c A = pg [h / 2) A 
= (1800 kg/m 3 )(9.81 m/s 2 )(/*/2)(lx h 
= 8829 h 2 N 

Setting the hydrostatic and friction forces equal to each other gives 
F H =F ñiction -> 8829 h 2 =1271 h = 0.38 m 


1 N 


1 kg-m/s" 


t =0.2 m 



(b) The line of action of the hydrostatic forcé passes through the pressure center, which is 2/7/3 from the free surface. The 
line of action of the weight of the wall passes through the midplane of the wall. Taking the moment about point A and 
setting it equal to zero gives 

]Tm^=0 -> W block (t/2) = F H (h/3) W block (t / 2) = 8829/? 3 / 3 


Solving for h and substituting, the mud height for tip over is determined to be 


(3WW] 1/3 ( 3x4238x0.2 

^2x8829 J l 2x8829 


1/3 

= 0.52 m 


Discussion The concrete wall will slide before tipping. Therefore, sliding is more critical than tipping in this case. 
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Chapter 3 Pressure and Fluid Statics 


3-74 

Solution A retaining wall against mud slide is to be constructed by rectangular concrete blocks. The mud height at 
which the blocks will start sliding, and the blocks will tip over are to be determined. 

Assumptions Atmospheric pressure acts on both sides of the wall, and thus it can be ignored in calculations for 
convenience. 

Properties The density is given to be 1800 kg/m' for the mud, and 2700 kg/m 3 for concrete blocks. 

Analysis (a) The weight of the concrete wall per unit length (I = 1 m) and the friction forcé between the wall and the 
ground are 


W hlock = PgV = ( 2 700 kg/m 3 )(9.8 1 m/s 2 )[0.4 x 0.8 x 1 m 3 ) 
^friction = pW block = 0.3(8476 N) = 2543 N 


IN 


lkg-m/s 2 


The hydrostatic forcé exerted by the mud to the wall is 
F« = F= P^A = pgh c A = pg [h / 2) A 
= (1800 kg/m 3 ) (9.81 m/s 2 )(/í/2)(lx h 
= 8829 h 2 N 

Setting the hydrostatic and friction forces equal to each other gives 


1 N 


1 kg-m/s" 


= 8476 N 


t =0.4 m 



F h =F .friction -> 8829 h 2 =2543 -> h = 0.54 m 


( b ) The line of action of the hydrostatic forcé passes through the pressure center, which is 2/7/3 from the free surface. The 
line of action of the weight of the wall passes through the midplane of the wall. Taking the moment about point A and 
setting it equal to zero gives 

0 -> W bl(Kk (t/2) = F H (h/3) lf block (//2) = 8829/7 3 /3 

Solving for h and substituting, the mud height for tip over is determined to be 

* J3x8476x0. 3 y^ 076m 

y2x8829 J l, 2x8829 ) 

Discussion Note that the concrete wall will slide before tipping. Therefore, sliding is more critical than tipping in this 
case. 
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Chapter 3 Pressure and Fluid Statics 


3-75 |Also solved using EES on enclosed DVD] 

Solution A quarter-circular gate hinged about its upper edge Controls the flow of water over the ledge at B where the 
gate is pressed by a spring. The minimum spring forcé required to keep the gate closed when the water level rises to A at 
the upper edge of the gate is to be determined. 


Assumptions 1 The hinge is frictionless. 2 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored 
in calculations for convenience. 3 The weight of the gate is negligible. 

Properties We take the density of water to be 1000 kg/m 3 throughout. 


Analysis We consider the free body diagram of the liquid block enclosed by the circular surface of the gate and its 
vertical and horizontal projections. The hydrostatic forces acting on the vertical and horizontal plañe surfaces as well as the 
weight of the liquid block are determined as follows: . 


Horizontal forcé on vertical surface : 

F H= F x = P ave A = Pghc A = Pg( F > 2 ) A 

= (1000 kg/m 3 )(9.81m/s 2 )(3/2 m)(4mx 3 m) 
= 176.6 kN 

Vertical forcé on horizontal surface (upward): 

F v = F avg A = Pg h C A = PS h bonom A 


1 kN 


1000 kg • m/s 2 



f 

= (l000 kg/m 3 )(9.81m/s 2 )(3 m)(4 m x 3 m) 

v 


1 kN 

1000 kg-m/s 2 


= 353.2 kN 


The weight offluid block per 4-m length (downwards): 

W = pgV = pg [wx kR 2 / 4] 

= (l000 kg/m 3 )(9.81 m/s 2 )[(4 m);r(3 m) 2 /4] 
Therefore, the net upward vertical forcé is 


1 kN 


1000 kg-m/s j 


= 277.4 kN 


F v =F \,-W = 353.2-277.4 = 75.8kN 


Then the magnitude and direction of the hydrostatic forcé acting on the surface of the 4-m long quarter-circular section of 
the gate become 


F R = 


i 


Fl+Ff = A /(176.6kN) 3 


tan 0 = - 


75.8 kN 


F h 176.6 kN 


= 0.429 


+ (75.8kN) 2 =192.2 kN 
-> 0 = 23.2° 


Therefore, the magnitude of the hydrostatic forcé acting on the gate is 192.2 kN, and its line of action passes through the 
center of the quarter-circular gate making an angle 23.2° upwards from the horizontal. 

The minimum spring forcé needed is determined by taking a moment about the point A where the hinge is, and 
setting it equal to zero, 

X M 4 = 0 F r R sin(90 - 6) - F spting R= 0 

Solving for E, iprlryé and substituting, the spring forcé is determined to be 


^spring = ^>01(90 - 60 = (192.2 kN) sin(90° -23.2°) = 177 kN 
Discussioit Several variations of this design are possible. Can you think of some of them? 
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Chapter 3 Pressure and Fluid Statics 


3-76 

Solution A quarter-circular gate hinged about its upper edge Controls the flow of water over the ledge at B where the 
gate is pressed by a spring. The minimum spring forcé required to keep the gate closed when the water level rises to A at 
the upper edge of the gate is to be determined. 

Assumptions 1 The hinge is frictionless. 2 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored 
in calculations for convenience. 3 The weight of the gate is negligible. 

Properties We take the density of water to be 1000 kg/m 3 throughout. 

Analysis We consider the free body diagram of the liquid block enclosed by the circular surface of the gate and its 
vertical and horizontal projections. The hydrostatic forces acting on the vertical and horizontal plañe surfaces as well as the 
weight of the liquid block are determined as follows: 

Horizontal forcé on vertical surface : 

F H = F x = P ave A = Pg h C A = Pg( R ¡ 2 ) A 

= (1000 kg/m 3 )(9.81 m/s 2 )(4 / 2 m)(4 m x 4 m) 

= 313.9 kN 

Vertical forcé on horizontal surface (upward): 

F y = P ave A = Pg F C A = Pg h botíom A 

= (1000 kg/m 3 )(9.81 m/s 2 )(4 m)(4 m x 4 m) 

v--“o **" - y 

= 627.8 kN 


lkN 


1 000 kcr • in/s^ 





1 kN 


1000 kg - m/s" 


The weight offluid block per 4-m length (downwards): 

W = pgV = pg[wx kR 1 / 4] 

r 

= (1000 kg/m 3 )(9.81 m/s 2 )[(4 m)/r(4m) 2 /4] 

= 493.1 kN 

Therefore, the net upward vertical forcé is 

F v = F y -W = 627.8-493.1 = 134.7 kN 

Then the magnitude and direction of the hydrostatic forcé acting on the surface of the 4-m long quarter-circular section of 
the gate become 

F r =^¡F¿+Fy = -7(313.9kN) 2 +(134.7kN) 2 =341.6 kN 
134.7kN 


tan 9 = — 


313.9kN 


■ = 0.429 9 = 23.2° 


Therefore, the magnitude of the hydrostatic forcé acting on the gate is 341.6 kN, and its line of action passes through the 
center of the quarter-circular gate making an angle 23.2° upwards from the horizontal. 

The minimum spring forcé needed is determined by taking a moment about the point A where the hinge is, and 
setting it equal to zero, 

Y j M a =0 -4 F r R sin(90 -9)- F spríng R = 0 
Solving for /Tprmg and substituting, the spring forcé is determined to be 
Spring =T;sin(90-6') = (341.6kN)sin(90 o -23.2 o ) = 314 kN 


Discussion If the previous problem is solved using a program like EES, it is simple to repeat with different valúes. 
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Chapter 3 Pressure and Fluid Statics 


Buoyancy 


3-77C 

Solution We are to define and discuss the buoyant forcé. 


Analysis The upward forcé a fluid exerts on an immersed body is called the buoyant forcé. The buoyant forcé is 
caused by the ulerease of pressure in a fluid with depth. The magnitude of the buoyant forcé acting on a submerged 
body whose volume is V is expressed as F B = p ¡ gV . The direction of the buoyant forcé is upwards, and its Une of 


action passes through the centroid of the displaced volume. 


Discussion If the buoyant forcé is greater than the body’s weight, it floats. 


3-78C 

Solution We are to compare the buoyant forcé on two spheres. 

Analysis The magnitude of the buoyant forcé acting on a submerged body whose volume is V is expressed as 
F B = p f gV , which is independent of depth. Therefore, the buoyant forces acting on two identical spherical balls 

submerged in water at different depths is the same. 

Discussion Buoyant forcé depends only on the volume of the object, not its density. 


3-79C 

Solution We are to compare the buoyant forcé on two spheres. 

Analysis The magnitude of the buoyant forcé acting on a submerged body whose volume is V is expressed as 
Fg = p fgV , which is independent of the density of the body (p f is the fluid density). Therefore, the buoyant forces 

acting on the 5-cm diameter aluminum and iron balls submerged in water is the same. 

Discussion Buoyant forcé depends only on the volume of the object, not its density. 


3-80C 

Solution We are to compare the buoyant forces on a cube and a sphere. 

Analysis The magnitude of the buoyant forcé acting on a submerged body whose volume is V is expressed as 

Fg = pfgV , which is independent of the shape of the body. Therefore, the buoyant forces acting on the cube and 

sphere made of copper submerged in water are the same since they have the same volume. 

Discussion The two objeets have the same volume because they have the same mass and density. 


3-49 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 















Chapter 3 Pressure and Fluid Statics 

3-81C 

Solution We are to discuss the stability of a submerged and a tloating body. 

Analysis A submerged body whose center of gravity G is above the center of buoyancy B, which is the centroid 
of the displaced volume, is unstable. But a floating body may still be stable when G is above B since the centroid of 
the displaced volume shifts to the side to a point B ’ during a rotational disturbance while the center of gravity G of 
the body remains unchanged. If the point B ’ is sufficiently far, these two forces create a restoring moment, and return the 
body to the original position. 

Discussion Stability analysis like this is critical in the design of ship hulls, so that they are least likely to capsize. 


3-82 

Solution The density of a liquid is to be determined by a hydrometer by establishing división marks in water and in 
the liquid, and measuring the distance between these marks. 

Properties We take the density of puré water to be 1000 kg/m 3 . 

Analysis A hydrometer floating in water is in static equilibrium, and the buoyant forcé F B exerted by the liquid must 

always be equal to the weight W of the hydrometer, F B = W. 

f b = = PShA c 


where h is the height of the submerged portion of the hydrometer and A , is the 
cross-sectional area which is constant. 


In puré water. 
In the liquid : 


w = p w sK A c 

W ~ /^liquidliquid A c 


Setting the relations above equal to each other (since both equal the weight of 
the hydrometer) gives 

PwS^w^c ~ Pliquid liquid 

Solving for the liquid density and substituting, 


/^liquid 


P water 


10 cm 


^ liquid 


(10-0.5) 


cm 


-(1000 kg/m 3 ) = 1053 kg/m 3 ^1050 kg/m 3 



Discussion Note that for a given cylindrical hydrometer, the product of the fluid density and the height of the 
submerged portion of the hydrometer is constant in any fluid. 
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Chapter 3 Pressure and Fluid Statics 


3-83E 

Solution A concrete block is lowered into the sea. The tensión in the rope is to be determined before and after the 
block is immersed in water. 

Assumptions 1 The buoyancy forcé in air is negligible. 2 The weight of the rope is negligible. 

Properties The density of Steel block is given to be 494 lbm/ft 3 . 

Analysis (a) The forces acting on the concrete block in air are its downward weight and the upward pulí action 

(tensión) by the rope. These two forces must balance each other, and thus the tensión in the rope must be equal to the 
weight of the block: 

V = 4xR 3 /3 = 4n (1.5 ft) 3 /3 = 14.137 ft 3 
F r = W = p mK gV 

= (494 lbm/ft 3 )Í32.2 ft/s 2 )(l4.137 ft 3 )f-—-- | = 6984 lbf = 6980 Ibf 

1 A A '\32.2 lbm-ft/s 2 J 

(b) When the block is immersed in water, there is the additional forcé of buoyancy 
acting upwards. The forcé balance in this case gives 

F, = p,gV = f62.4 lbm/ft 3 )Í32.2 ñ/s 2 )íl4.137 ft 3 -—-- ] = 882 lbf 

B J 1 A A 'y 32.2 lbm-ft/s J 

A, waler = W-F b = 6984-882 = 6102 lbf = 6400 lbf 

Discussioit Note that the weight of the concrete block and thus the tensión of the rope 
decreases by (6984 - 6102)/6984 = 12.6% in water. 


J F t 



3-84 

Solution An irregularly shaped body is weighed in air and then in water with a spring scale. The volume and the 
average density of the body are to be determined. 

Properties We take the density of water to be 1000 kg/m 3 . 

Assumptions 1 The buoyancy forcé in air is negligible. 2 The body is completely submerged in water. 

Analysis The mass of the body is 


W ■ 

’ ’ ai 


7200 N 


g 9.81m/s J 


lkg-m/s 

IN 


2 A 


= 733.9 kg 


Water 


The difference between the weights in air and in water is due to the buoyancy 
forcé in water, 

F b = ^ air - W mxel = 7200 - 4790 = 2410 N 
Noting that F B - p wMcr gV , the volume of the body is determined to be 
F„ 2410 N 


W mKr = 4790 N 


V = 


= 0.2457 m 3 =0.246 m 3 


Air 


Mass, 


tfw¡ r =6800 N 


Pwaterg" (l 000 kg/m 3 )(^9.81 m/s 2 ) 

Then the density of the body becomes 

p = — = 733 9 kg , = 2987 kg/m 3 = 2990 kg/m 3 
\/ 0.2457 m 3 

Discussion The volume of the body can also be measured by observing the change in the volume of the container when 
the body is dropped in it (assuming the body is not porous). 
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Chapter 3 Pressure and Fluid Statics 


3-85 

Solution The height of the portion of a cubic ice block that extends above the water surface is measured. The height 
of the ice block below the surface is to be determined. 


Assumptions 1 The buoyancy forcé in air is negligible. 2 The top surface of the ice block is parallel to the surface of the 
sea. 

Properties The specific gravities of ice and seawater are given to be 0.92 and 1.025, respectively, and thus the 
corresponding densities are 920 kg/m 3 and 1025 kg/m 3 . 


Analysis The weight of a body floating in a fluid is equal to the buoyant forcé acting on it (a consequence of vertical 
forcé balance from static equilibrium). Therefore, in this case the average density of the body must be equal to the density 
of the fluid since 

W*~Fb ^ Pboáy & ^total — /Afluid ál ^submerged 


V' 


submerged P body 


The cross-sectional of a cube is constant, and thus the “volume ratio” can be 
replaced by “height ratio”. Then, 




h 


P ¡« 


h 




0.92 


¿submerged Pbo&y 

¿total Afluid ^+ 0.10 /> water A+ 0.10 1.025 

where h is the height of the ice block below the surface. Solving for h gives 



h = 0.876 m = 87.6 cm 

Discussion Note that the 0.92/1.025 = 90% of the volume of an ice block remains under water. For symmetrical ice 
blocks this also represents the fraction of height that remains under water. 


3-86 

Solution A man dives into a lake and tries to lift a large rock. The forcé that the man needs to apply to lift it from the 
bottom of the lake is to be determined. 


Assumptions 1 The rock is c completely submerged in water. 2 The buoyancy forcé in air is negligible. 

Properties The density of granite rock is given to be 2700 kg/m 3 . We take the density of water to be 1000 kg/m 3 . 
Analysis 

W = mg = (170kg)(9.81m/s 2 ) 

170kg 


The weight and volume of the rock are 


IN 


1 kg-m/s 


=1668N 


m 

v =—=■ 


p 2700 kg/m" 


= 0.06296 m J 


The buoyancy forcé acting on the rock is 

F b = P mta gV=( 1000 kg/m 3 )(9.81 m/s 2 )(0.06296 m 3 )í- 


IN 


kg-m/s~ 


= 618 N 


The weight of a body submerged in water is equal to the weigh of the body in air 
minus the buoyancy forcé, 


^«*=^*-^=1668-618 = 1050 N 


Water 



’net =W-F b 


w. 


Discussion This forcé corresponds to a mass of m 

g 

person who can lift 107 kg on earth can lift this rock in water. 


1050 N 


9.81 m/s“ 


IN 


v i kg - m/s' 


= 107 kg . Therefore, a 
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Chapter 3 Pressure and Fluid Statics 


3-87 

Solution An irregularly shaped crown is weighed in air and then in water with a spring scale. It is to be determined if 
the crown is made of puré gold. 

Assumptions 1 The buoyancy forcé in air is negligible. 2 The crown is completely submerged in water. 

Properties We take the density of water to be 1000 kg/m 3 . The density of gold is given to be 19300 kg/m 3 . 

Analysis The mass of the crown is 


W 

" ai 


m = - 


31.4 N 


g 9.81 m/s 2 


lkg-m/s 

IN 


2 


= 3.20 kg 


The difference between the weights in air and in water is due to the buoyancy 
forcé in water, and thus 

F B = ^air - ^water = 3 1.4 - 28.9 = 2.50 N 

Noting that F B = p walcr gV , the volume of the crown is determined to be 


V = 


F u 


2.50 N 


water g (1000 kg/m 3 )(9.81 m/s 2 ) 
Then the density of the crown becomes 


= 2.548xl0~ 4 m 3 


m 

P~T7 = 


3.20 kg 


V 2.548xl0~ 4 m : 


- = 12,560 kg/m 3 


Water 


F b 

t 1 4- 


W wa ter = 2.95 kgf 


Air 


Crown, 

m, V 


tT wir = 3.20 kgf 


which is considerably less than the density of gold. Therefore, the crown is NOT made of puré gold. 

Discussion This problem can also be solved without doing any under-water weighing as follows: We would weigh a 
bucket half-filled with water, and drop the crown into it. After marking the new water level, we would take the crown out, 
and add water to the bucket until the water level rises to the mark. We would weigh the bucket again. Dividing the weight 
difference by the density of water and g will give the volume of the crown. Knowing both the weight and the volume of the 
crown, the density can easily be determined. 
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Chapter 3 Pressure and Fluid Statics 


3-88 

Solution The average density of a person is determined by weighing the person in air and then in water. A relation is 
to be obtained for the volume fraction of body fat in terms of densities. 

Assumptions 1 The buoyancy forcé in air is negligible. 2 The body is considered to consist of fat and muscle only. 3 The 
body is completely submerged in water, and the air volume in the lungs is negligible. 

Analysis The difference between the weights of the person in air and in 
water is due to the buoyancy forcé in water. Therefore, 

p —w —W —± n aV =W —W 

B ' air " water A H water*» air rr water 

Knowing the weights and the density of water, the relation above gives the volume of 
the person. Then the average density of the person can be determined ffom 

_ ni _ W a¡1 / g 

¿Ve v y 

Under assumption #2, the total mass of a person is equal to the sum of the masses of the fat and muscle tissues, and the 
total volume of a person is equal to the sum of the volumes of the fat and muscle tissues. The volume fraction of body fat is 
the ratio of the fat volume to the total volume of the person. Therefore, 


^=^fat+^muscle wliere V ÍM = x M V and V muscle =x muscle V = (l-x fat )V 
m = m M +/n muscle 

Noting that mass is density times volume, the last relation can be written as 


P'dvijV Pii at^fat ^ /^muscle ^muscle 

P;i\c^ ~ P fat fat ^ ^ /^muscle ~ "^fat 

Caneeling the 1/and solving for Xf at gives the desired relation, 


x ta , = - 


P muscle P ¡i' 


/^muscle P 


Discussion Weighing a person in water in order to determine its volume is 
not practical. A more practical way is to use a large container, and measuring 
the change in volume when the person is completely submerged in it. 


Water 


Air 



fV w 


w 

rr ai 
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Chapter 3 Pressure and Fluid Statics 


3-89 

Solution The volume of the hull of a boat is given. The amounts of load the boat can carry in a lake and in the sea 
are to be determined. 

Assumptions 1 The dynamic effects of the waves are disregarded. 2 The buoyancy forcé in air is negligible. 

Properties The density of sea water is given to be 1.03x1000 = 1030 kg/m 3 . We take the density of water to be 1000 
kg/m’. 

Analysis 


The weight of the unloaded boat is 


^boat = mg = (8560 kg)(9.81m/s j 


lkN 




1000 kg-m/s 2 


= 84.0 kN 


The buoyancy forcé becomes a máximum when the entire hull of the boat is submerged 
in water, and is detennined to be 


^5, lake =/3i ake gV =(1000 kg/m 3 )(9.81m/s 2 )(150m 3 ) 


lkN 


Fb, sea =P m gV =(1030 kg/m 3 )(9.81m/s 2 )(150m 3 ) 


1000 kg-m/s' 
lkN 


= 1472 kN 




1000 kg-m/s 2 


= 1516 kN T 


he total weight of a floating boat (load + boat itself) is equal to the buoyancy 
forcé. Therefore, the weight of the máximum load is 



W, 


= F b , lake - W boat = 1472-84 = 1388 kN 


load, lake 1 B ’ 

^load.sea = FB ,sea ~ ^boat =1516-84 = 1432 kN 


The corresponding masses of load are 


W 

YY trv. 




1388 kN 


9.81 m/s 2 


1000 kg-m/s 
1 kN 


2 A 


= 141,500 kg = 142,000 kg 


m 


load,sea 


w 


g 


1432 kN f 1000 kg • m/s 2 N 
9.81 m/s 2 v 1 kN y 


= 145,970 kg = 146,000 kg 


Discussion Note that this boat can carry nearly 4500 kg more load in the sea than it can in fresh water. Fully-loaded 
boats in sea water should expect to sink into water deeper when they enter fresh water, such as a river where the port may 
be. 
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Chapter 3 Pressure and Fluid Statics 


Fluids in Rigid-Body Motion 


3-90C 

Solution We are to discuss when a fluid can be treated as a rigid body. 

Analysis A moving body of fluid can be treated as a rigid body when there are no shear stresses (i.e., no motion 
between fluid layers relative to each other) in the fluid body. 

Discussion When there is no relative motion between fluid particles, there are no viscous stresses, and pressure (normal 
stress) is the only stress. 


3-91C 

Solution We are to compare the pressure at the bottom of a glass of water moving at various velocities. 

Analysis The water pressure at the bottom surface is the same for all cases since the acceleration for all four cases is 
zero. 

Discussion When any body, fluid or solid, moves at constant velocity, there is no acceleration, regardless of the 
direction of the movement. 


3-92C 

Solution We are to compare the pressure in a glass of water for stationary and accelerating conditions. 

Analysis The pressure at the bottom surface is constant when the glass is stationary. For a glass moving on a 

horizontal plañe with constant acceleration, water will collect at the back but the water depth will remain constant at the 
center. Therefore, the pressure at the midpoint will be the same for both glasses. But the bottom pressure will be low at 
the front relative to the stationary glass, and high at the back (again relative to the stationary glass). Note that the 
pressure in all cases is the hydrostatic pressure, which is directly proportional to the fluid height. 

Discussion We ignore any sloshing of the water. 


3-93C 

Solution We are to analyze the pressure in a glass of water that is rotating. 

Analysis When a vertical cylindrical container partially filled with water is rotated about its axis and rigid body 
motion is established, the fluid level will drop at the center and rise towards the edges. Noting that hydrostatic pressure is 
proportional to fluid depth, the pressure at the mid point will drop and the pressure at the edges of the bottom surface 
will rise due to the rotation. 

Discussion The highest pressure occurs at the bottom corners of the container. 
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Chapter 3 Pressure and Fluid Statics 


3-94 

Solution A water tank is being towed by a truck on a level road, and the angle the free surface makes with the 
horizontal is measured. The acceleration of the truck is to be determined. 

Assumptions 1 The road is horizontal so that acceleration has no vertical component (a- = 0). 

2 Effects of splashing, breaking, driving over bumps, and climbing hills are assumed to be 
secondary, and are not considered. 3 The acceleration remains constant. 

Aitalysis We take the x-axis to be the direction of motion, the z-axis to be the upward 
vertical direction. The tangent of the angle the free surface makes with the horizontal is 


g + a z 

Solving for a x and substituting, 

a x - (g + a ,) tan# = (9.81 m/s 2 +0) tan 15° = 2.63 m/s 2 
Discussion Note that the analysis is valid for any fluid with constant density since we used no information that pertains 
to fluid properties in the solution. 


6j 15° 

Water 

tank 


3-95 

Solution Two water tanks filled with 
water, one stationary and the other moving 
upwards at constant acceleration. The tank with 
the higher pressure at the bottom is to be 
determined. 

Assumptions 1 The acceleration remains 
constant. 2 Water is an incompressible 
substance. 

Properties We take the density of water to 
be 1000 kg/m 3 . 



\ a z = 5 

1 


Analysis The pressure difference between two points 1 and 2 in an incompressible fluid is given by 


P 2 -P x =-pa x (x 2 -x x )~ p(g + a : )(z 2 -z x ) or P x -P 2 = p(g + a z )(z 2 -z x ) 


since a x = 0. Taking point 2 at the free surface and point 1 at the tank bottom, we have P 2 = P atm and z 2 -z¡ = h and thus 


1,gage -^bottom P^g z ^)h 


Tank A: We have a z = 0, and thus the pressure at the bottom is 
p a, bottom =Pg h A - (1000 kg/m 3 )(9.81 m/s 2 )(8 m) 

V *--- y 

Tank B: We have a z = +5 m/s 2 , and thus the pressure at the bottom is 


lkN 


1 000 kit • mAd 


78.5 kN/m 2 


p b, bottom =P(g + a z )h B = (1000 kg/m 3 )(9.81 + 5 m/s 2 )(2 m) 
Therefore, tank A has a higher pressure at the bottom. 


lkN 

1000 kg-m/s 


2 


V 

y 


= 29.6 kN/m 2 


Discussion We can also solve this problem quickly by examining the relation P bottom = p(g + a z )h . Acceleration for 
tank B is about 1.5 times that of Tank A (14.81 vs 9.81 m/s 2 ), but the fluid depth for tank A is 4 times that of tank B (8 m 
vs 2 m). Therefore, the tank with the larger acceleration-fluid height product (tank A in this case) will have a higher 
pressure at the bottom. 
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Chapter 3 Pressure and Fluid Statics 


3-96 

Solution A water tank is being towed on an uphill road at constant acceleration. The angle the free surface of water 
makes with the horizontal is to be determined, and the solution is to be repeated for the downhill motion case. 




Assumpiions 1 Effects of splashing, breaking, driving over bumps, and climbing hills are assumed to be secondary, and 
are not considered. 2 The acceleration remains constant. 


Analysis We take the x- and z-axes as shown in the figure. From geometrical considerations, the horizontal and 
vertical components of acceleration are 


a x = a eos a 
a, = a sin a 


The tangent of the angle the free surface makes with the horizontal is 

ten g = ° C ° Sg =- (Sm/sUcosf* -= 0.4078 

g + a z g + asina 9.81 m/s" + (5 m/s “) sin 20° 

When the direction of motion is reversed, both a x and a. are in negative x- and 
negative quantities, 


-> 0 = 22 . 2 ° 

z-direction, respectively, and thus become 


a x = -acosa 
a z = -a sin a 


Then the tangent of the angle the free surface makes with the horizontal becomes 


. a r a eos a 

tan 0 =--— =- 

g + a z g + asina 


-(5 m/s 2 ) eos 20° 

9.81 m/s 2 -(5m/s 2 )sin20° 


-0.5801 


-> 0 = - 30.1° 


Discussion Note that the analysis is valid for any fluid with constant density, not just water, since we used no 
information that pertains to water in the solution. 
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Chapter 3 Pressure and Fluid Statics 


3-97E 

Solution A vertical cylindrical tank open to the atmosphere is rotated about the centerline. The angular velocity at 
which the bottom of the tank will first be exposed, and the máximum water height at this moment are to be determined. 



Assumptions 1 The increase in the rotational speed is very slow so that the liquid in the container always acts as a rigid 
body. 2 Water is an incompressible fluid. 

Analysis Taking the center of the bottom surface of the rotating vertical cylinder as the origin (r = 0, z = 0), the 
equation for the free surface of the liquid is given as 

z s (r) = K-^(R 2 -2r 2 ) 


where h n = 1 ft is the original height of the liquid before rotation. Just before dry spot appear at the center of bottom 
surface, the height of the liquid at the center equals zero, and thus z s (0) = 0. Solving the equation above for cb and 
substituting, 


(O = 



4(32.2 ft/s 2 )(l ft) 


(1 ft) 2 


= 11.35 rad/s s 11.4 rad/s 


Noting that one complete revolution corresponds to 2n radians, the rotational speed of the container can also be expressed 
in terms of revolutions per minute (rpm) as 



11.35 rad/s í 60 s A 
2 n rad/rev V1 min ) 


= 108 rpm 


Therefore, the rotational speed of this container should be limited to 108 rpm to avoid any dry spots at the bottom surface 
of the tank. 

The máximum vertical height of the liquid occurs a the edges of the tank (r = R= 1 ft), and it is 


z s (R) = h 0 + 


(o 2 R 2 

4 g 


= (lft) + 


(11.35 rad/s) 2 (lft) 2 
4(32.2 ft/s 2 ) 


2.00 ft 


Discussion Note that the analysis is valid for any liquid since the result is independent of density or any other fluid 
property. 
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Chapter 3 Pressure and Fluid Statics 

3-98 

Solution A cylindrical tank is being transported on a level road at constant acceleration. The allowable water height 
to avoid spill of water during acceleration is to be determined. 

a x = 4 m/s 2 



Ll _ 

Water 

tank 


h 


ik 


D =40 cm 


Assumptions 1 The road is horizontal during acceleration so that acceleration has no vertical component («, = 0). 2 
Effects of splashing, breaking, driving over bumps, and climbing hills are assumed to be secondary, and are not considered. 
3 The acceleration remains constant. 

Analysis We take the x-axis to be the direction of motion, the z-axis to be the upward vertical direction, and the 
origin to be the midpoint of the tank bottom. The tangent of the angle the free surface makes with the horizontal is 

tan 0 = a ' x =---= 0.4077 (and thus 0 = 22.2°) 

g + a z 9.81 + 0 

The máximum vertical rise of the free surface occurs at the back of the tank, and the vertical midplane experiences no rise 
or drop during acceleration. Then the máximum vertical rise at the back of the tank relative to the midplane is 

Az max = (D / 2) tan 6 = [(0.40 m)/2] x 0.4077 = 0.082 m = 8.2 cm 

Therefore, the máximum initial water height in the tank to avoid spilling is 

¿max = /'tank ~ Az max = 60 - 8.2 = 51 .8 CIT1 

Discussion Note that the analysis is valid for any fluid with constant density, not just water, since we used no 
information that pertains to water in the solution. 
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Chapter 3 Pressure and Fluid Statics 


3-99 

Solution A vertical cylindrical container partially filled with a liquid is rotated at constant speed. The drop in the 
liquid level at the center of the cylinder is to be determined. 


Free 
surface 


ü) 


'. 1 


h n = 60 cm 


'i' 5 I R = 20 ciL 


Assumptions 1 The increase in the rotational speed is very slow so that the liquid in the container always acts as a rigid 
body. 2 The bottom surface of the container remains covered with liquid during rotation (no dry spots). 

Aitalysis Taking the center of the bottom surface of the rotating vertical cylinder as the origin (r = 0, z = 0), the 
equation for the free surface of the liquid is given as 

z s {r) = h-°^{R 2 -2r 2 ) 

4 g 


where h 0 = 0.6 m is the original height of the liquid before rotation, and 

1 min ) 


a> = 2 m = 2^(120 rev/min) 


= 12.57 rad/s 


60 s ) 

Then the vertical height of the liquid at the center of the container where r = 0 becomes 

, co 2 R 2 . (12.57 rad/s) 2 (0.20m) 2 „ .. 

z s (0) = h 0 - : -= (0.60 m) - 2-= 0.44 m 


4g 


4(9.81m/s ) 


Therefore, the drop in the liquid level at the center of the cylinder is 
A ¿drop, center = K ~ Z s (0) = 0.60 - 0.44 = 0.1 6 ÍTl 

Discussion Note that the analysis is valid for any liquid since the result is independent of density or any other fluid 
property. Also, our assumption of no dry spots is validated since z 0 (0) is positive. 
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Chapter 3 Pressure and Fluid Statics 


3-100 

Solution The motion of a fish tank in the cabin of an elevator is considered. The pressure at the bottom of the tank 
when the elevator is stationary, moving up with a specified acceleration, and moving down with a specified acceleration is 
to be determined. 


Fish Tank 

2 


h = 40 cm 




z 


Water 


0 

1 


a~= 3 m/s 


2 


Assumptions 1 The acceleration remains constant. 2 Water is an incompressible substance. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The pressure difference between two points 1 and 2 in an incompressible fluid is given by 
P 2 -P l =-pa x (x 2 -X\)-p(g+a z )(z 2 -z l ) or P x -P 2 = p(g + a z )(z 2 -z x ) 

since a x = 0. Taking point 2 at the free surface and point 1 at the tank bottom, we have P 2 = P atm and z 2 - z x = h and thus 

^1, gage — ^bottom — PÍS a z 


(a) Tank stationary: We have a : = 0, and thus the gage pressure at the tank bottom is 

3 .,. f lkN ^ 


^bottom =/Cg/? = (1000 kg/m )(9.81m/s-)(0.4m) 


1000 kg-m/s 2 


= 3.92 kN/m =3.92 kPa 


(tí) Tank moving up: We have a- = +3 m/s 2 , and thus the gage pressure at the tank bottom is 


bottom = p(g + a z )h B =(1000kg/m 3 )(9.81 + 3m/s 2 )(0.4m) 


lkN 


1000kg-m/s- 


= 5.12 kN/m 2 = 5.12 kPa 


(c) Tank moving down: We have a z = -3 m/s 2 , and thus the gage pressure at the tank bottom is 


-Pbottom = PÍE + a z)h B - (1000kg/m 3 )(9.81-3m/s 2 )(0.4m) 


lkN 


1000kg-m/s ¿ 


= 2.72 kN/m 2 =2.72 kPa 


Discussion Note that the pressure at the tank bottom while moving up in an elevator is almost twice that while moving 
down, and thus the tank is under much greater stress during upward acceleration. 
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Chapter 3 Pressure and Fluid Statics 


3-101 

Solution A vertical cylindrical milk tank is rotated at constant speed, and the pressure at the center of the bottom 
surface is measured. The pressure at the edge of the bottom surface is to be determined. 


Free 
surface 


ü) 


-Tv~- 


R= 1.50 rh 


Assumptions 1 The increase in the rotational speed is very slow so that the liquid in the container always acts as a rigid 
body. 2 Milk is an incompressible substance. 

Properties The density of the milk is given to be 1030 kg/m 3 . 

Analysis Taking the center of the bottom surface of the rotating vertical cylinder as the origin (r = 0, z = 0), the 

equation for the free surface of the liquid is given as 

z s (r) = h~Í L (R 2 -lr 2 ) 

4 g 

where R = 1.5 m is the radius, and 


£o = 2 m = 2;r(12 rev/min)í - mm ) = 1.2566 rad/s 
\ 60 s J 

The fluid rise at the edge relative to the center of the tank is 


Ah = z s (R)-z s (0) = 


h <i + 


co 2 R 2 ^ f 


4 g 


2 d 2 \ 


K- 


(,rR 

4 g 


w z R ¿ _ (1.2566 rad/s©(1.50 m) 2 
2 g 2(9.81m/s 2 ) 


= 1.1811 m 


The pressure difference corresponding to this fluid height difference is 


APbottom = PgM = (1030 kg/m 3 )(9.81m/s 2 )(1.1811m) 


lkN 




1000 kg • m/s 2 


= 1.83 kN/m" =1.83 kPa 


Then the pressure at the edge of the bottom surface becomes 

¿W-tae = Aotton, center + AP bottom =130 + 1.83 = 131.83 kPa = 1 32 kP 3 

Discussion Note that the pressure is 1.4% higher at the edge relative to the center of the tank, and there is a fluid level 
difference of 1.18 m between the edge and center of the tank, and these differences should be considered when designing 
rotating fluid tanks. 
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Chapter 3 Pressure and Fluid Statics 


3-102 

Solution Milk is transported in a completely filled horizontal cylindrical tank accelerating at a specified rate. The 
máximum pressure difference in the tanker is to be determined. 

a x = - 3 m/s 2 



Assumptions 1 The acceleration remains constant. 2 Milk is an incompressible substance. 
Properties The density of the milk is given to be 1020 kg/m'. 


Aitalysis We take the x- and z- axes as shown. The horizontal acceleration is in the negative x direction, and thus a x 
is negative. Also, there is no acceleration in the vertical direction, and thus a~ = 0. The pressure difference between two 
points 1 and 2 in an incompressible fluid in linear rigid body motion is given by 


P 2 ~P\ =~Pa x {x 2 -x x )~ p(g + a z ){z 2 -zj -> P 2 -P x = -pa x (x 2 -x¡ )- pg(z 2 -z x ) 


The first term is due to acceleration in the horizontal direction and the resulting compression effect towards the back of the 
tanker, while the second term is simply the hydrostatic pressure that increases with depth. Therefore, we reason that the 
lowest pressure in the tank will occur at point 1 (upper front córner), and the higher pressure at point 2 (the lower rear 
córner). Therefore, the máximum pressure difference in the tank is 


&P max = p 2 - p \ = ~pa x (x 2 -x x )-pg{z 2 -zj) = -[a x (x 2 -x¡) + g(z 2 -z x )] 
= -(1020 kg/m 3 )[(-2.5 m/s 2 )(7 m) + (9.81 m/s 2 )(-3 m)' 1 kN 

= (17.9 + 30.0)kN/m 2 =47.9 kPa 


1000 kg • m/s 2 


since X\ = 0, x 2 = 7 m, zi = 3 m, and z 2 = 0. 

Discussion Note that the variation of pressure along a horizontal line is due to acceleration in the horizontal direction 
while the variation of pressure in the vertical direction is due to the effects of gravity and acceleration in the vertical 
direction (which is zero in this case). 
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Chapter 3 Pressure and Fluid Statics 


3-103 

Solution Milk is transported in a completely filled horizontal cylindrical tank decelerating at a specified rate. The 
máximum pressure difference in the tanker is to be determined. 


Assumptions 1 The acceleration remains constant. 2 Milk is an incompressible substance. 


Properties The density of the milk is given to be 
1020 kg/m 3 . 

Analysis We take the x- and z- axes as shown. 
The horizontal deceleration is in the x direction, and 
thus a x is positive. Also, there is no acceleration in 
the vertical direction, and thus a z = 0. The pressure 
difference between two points 1 and 2 in an 
incompressible fluid in linear rigid body motion is 
given by 



P 2 -P l = -pa x (x 2 -x l )-p(g + a z )(z 2 -zj) -> P 2 ~P\ = -pci x {x 2 -x 1 )-pg{z 2 -z¡) 


The first term is due to deceleration in the horizontal direction and the resulting compression effect towards the front of the 
tanker, while the second term is simply the hydrostatic pressure that increases with depth. Therefore, we reason that the 
lowest pressure in the tank will occur at point 1 (upper front córner), and the higher pressure at point 2 (the lower rear 
córner). Therefore, the máximum pressure difference in the tank is 

A/3 max = Pl - P\ = -pa x (X 2 - X 1 ) - pg(z 2 - Zi ) = ~[a x (x 2 - x¡) + g(z 2 - Zi)] 


= -(1020 kg/m 3 )[(2.5 m/s 2 )(-7 m) + (9.81 m/s 2 )(-3 m) 
= (17.9+ 30.0)kN/m 2 =47.9 kPa 


lkN 


1000 kg-m/s" 


since Xi = 7 m, x 2 = 0, z¡ = 3 m, and z 2 = 0. 


Discussion Note that the variation of pressure along a horizontal line is due to acceleration in the horizontal direction 
while the variation of pressure in the vertical direction is due to the effects of gravity and acceleration in the vertical 
direction (which is zero in this case). 


3-104 

Solution A vertical U-tube partially filled with 
alcohol is rotated at a specified rate about one of its arms. 

The elevation difference between the fluid levels in the two 
arms is to be determined. 

1 

Assumptions 1 Alcohol is an incompressible fluid. '» 

Analysis Taking the base of the left arm of the U-tube 
as the origin (r = 0, z = 0), the equation for the free surface 
of the liquid is given as 

z s( r ) = h 0 -^—{R 2 -2r 2 ) 

4 g 

where h 0 = 0.20 m is the original height of the liquid before rotation, 
and co = 4.2 rad/s. The fluid rise at the right arm relative to the fluid 
level in the left ann (the center of rotation) is 


A/í = z s (7?) - z s (0) = 


K + 


co 2 R 2 ^ 
4 g 


K 


co 2 R 2 ^ 
4 g 


co 2 R 2 
2 g 


(4.2 rad/s) 2 (0.25 m) 2 
2(9.81 m/s 2 ) 



0.056 m 


Discussion The analysis is valid for any liquid since the result is independent of density or any other fluid property. 
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Chapter 3 Pressure and Fluid Statics 


3-105 

Solution A vertical cylindrical tank is completely filled with gasoline, and the tank is rotated about its vertical axis at 
a specified rate. The pressures difference between the centers of the bottom and top surfaces, and the pressures difference 
between the center and the edge of the bottom surface are to be determined. 




= 3 m 


Assumptions 1 The increase in the rotational speed is very slow so that the liqnid in the container always acts as a rigid 
body. 2 Gasoline is an incompressible substance. 

Properties The density of the gasoline is given to be 740 kg/m 3 . 

Aitalysis The pressure difference between two points 1 and 2 in an incompressible fluid rotating in rigid body motion 
is given by 

P 2 - P \ = ^~( r 2 ->'\)- Pg ( z 2 ~ z l) 
where R = 0.60 m is the radius, and 

w = 2 m = 2^(70 rev/min)|^ j = 7.330 rad/s 


(o) Taking points 1 and 2 to be the centers of the bottom and top surfaces, respectively, we have i\ = r 2 = 0 and 
z 2 -Zj =h = 3m . Then, 

-^"center, top — -^center,bottom — d — pg(z 2 ~ Z ] ) — — pgh 


f 

=-(740 kg/m 3 )(9.81 m/s 2 )(3 m) 

v 


lkN 

1000 kg • m/s 




2 

y 


21.8 kN/m 2 =21.8 kPa 


(b) Taking points 1 and 2 to be the center and edge of the bottom surface, respectively, we have /'[ = 0 , r 2 = R , and 
z 2 = z l = 0 . Then, 


P — P 

1 edge, bottom center, bottom 


p^ {r 2 2 _ 0) _ 0 = p^_ 


(740kg/m 3 )(7.33rad/s) 2 (0.60m) 2 f 


lkN 


1000 kg • m/s" 


= 7.16 kN/m 2 =7.16 kPa 


Discussion Note that the rotation of the tank does not affect the pressure difference along the axis of the tank. But the 
pressure difference between the edge and the center of the bottom surface (or any other horizontal plañe) is due entirely to 
the rotation of the tank. 


3-66 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 


























Chapter 3 Pressure and Fluid Statics 


3-106 

Solution The previous problem is reconsidered. The effect of rotational speed on the pressure difference between the 
center and the edge of the bottom surface of the cylinder as the rotational speed varíes from 0 to 500 rpm in increments of 
50 rpm is to be investigated. 



Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 "m/s2" 
rho=740 "kg/m3" 

R=0.6 "m" 
h=3 "m" 

omega=2*pi*n_dot/60 "rad/s" 

DeltaP_axis=rho*g*h/1000 "kPa" 

DeltaP_bottom=rho*omega A 2*R A 2/2000 "kPa" 


Rotation rate 
ñ , rpm 

Angular speed 
co, rad/s 

center-edge 

kPa 

0 

0.0 

0.0 

50 

5.2 

3.7 

100 

10.5 

14.6 

150 

15.7 

32.9 

200 

20.9 

58.4 

250 

26.2 

91.3 

300 

31.4 

131.5 

350 

36.7 

178.9 

400 

41.9 

233.7 

450 

47.1 

295.8 

500 

52.4 

365.2 


ra 

Q. 

£L 

<] 


0 100 200 . 300 400 500 

n, rpm 



Discussion The pressure rise with rotation rate is not linear, but rather quadratic. 
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Chapter 3 Pressure and Fluid Statics 


3-107 

Solution A water tank partially filled with water is being towed by a triick on a level road. The máximum 
acceleration (or deceleration) of the truck to avoid spilling is to be determined. a 


Assumptions 1 The road is horizontal so that acceleration has no 
vertical component (a, = 0). 2 Effects of splashing, breaking, driving 
over bumps, and climbing hills are assumed to be secondary, and are 
not considered. 3 The acceleration remains constant. 

Analysis We take the x-axis to be the direction of motion, the z- 
axis to be the upward vertical direction. The shape of the free surface 
just before spilling is shown in figure. The tangent of the angle the free 
surface makes with the horizontal is given by 

„ a r 

tan <9 =- —» a x =g tan# 

g + a z 


Ah = 2 fí"J- 

.J.L _ 



z 

0 x 

Water 

tank 


L =20 ft 


6 ft 


where a z = 0 and, from geometric considerations, tan 6 is tan 0 = 


Ah 

Til 


Substituting, we get 


a x = g tan 9 = g—— = (32.2 ft/s 2 ) 2 ft =6.44 m/s 2 

* L/2 (20 ft)/2 


The solution can be repeated for deceleration by replacing a x by - a x . We obtain a x = -6.44 m/s 2 . 

Discussion Note that the analysis is valid for any fluid with constant density since we used no information that pertains 
to fluid properties in the solution. 


3-108E 

Solution A water tank partially filled with water is being towed by a truck on a level road. The máximum 
acceleration (or deceleration) of the truck to avoid spilling is to be determined. 

Assumptions 1 The road is horizontal so that deceleration has no vertical component (a z = 0). 2 Effects of splashing and 
driving over bumps are assumed to be secondary, and are not considered. 3 The deceleration remains constant. 


Analysis We take the x-axis to be the direction of motion, 
the z-axis to be the upward vertical direction. The shape of the 
free surface just before spilling is shown in figure. The tangent 
of the angle the free surface makes with the horizontal is given 
by 


„ -a .. 

tan 6 =- —> a x = -g tan 6 

g +a z 

where a z = 0 and, from geometric considerations, tan 6 is 
Ah 

tan 6 =- 

L/2 


Substituting, 


a x = -g tan# = —g——= -(32.2 ft/s 2 ) - 


L/2 


(8 ft)/2 


-4.08 ft/s 



a x 


1 o 


; Ah = 0.5 ft 

Water 

tank 

/?w 

= 3 ft 





L= 8 ft 


Discussion Note that the analysis is valid for any fluid with constant density since we used no information that pertains 
to fluid properties in the solution. 
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Chapter 3 Pressure and Fluid Statics 


3-109 

Solution Water is transported in a completely filled horizontal cylindrical tanker accelerating at a specified rate. The 
pressure difference between the front and back ends of the tank along a horizontal line when the truck accelerates and 
decelerates at specified rates. 



Assumptions 1 The acceleration remains constant. 2 Water is an incompressible substance. 

Properties We take the density of the water to be 1000 kg/m 3 . 

Analysis (a) We take the x- and z- axes as shown. The horizontal acceleration is in the negative x direction, and thus 

a x is negative. Also, there is no acceleration in the vertical direction, and thus a z = 0. The pressure difference between two 
points 1 and 2 in an incompressible fluid in linear rigid body motion is given by 


P 2 -P i =-pa x (x 2 -x l )-p{g + a z ){z 2 -z l ) -> P 2 - P x = -pa x (x 2 -x ¡) 

since z 2 - zi = 0 along a horizontal line. Therefore, the pressure difference between the front and back of the tank is due to 
acceleration in the horizontal direction and the resulting compression effect towards the back of the tank. Then the pressure 
difference along a horizontal line becomes 


A P = P 2 -P\ = -pa x {x 2 -Xj) = -(1000kg/m 3 )(-3m/s 2 )(7m) 


lkN 


\ 


1000 kg • m/s" 


= 21 kN/m 2 =21 kPa 


since Xi = 0 and x 2 = 7 m. 

( b ) The pressure difference during deceleration is determined the way, but a x = 4 m/s 2 in this case, 


AP = P 2 -P í = - pa x (x 2 -x l ) = -(1000 kg/m 3 )(4 m/s 2 )(7 m) 


lkN 




1000 kg-m/s ‘ 


= -28 kN/m 2 =-28 kPa 


Discussion Note that the pressure is higher at the back end of the tank during acceleration, but at the front end during 
deceleration (during breaking, for example) as expected. 
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Chapter 3 Pressure and Fluid Statics 


Review Problems 


3-110 

Solution One section of the duct of an air-conditioning system is laid underwater. The upward forcé the water 

exerts on the duct is to be determined. 


Assumptions 1 The diameter given is the outer diameter of the duct (or, the thickness of the duct material is negligible). 2 
The weight of the duct and the air in is negligible. 

Properties The density of air is given to be p = 1.30 kg/m 3 . We take the density of water to be 1000 kg/m 3 . 

Analysis Noting that the weight of the duct and the air in it is negligible, the net upward forcé acting on the duct is 

the buoyancy forcé exerted by water. The volume of the underground section of the duct is 


V = AL = {t:D 2 / 4)L = [tr(0 .15 m) 2 /4](20m) = 0.3534 m 3 
Then the buoyancy forcé becomes 


F b = pgV =(1000kg/m 3 )(9.81m/s 2 )(0.3534m 3 ) 


lkN 


\ 


1000 kg • m/s 2 


= 3.47 kN 



Discussion The upward forcé exerted by water on the duct is 3.47 kN, which is equivalent to the weight of a mass of 
354 kg. Therefore, this forcé must be treated seriously. 


3-111 

Solution A helium balloon tied to the ground carries 2 people. The acceleration of the balloon when it is first 
released is to be determined. 

Assumptions The weight of the cage and the ropes of the balloon is negligible. 

Properties The density of air is given to be p= 1.16 kg/m '. The density of helium gas is l/7th of this. 

Analysis The buoyancy forcé acting on the balloon is 
Kauoon = 4^r 3 /3 = 4^(5 m) 3 /3 = 523.6 m 3 


Fb=P*&* a 11 oon=(l-16 kg/m 3 )(9.81 m/s 2 )(523.6 m 3 ) 
The total mass is 

ot hc = A*y = kg/m 3 j(523.6 m 3 ) = 86.8 kg 

'«total = '«He + '«people =86.8 + 2x70 = 226.8 kg 
The total weight is 


1 N 


1 kg-m/s" 


= 5958.4 N 


Helium 


W = m M g = (226.8 kg)(9.81 m/s 2 ) 


1 N 


1 kg-m/s" 


= 2224.9 N 


Thus the net forcé acting on the balloon is 
F^=F b -W = 5958.- 
Then the acceleration becomes 


F mt =F B -W = 5958.6-2224.9 = 3733.5 N 


a = ■ 


3733.5 N 


226.8 kg 


1 kg-m/s" 

r~Ñ 


= 16.5 m/s 



Discussion This is almost twice the acceleration of gravity - aerodynamic drag on the balloon acts quickly to slow 
down the acceleration. 
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Chapter 3 Pressure and Fluid Statics 



Solution The previous problem is reconsidered. The effect of the number of people carried in the balloon on 
acceleration is to be investigated. Acceleration is to be plotted against the number of people, and the results are to be 
discussed. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

"Given Data:" 

rho_air=1.16"[kg/m A 3]" "density of air" 
g=9.807"[m/s A 2]" 
d_balloon=10"[m]" 
m_1person=70"[kg]" 

{NoPeople = 2} "Data suppied in Parametric Table" 

"Calculated valúes:" 

rho_He=rho_air/7"[kg/m A 3]" "density of helium" 
r_balloon=d_balloon/2"[m]" 

V_balloon=4*pi*r_balloon A 3/3"[m A 3]" 

m_people=NoPeople*m_1person"[kg]" 

m_He=rho_He*V_balloon"[kg]" 

m_totaNm_He+m_people"[kg]" 

"The total welght of balloon and people ¡s:" 

W_total=m_total*g"[N]" 

"The buoyancy forcé acting on the balloon, F_b, is equal to the welght of the air displaced by the 
balloon." 

F_b=rho_air*V_balloon*g"[N]" 

"From the free body diagram of the balloon, the balancing vertical forces must equal the product of the 
total mass and the vertical acceleration:" 

F_b- W_total=m_total*a_up 



A ub [mls ¿ ] 

No. People 

28.19 

1 

16.46 

2 

10.26 

3 

6.434 

4 

3.831 

5 

1.947 

6 

0.5204 

7 

-0.5973 

8 

-1.497 

9 

-2.236 

10 


Discussion As expected, the more people, the slower the acceleration. In fact, if more than 7 people are on board, the 
balloon does not rise at all. 
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Chapter 3 Pressure and Fluid Statics 


3-113 

Solution A balloon is fílled with helium gas. The máximum amount of load the balloon can carry is to be 
determined. 


Assumptions The weight of the cage and the ropes of the balloon is negligible. 

Properties The density of air is given to be p = 1.16 kg/m’. The density of 
helium gas is l/7th of this. 

Analysis In the limiting case, the net forcé acting on the balloon will be zero. 
That is, the buoyancy forcé and the weight will balance each other: 

W = mg = F b 


Thus, 


m 



g 


5958.4 N 
9.81 m/s 2 


607.4 kg 


"Vopie = '«total -' n He = 607.4-86.8 = 520.6 kg = 521 kg 


Discussion When the net weight of the balloon and its cargo exceeds the weight of the 
air it displaces, the balloon/cargo is no longer “lighter than air”, and therefore cannot rise. 



3-114E 

Solution The pressure in a steam boiler is given in kgf/cm 2 . It is to be expressed in psi, kPa, atm, 

Analysis We note that 1 atm = 1.03323 kgf/cm 2 , 1 atm = 14.696 psi, 1 atm = 101.325 kPa, and 

(inner cover page of text). Then the desired conversions become: 

( 1 atm 3 

In atm: P = (75 kgf/cm 2 ) -— =72.6 atm 


In psi: 


In kPa: 


In bars: 


P = (75 kgf/cm 2 ) 
P = (75 kgf/cm 2 ) 
P = (75 kgf/cm 2 ) 
P= (75 kgf/cm 2 ) 


1.03323 kgf/cm 2 


1 atm 'j 

f 14.696 psi3 

1.03323 kgf/cm 2 J 

1 atm J 

1 atm 2 

f 101.325 kPa 2 ) 

1.03323 kgf/cm 2 J 

1 atm 

1 atm 'j 

( 1.01325 bar 3 

1.03323 kgf/cm 2 J 

1 atm J 


= 1067 psi = 1070 psi 


= 7355 kPa = 7360 kPa 


= 73.55 bar = 73.6 bar 


and bars. 

1 atm = 1.01325 bar 


Discussion Note that the units atm, kgf/cm 2 , and bar are almost identical to each other. All final results are given to 
three significant digits, but conversión ratios are typically precise to at least five significant digits. 
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Chapter 3 Pressure and Fluid Statics 


3-115 

Solution A barometer is used to measure the altitude of a plañe relative to the ground. The barometric readings at the 
ground and in die plañe are given. The altitude of the plañe is to be determined. 

Assumptions The variation of air density with altitude is negligible. 

Properties The densities of air and mercury are given to be p ¡m = 1.20 kg/m 3 and p mercury = 13,600 kg/m 3 . 

Analysis Atmospheric pressures at the location of the plañe and the ground level are 

Aplane — (Pgty plañe í \í \ 

= (13,600 kg/m 3 )(9.81 m/s 2 )(0.690 m) 


= 92.06 kPa 

^"ground = (pgh) ground / 

= (13,600 kg/m 3 )(9.81 m/s 2 )(0.753 m) 
= 100.46 kPa 


1 kg -m/s" 


1N 
1 kg-m/s" 


1 kPa 


1000 N/m 2 


1 kPa 

1000 N/m 2 


Taking an air colurnn between the airplane and the ground and writing a forcé 
balance per unit base area, we obtain 

W / A — p _ p 

rr air ' ^ 1 ground x plañe 

air — ^ground — aplane 

f ' " V 1 kPa 3 

= (100.46-92.06) kPa 


(1.20 kg/m 3 )(9.81m/s 2 )(/?) 


IN 


1 kg-m/s* 


1000 N/m 2 



0 Sea level 


It yields h = 714 m, which is also the altitude of the airplane. 

Discussion Obviously, a mercury barometer is not practical on an airplane - an electronic barometer is used instead. 


3-116 

Solution A 10-m high cylindrical container is filled with equal volumes of water and oil. The pressure difference 
between the top and the bottom of the container is to be determined. 


Properties The density of water is given to be p 
specific gravity of oil is given to be 0.85. 


1000 kg/m 3 . The 


Analysis The density of the oil is obtained by multiplying its specific 
gravity by the density of water, 

p = SG x p H Q = (0.85)(1000 kg/m 3 ) = 850 kg/m 3 

The pressure difference between the top and the bottom of the cylinder 
is the sum of the pressure differences across the two fluids, 


A^ otal = ATT, + AP water = {pgh) M + {pgh) w¡¡tcr 

= [(850 kg/m 3 )(9.81 m/s 2 )(5 m) + (1000 kg/m 3 )(9.81 m/s 2 )(5 m)] 

= 90.7 kPa 


Oil 

SG = 0.85 


Water 



1 kPa 


1000 N/m 2 


h = 10 m 


Discussion The pressure at the interface must be the same in the oil and the water. Therefore, we can use the rales for 
hydrostatics across the two fluids, since they are at rest and there are no appreciable surface tensión effects. 
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Chapter 3 Pressure and Fluid Statics 


3-117 

Solution The pressure of a gas contained in a vertical piston-cylinder device is measured to be 500 kPa. The mass of 
the pistón is to be determined. 


Assumptions There is no friction between the pistón and the cylinder. 

Analysis Drawing the free body diagram of the pistón and balancing the vertical 
forces yield 

W = PA-P atm A 
mg = (P-P im )A 

m)( 9.81 m/s 2 ) = (500-100 kPa)(30xl0' 4 m 2 ) 

Solution of the above equation yields m = 122 kg. 


" lOOO kg/rn-s 2 ^) 

^ 1 kPa J 


P atm 


IJ 

U 



p 






w= 

mg 


Discussion The gas cannot distinguish between pressure due to the pistón weight and atmospheric pressure - both 
“feel” like a higher pressure acting on the top of the gas in the cylinder. 


3-118 

Solution The gage pressure in a pressure cooker is maintained constant at 100 kPa by a petcock. The mass of the 
petcock is to be determined. 

Assumptions There is no blockage of the pressure release valve. 


Analysis Atmospheric pressure is acting on all surfaces of the petcock, which balances itself out. Therefore, it can 
be disregarded in calculations if we use the gage pressure as the cooker pressure. A forcé balance on the petcock (ZF y = 0) 
yields 


W = P A 

gage 


P gage A (100 kPa)(4xlO' 6 m 2 ) 


g 9.81 m/s 2 

= 0.0408 kg = 40.8 g 


1000 kg/m-s 2 
1 kPa 


lili 


Discussion The higher pressure causes water in the cooker to boil at a higher temperature. 


W= mg 


3-119 

Solution A glass tube open to the atmosphere is attached to a water pipe, and the pressure at the bottom of the tube is 
measured. It is to be determined how high the water will rise in the tube. 


Properties The density of water is given to be p = 1000 kg/nT. 
Analysis The pressure at the bottom of the tube can be expressed as 

F=P t „+(pgh\ ubc 

Solving for /?, 

P-P 

h = -2S2- 

Pg 


(115-92) kPa 

1 kg-m/s 2 'I 

í 1000 N/m 2 

(1000 kg/m 3 )(9.8 m/s 2 ) 

l 1 N j 

1 kPa J 


= 2.35 m 



Discussion Even though the water is flowing, the water in the tube itself is at rest. If the pressure at the tube bottom had 
been given in terms of gage pressure, we would not have had to take into account the atmospheric pressure temí. 
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Chapter 3 Pressure and Fluid Statics 


3-120 

Solution The average atmospheric pressure is given as P tm = 101.325(1-0.02256 z) ~ 6 where z is the altitude in 
km. The atmospheric pressures at various locations are to be determined. 

Analysis Atmospheric pressure at various locations is obtained by substituting the altitude z valúes in km into the 
relation P atm = 101.325(1- 0.02256z) 5 - 256 . The results are tabulated below. 

Atlanta: (z = 0.306 km): P atm = 101.325(1 - 0.02256x0.306) 5256 = 97.7 kPa 

Denver: (z = 1.610 km): P atm = 101.325(1 - 0.02256xl.610) 5256 = 83.4 kPa 

M. City: (z = 2.309 km): P atm = 101.325(1 - 0.02256x2.309) 5 256 = 76.5 kPa 

Mt. Ev.: (z = 8.848 km): P atm = 101.325(1 - 0.02256x8.848) 5 ' 256 = 31.4 kPa 

Discussion It may be surprising, but the atmospheric pressure on Mt. Everest is less than 1/3 that at sea level! 


3-121 

Solution The air pressure in a duct is measured by an inclined manometer. For a given vertical level difference, the 
gage pressure in the duct and the length of the differential fluid column are to be determined. 


Assumptions The manometer fluid is an incompressible substance. 

Properties The density of the liquid is given to be p = 0.81 kg/L = 810 kg/m 3 . 

Analysis The gage pressure in the duct is determined from 

= pgh 


P = P -P 

gage abs atm 

= (810kg/m 3 )(9.81 m/s 2 )(0.08m) 

= 636 Pa 

The length of the differential fluid column is 
L = h/ sin/? = (8 cm)/sin35° = 13.9 cm 


1 N 


1 kg-m/s~ 


1 Pa 
lN/m 2 



Discussion Note that the length of the differential fluid column is extended considerably by inclining the manometer 
arm for better readability (and therefore higher precisión). 


3-122E 

Solution Equal volumes of water and oil are poured into a U-tube from different arms, and the oil side is pressurized 
until the contact surface of the two fluids moves to the bottom and the liquid levels in both arms become the same. The 
excess pressure applied on the oil side is to be determined. 

Assumptions 1 Both water and oil are incompressible substances. 2 Oil does not mix with water. 3 The cross-sectional 
area of the U-tube is constant. 


Properties 


The density of oil is given to be p oíí = 49.3 lbm/ft 3 . We take the density of water to be p w = 62.4 lbm/ft 3 . 


Analysis Noting that the pressure of both the water and the oil is the same 
at the contact surface, the pressure at this surface can be expressed as 

-^"contact — -^blow PaS^a ~ -^atm ^ PwS^w 


Noting that h a = h w and rearranging, 


p 

gage, blow 


-^blow -^atm (Pw Poil ) 

= (62.4-49.3 lbm/ft 3 )(32.2 ft/s 2 )(30/12 ft) 

= 0.227 psi 


í 1 lbf 1 

( 1 ñ ~ ) 

1^32.2 lbm • ft/s 2 J 

[l44 in 2 J 


/ 



Discussion When the person stops blowing, the oil rises and some water flows into the right arm. It can be shown that 
when the curvature effects of the tube are disregarded, the differential height of water is 23.7 in to balance 30-in of oil. 
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Chapter 3 Pressure and Fluid Statics 


3-123 

Solution It is given that an IV fluid and the blood pressures balance each other when the bottle is at a certain height, 
and a certain gage pressure at the arm level is needed for sufficient flow rate. The gage pressure of the blood and elevation 
of the bottle required to maintain flow at the desired rate are to be determined. 


Assumptions 1 The IV fluid is incompressible. 2 The IV bottle is open to the atmosphere. 
Properties The density of the IV fluid is given to be p = 1020 kg/m 3 . 


Analysis (o) Noting that the IV fluid and the blood pressures balance each other when the bottle is 1.2 m above the 
arm level, the gage pressure of the blood in the arm is simply equal to the gage pressure of the IV fluid at a depth of 1.2 m. 


^gage, arm ^abs -^atm /V^arm-boulc 

= (1020 kg/m 3 )(9.81 m/s 2 )(1.20 m) 

= 12.0 kPa 


1 kN 


1000 kg - m/s J 


1 kPa 

yv lkN/m : j 


ib) To provide a gage pressure of 20 kPa at the arm level, the height of the bottle from 
the arm level is again determined from P gagearal = pgh ñrm . hott le to be 

P 

j _ * gage, arm 

^arm-bottle — 

pg 


20 kPa 

1000 kg • m/s 2 ^ 

1 kN/m 2 ^ 

(1020 kg/m 3 )(9.81 m/s 2 ) 

1 kN 

v y 

1 kPa 

V / 



Discussion Note that the height of the reservoir can be used to control flow rates in gravity driven flows. When there is 
flow, the pressure drop in the tube due to friction should also be considered. This will result in raising the bottle a little 
higher to overeóme pressure drop. 
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Chapter 3 Pressure and Fluid Statics 


3-124 

Solution A gasoline line is connected to a pressure gage through a double-U manometer. For a given reading of the 
pressure gage, the gage pressure of the gasoline line is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 

Properties The specific gravities of oil, mercury, and gasoline are given to be 0.79, 13.6, and 0.70, respectively. We 
take the density of water to be p w = 1000 kg/m 3 . 

Analysis Starting with the pressure indicated by the pressure gage and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the gasoline pipe, and setting the result equal to Pg aso iine 
gives 


^gage-Av^u +P m \S h oil Aigá^Hg /'Taso line S^g aso line -^gasoline 


Rearranging, 

^gasoline ^gage Pvj&(^ w ^Añl^oil ‘^^Ólg^llg *^-*gasoline^gasoline ) 

Substituting, 

P 01 ™ = 370 kPa -(1000 kg/m 3 >(9.81 m/s 2 )[(0.45 m)-0.79(0.5 m) +13.6(0.1 m) +0.70(0.22 m)] 


í 1 kN ^ 

í 1 kPa 3 

[lOOOkg-m/s 2 J 

ti kN/m 2 J 


= 354.6 kPa = 355 kPa 

Therefore, the pressure in the gasoline pipe is 15.4 kPa lower than the pressure reading of the pressure gage. 



Discussion Note that sometimes the use of specific gravity offers great convenience in the solution of problems that 
involve several fluids. 
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Chapter 3 Pressure and Fluid Statics 


3-125 

Solution A gasoline line is connected to a pressure gage through a double-U manometer. For a given reading of the 
pressure gage, the gage pressure of the gasoline line is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 

Properties The specific gravities of oil, mercury, and gasoline are given to be 0.79, 13.6, and 0.70, respectively. We 
take the density of water to be p.¡, = 1000 kg/m 3 . 

Analysis Starting with the pressure indicated by the pressure gage and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the gasoline pipe, and setting the result equal to Pg aso iine 
gives 


P, .. - 


P w gh W /^alcohol alcohol P Hgás^Hg /^gasoline gasoline ^"gasoline 


Rearranging, 

-^gasoline — -^gage ~ PwS^w ~ ^^7 alcoholas,alcohol + ^ I (g gasoline ^s,gasoline ) 

Substituting, 

■^gasoline = 240 kPa -(1000 kg/m 3 X9.81 m/s 2 )[(0.45 m)-0.79(0.5 m) +13.6( 0.1 m) +0.70(0.22 m)] 


í 1 kN 3 

( 1 kPa 3 

[l000 kg-m/s 2 J 

U kN/m 2 J 


= 224.6 kPa = 225 kPa 

Therefore, the pressure in the gasoline pipe is 15.4 kPa lower than the pressure reading of the pressure gage. 



Oil 



Discussion Note that sometimes the use of specific gravity offers great convenience in the solution of problems that 
involve several fluids. 
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Chapter 3 Pressure and Fluid Statics 


3-126E 

Solution A water pipe is connected to a double-U manometer whose free arm is open to the atmosphere. The 
absolute pressure at the center of the pipe is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The solubility of the liquids in each other is negligible. 

Properti.es The specific gravities of mercury and oil are given to be 13.6 and 0.80, respectively. We take the density of 
water to be p w = 62.4 lbm/ff. 

Analysis Starting with the pressure at the center of the water pipe, and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the free surface of oil where the oil tube is exposed to the 
atmosphere, and setting the result equal to P atrn gives 

-^waterpipe — P waterwater ^ /Alcohol//^alcohol ~ PlígS^Hg ~ Poi\S^oi\ ~ ^*atm 

Solving for P mter pipe , 

-^waterpipe ~ ^atm water ált^water — ^"^oil ^alcohol ^^Hg^Hg ^ ^oil ) 


Substituting, 


P W aterpipe = 14.2psia + (62.41bm/ft 3 )(32.2 ft/s 2 )[(35/12 ft) -0.80(60/12 ft) +13.6(15/12 ft) 


+ 0.8(40/12 ft)]x 

= 22.3 psia 


1 lbf 

1 ft 2 

32.2 lbm-ft/s 2 , 

144 in 2 


Therefore, the absolute pressure in the water pipe is 22.3 psia. 


Oil 



Discussion Note that jumping horizontally from one tube to the next and realizing that pressure remains the same in the 
same fluid simplifies the analysis greatly. 
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Chapter 3 Pressure and Fluid Statics 


3-127 

Solution The pressure of water flowing through a pipe is measured by an arrangement that involves both a pressure 
gage and a manometer. For the valúes given, the pressure in the pipe is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 

Properties The specific gravity of gage fluid is given to be 2.4. We take the standard density of water to be p w = 1000 
kg/m 3 . 

Analysis Starting with the pressure indicated by the pressure gage and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms until we reach the water pipe, and setting the result equal to P m ter give 


gage 


PwS^wi PgageS^gage PwS^v/2 


Rearranging, 

P = P + p g(h , — SG h —h^) = P + p g(h^ -SG L.s'md — L-,únd\ 

water gage r 'wo y wl gage gage w2 J gage r 'wo y 2 gage 1 2 ) 

Noting that sin 0 = 8 /12 = 0.6667 and substituting, 


P water = 30 kPa + (1000 kg/m 3 )(9.81 m/s 2 )[(0.50 m) -2.4(0.06 m)0.6667 -(0.06 m)0.6667] 


r ikN ] 

í lkPa 3 

^1000kg-m/s 2 

llkN/m 2 J 


= 33.6 kPa 

Therefore, the pressure in the gasoline pipe is 3.6 kPa over the reading of the pressure gage. 



Discussion Note that even without a manometer, the reading of a pressure gage can be in error if it is not placed at the 
same level as the pipe when the fluid is a liquid. 
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Chapter 3 Pressure and Fluid Statics 


3-128 

Solution A U-tube fílled with mercury except the 18-cm high portion at the top. Oil is poured into the left arm, 
forcing some mercury from the left arm into the right one. The máximum amount of oil that can be added into the left arm 
is to be determined. 

Assumptions 1 Both liquids are incompressible. 2 The U-tube is perfectly vertical. 

Properti.es The specific gravities are given to be 2.72 for oil and 13.6 for mercury. 

Analysis Initially, the mercury levels in both tubes are the same. When oil is poured into the left arm, it will push the 
mercury in the left down, which will cause the mercury level in the right arm to rise. Noting that the volume of mercury is 
constant, the decrease in the mercury volume in left column must be equal to the increase in the mercury volume in the 
right arm. Therefore, if the drop in mercury level in the left arm is x, the rise in the mercury level in the right arm h 
corresponding to a drop of x in the left arm is 

\/[ e ^ = ^ríght —^ 7r(2d) x = nd ~h — y h = 4x 

The pressures at points A and B are equal P A = P B and thus 

P atm + P 0 üg( h oil + x ) = P a,m + PHgg h Hg SG^g ( k QÜ + x) = SG Hg ,0„g (5x) 

Solving for x and substituting, 

SG ,h , 2.72(18 cm) 

v =- — = - V - L = o.75 cm 

5SG Hg - SG oil 5x13.6-2.72 

Therefore, the máximum amount of oil that can be added into the left arm is 

\/ 0 ii max = n(2d! 2) 2 (/? oil + x) = /r(2cm) 2 (18 + 0.75cm) = 236 cm 3 = 0.236 L 


Oil 



SG=13.6 


Discussion Note that the fluid levels in the two arms of a U-tube can be different when two different fluids are 
involved. 
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Chapter 3 Pressure and Fluid Statics 


3-129 

Solution The pressure buildup in a teapot may cause the water to overflow through the Service tube. The máximum 
cold-water height to avoid overflow under a specifíed gage pressure is to be determined. 

Assuinptions 1 Water is incompressible. 2 Thermal expansión and the amount of water in the Service tube are negligible. 
3 The coid water temperature is 20°C. 

Properties The density of water at 20°C is p w = 998.0 kg/m 3 . 

Analysis From geometric considerations, the vertical distance between the bottom of the teapot and the tip of the 
Service tube is 

h úp = 4+ 12 eos 40° = 13.2 cm 


This would be the máximum water height if there were no pressure build-up inside by the steam. The steam pressure inside 
the teapot above the atmospheric pressure must be balanced by the water column inside the Service tube, 


v, gage 


PwS Ah w 


or, 




Py ,gage 0.32 kPa 

1000kg-m/s 2 N 

1 kN/m 2 2 

p w g (998.0 kg/m 3 )(9.81m/s 2 ) 

lkN 

v y 

1 kPa 

V y 


= 0.033 m = 3.3 cm 


Therefore, the water level inside the teapot must be 3.3 cm below the tip of the Service tube. Then the máximum initial 
water height inside the teapot to avoid overflow becomes 

Vmax = K V ~ A K =13.2-3.3 = 9.9 cm 



Discussion We can obtain the same result formally by starting with the vapor pressure in the teapot and moving along 
the Service tube by adding (as we go down) or subtracting (as we go up) the pgh terms until we reach the atmosphere, and 
setting the result equal to P atm : 


P + P 

atm v,gage 


-Pwg h w= P a, 


—> 


v,gage 


= Py 
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Chapter 3 Pressure and Fluid Statics 


3-130 

Solution The pressure buildup in a teapot may cause the water to overflow through the Service tube. The máximum 
cold-water height to avoid overflow under a specified gage pressure is to be determined by considering the effect of 
thermal expansión. 

Assumptions 1 The amount of water in the Service tube is negligible. 3 The coid water temperature is 20°C. 

Properties The density of water is p w = 998.0 kg/m 3 at 20°C, and p w = 957.9 kg/m 3 at 100°C 

Aitalysis From geometric considerations, the vertical distance between the bottom of the teapot and the tip of the 
Service tube is 

h tip = 4+ 12 eos 40° = 13.2 cm 


This would be the máximum water height if there were no pressure build-up inside by the steam. The steam pressure inside 
the teapot above the atmospheric pressure must be balanced by the water column inside the Service tube, 


v, gage 


P w 8 a K 


or, 


AA W 


^v,gage 0.32 kPa 

1000 kg • m/s 2 ' 

l kN/m 2 ^ 

P w g (998.0 kg/m 3 )(9.81m/s 2 ) 

lkN 

v / 

l lkPa J 


= 0.033 m = 3.3 cm 


Therefore, the water level inside the teapot must be 3.4 cm below the tip of the Service tube. Then the height of hot water 
inside the teapot to avoid overflow becomes 


h w =K V = 13.2-3.4 = 9.8cm 

The specific volume of water is 1/998 m 3 /kg at 20°C and 1/957.9 m 3 /kg at 100°C. Then the percent drop in the volume of 
water as it cools from 100°C to 20°C is 


Volume reduction = ' /lQ0 ° c ^ = 
V 100°C 


1/957.9-1/998.0 

1/957.9 


Volume is proportional to water height, and to allow for thermal 
expansión, the volume of coid water should be 4% less. 
Therefore, the máximum initial water height to avoid overflow 
should be 

h wmax = (l-0.040)/* w = 0.96x 9.8cm = 9.4 cm 


0.040 or 4.0% 



Fleat 


Discussion Note that the effect of thermal expansión can be quite significant. 
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Chapter 3 Pressure and Fluid Statics 

3-131 

Solution The temperature of the atmosphere varíes with altitude z as T = T () - fk , while the gravitational 
acceleration varíes by g(z) = g 0 /(1 + z/ 6,370,320) 2 . Relations for the variation of pressure in atmosphere are to be 
obtained (o) by ignoring and ( b ) by considering the variation of g with altitude. 

Assumptions The air in the troposphere behaves as an ideal gas. 

Analysis (a) Pressure change across a differential fluid layer of thickness dz in the vertical z direction is 
dP = -pgdz 


From the ideal gas relation, the air density can be expressed as p = 


RT R(T 0 -J3z) 


. Then, 


dP = — 


R(T 0 ~J3z) 


gdz 


Separating variables and integrating from z = 0 where P = P 0 to z = z where P = P, 


r p dP r- gdz 

Jp 0 ^p"“ Jo R(T 0 -J3z ) 

Performing the integrations. 

mL.JLmAA 

P 0 RP T 0 

Rearran ging, the desired rela tion for atmospheric pressure for the case of constant g becomes 




8 

p=p 0 


pR 

l 7 0 J 



( b ) When the variation of g with altitude is considered, the procedure remains the same but the expressions become more 
complicated, 


dP = -^- T dz 

R(T 0 -Pz) (l + z/6,370,320) 2 

Separating variables and integrating from z = 0 where P = P (} to z = z where P = P, 

r p ¿P = _f z _ gydz_ _ 

Jb, P Jo R(T 0 -^zXl + z/6,370,320) 2 
Performing the integrations, 


1 P _ ^0 

1 

1 1 + kz 

lp 0 Rp 

£ 

+ 

57 

tí 5 

+ 

(1 + kTJp) 2 T 0 -Pz 


where R = 287 J/kg-K = 287 m 2 /s 2 K is the gas constant of air. After some manipulations, we obtain 


P = P {) exp 

So 

( 1 1 1 + kz 

R(P + kT 0 ) 

^1 + 1/fe \ + kTJ P \-PzITq)\ 


where T 0 = 288.15 K, P = 0.0065 K/m, g 0 = 9.807 m/s 2 , k= 1/6,370,320 m" 1 , andz is the elevation in m.. 


Discussion When performing the integration in part (h). the following expression from integral tables is used, together 
with a transformation of variable x-T 0 -Pz, 

Í dx 1 1 , a + bx 

- Y =-v * n - 

x(a+bx)~ a{a + bx) a~ x 

Also, for z = 11,000 m, for example, the relations in (a) and (b) give 22.62 and 22.69 kPa, respectively. 
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Chapter 3 Pressure and Fluid Statics 


3-132 

Solution The variation of pressure with density in a thick gas layer is given. A relation is to be obtained for pressure 
as a function of elevation z. 

Assumptions The property relation P = Cp" is valid over the entire región considered. 

Analysis The pressure change across a differential fluid layer of thickness dz in the vertical z direction is given as, 
dP = -pgdz 

Also, the relation P = Cp n can be expressed as C = PI p" = P 0 / p'¿, and thus 
p = p 0 (P/P 0 ) Vn 
Substituting, 

dP = -g Po (P/P 0 ) Vn dz 

Separating variables and integrating from z = 0 where P = P 0 = Cp'¿ to z = z where P = P, 


\ P (P/P 0 )- Vn dP = -p 0 g\"dz 
JPo J 0 

Performing the integrations. 


(PfPo) 


-l/«+l 


— 1/ n +1 


p 


í 

= -/w 

— > 

p n 

Po 


\ 0 J 


n -1 Ppgz 
n P 0 


Solving for P, 


p - p 

\ n-lPogz' 

«/(«-!) 

r r 0 

{ « p o J 



which is the desired relation. 

Discussion The final result could be expressed in various forms. The form given is very convenient for calculations as 
it facilitates unit cancellations and reduces the chance of error. 
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Chapter 3 Pressure and Fluid Statics 


3-133 

Solution A pressure transducer is used to measure pressure by generating analogue signáis, and it is to be calibrated 
by measuring both the pressure and the electric current simultaneously for various settings, and the results are to be 
tabulated. A calibration curve in the form of P = al + b is to be obtained, and the pressure corresponding to a signal of 10 
mA is to be calculated. 


Assumptions 

Properties 

Analysis 


Mercury is an incompressible liquid. 

The specific gravity of mercury is given to be 13.56, and thus its density is 13,560 kg/m 3 . 
For a given differential height, the pressure can be calculated from 


P = pgAh 


For Ah = 28.0 mm = 0.0280 m, for example, 


P = 13.56(1000 kg/m 3 )(9.81 m/s 2 )(0.0280 m) 


lkN 

í 1kPa 3 

v 1000kg-m/s 2 j 

llkN/m 2 J 


3.72 kPa 


Repeating the calculations and tabulating, we have 


A/?(mm) 

28.0 

181.5 

297.8 

413.1 

765.9 

1027 

1149 

1362 

1458 

1536 

P( kPa) 

3.72 

24.14 

39.61 

54.95 

101.9 

136.6 

152.8 

181.2 

193.9 

204.3 

/(mA) 

4.21 

5.78 

6.97 

8.15 

11.76 

14.43 

15.68 

17.86 

18.84 

19.64 


A plot of P versus / is given below. It is clear that the pressure varíes linearly with the current, and using EES, the best 
curve fit is obtained to be 



Discussion Note that the calibration relation is valid in the specified range of currents or pressures. 
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Chapter 3 Pressure and Fluid Statics 


3-134 

Solution A system is equipped with two pressure gages and a manometer. For a given differential fluid height, the 
pressure difference A P = P 2 - P\ is to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 

Properties The specific gravities are given tone 2.67 for the gage fluid and 0.87 for oil. We take the standard density 
of water to be p w = 1000 kg/m 3 . 

Aitalysis Starting with the pressure indicated by the pressure gage 2 and moving along the tube by adding (as we go 
down) or subtracting (as we go up) the pgh terms and ignoring the air spaces until we reach the pressure gage 1, and 
setting the result equal to P\ give 

P 2 Pmigc T^gage PoúS^oi] ~ P \ 


Rearranging, 

p 2~ p i= /4£( SG g a gAage -SGqAíi) 

Substituting, 

P 2 ~ p i = (1000 kg/m 3 )(9.81 m/s 2 )[2.67(0.08 m) - 0.87(0.65 m)] 

= -3.45 kPa 


í lkN 1 

í 1kPa 3 

^lOOOkg-m/s 2 y 

llkN/m 2 J 


Therefore, the pressure reading of the left gage is 3.45 kPa lower than that of the right gage. 



Discussion The negative pressure difference indicates that the pressure differential across the oil level is greater than 
the pressure differential corresponding to the differential height of the manometer fluid. 
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Chapter 3 Pressure and Fluid Statics 


3-135 

Solution An oil pipeline and a rigid air tank are connected to each other by a manometer. The pressure in the 
pipeline and the change in the level of manometer fluid due to a air temperature drop are to be determined. 

Assumptions 1 All the liquids are incompressible. 2 The effect of air column on pressure is negligible. 3 The air volume 
in the manometer is negligible compared with the volume of the tank. 

Properti.es The specific gravities are given to be 2.68 for oil and 13.6 for mercury. We take the standard density of 
water to be p K = 1000 kg/m 3 . The gas constant of air is 0.287 kPa-m 3 /kg-K. 

Analysis (a) Starting with the oil pipe and moving along the tube by adding (as we go down) or subtracting (as we 
go up) the pgh terms until we reach the air tank, and setting the result equal to P mr give 

/ J 0,l Po\\ g h oil ^ P I {g Hg ^air 

The absolute pressure in the air tank is determined from the ideal-gas relation P V— mRT to be 
p .... mRT (15 kg)(0.287 kPa ■ m 3 /kg -K)(80 + 273)K 

air V 1.3 m 3 

Then the absolute pressure in the oil pipe becomes 

-PotgKi ~ Pügg^hig 


p - p 

1 oil 1 air 


f 1 kN ^ 

í lkPa 3 

[lOOOkg-m/s'J 

ti kN/m 2 J 


= 1169 kPa -(l000 kg/m 3 )(9.81 m/s 2 )[2.68(0.75 m) + 13.6(0.20 m)] 

= 1123 kPas 1120 kPa 

(b) The pressure in the air tank when the temperature drops to 20°C becomes 
p niRT (15 kg)(0.287kPa-m 3 /kg ■K)(20 + 273)K 
air V 1.3 m 3 

When the mercury level in the left arm drops a distance x, the rise in the mercury level in the right arm y becomes 
\/i eft =V r ¡ght —> 7r(3d) 2 x = nd 2 y —> y =9x and y vert = 9x sin 50° 

and the mercury fluid height will change by x + 9x sin 50° or 7.894.x. Then, 


^oii +Poüg( h oii + x ) + PH g g( h H g -7.894x) = P m 
Substituting, 

2.68(0.75 + x) + 13.6(0.20 - 7.894x) = ■ 


SG oil {h oa +x) + SG Hg (h Hg -7. 894.r) = 

Pwg 


(970-1123) kPa 

1000 kg ■ m/s 2 > 

1 kN/m 2 ' 

(1000 kg/m 3 )(9.81m/s 2 ) 

lkN 

v y 

l lkPa J 
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Chapter 3 Pressure and Fluid Statics 


3-136 

Solution The density of a wood log is to be measured by tying lead weights to it until both the log and the weights 
are completely submerged, and then weighing them separately in air. The average density of a given log is to be determined 
by this approach. 

Properties The density of lead weights is given to be 11,300 kg/m 3 . We take the density of water to be 1000 kg/nT. 


Analysis The weight of a body is equal to the buoyant forcé when the body is floating in a fluid while being 
completely submerged in it (a consequence of vertical forcé balance from static equilibrium). In this case the average 
density of the body must be equal to the density of the fluid since 

^ ^B ^ Pbodyg^ ~ /TluidT^ ^ Pbady ~ /Afluid 

Lead, 34 kg 


Therefore, 


m 


Pave 


where 


total 


m 


lead 




total 


Mead ~*~^log 


+ '«log _ ,, „ , «Lead +'«log 

— P water ^ Mog — ''lead 


P water 


^lead 


m 


lead 


34 kg 


Aead 11,300 kg/m 


- = 3.01xl0 ~ 3 m 3 


W, 


'«log =- 


log 


1540N 


g 


9.81m/s ¿ 


1 kg ■ m/s 
IN 


2 b 


= 157.0 kg 



Substituting, the volume and density of the log are determined to be 


^log ^Icad 


m 


lead 


+ m 


108 = 3.01xl0 -3 m 3 + (34 + 157)kg = 0.194 m 3 


P water 


1000 kg/m 


Plog 


‘log 


V, 


log 


157 kg . , 3 

- — = 809 kg/m 

0.194 m 3 


Discussion Note that the log must be completely submerged for this analysis to be valid. Ideally, the lead weights must 
also be completely submerged, but this is not very critical because of the small volume of the lead weights. 
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Chapter 3 Pressure and Fluid Statics 


3-137 \Also solved usingEES on enclosedDVD\ 

Solution A rectangular gate that leans against the floor with an angle of 45° with the horizontal is to be opened from 

its lower edge by applying a normal forcé at its center. The mínimum forcé F required to open the water gate is to be 
determined. 

Assumptiom 1 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 2 Friction at the hinge is negligible. 

Properties We take the density of water to be 1000 kg/nT throughout. 

Analysis The length of the gate and the distance of the upper edge of the gate (point B) from the free surface in the 

plañe of the gate are 


, 3 m A . „ 

b =-= 4.243 m 

sin 45° 


and 


_ 0.5 m 
sin 45° 


0.7071 m 


The average pressure on a surface is the pressure at the centroid (midpoint) of 
the surface, and multiplying it by the píate area gives the resultant hydrostatic 
on the surface, 


F r = P^A = pgh c A 

= (1000 kg/m 3 )(9.81 m/s 2 )(2 m)(5x4.243 nr) 
= 416 kN 


1 kN 


1000 kg-m/s 2 



The distance of the pressure center from the free surface of water along the plañe of 
the gate is 


y P = s + — +- 

P 2 l2(s + b/2) 


4 243 

= 0.7071 + ———+ - 


4.243 2 


12(0.7071 + 4.243/2) 


- = 3.359 m 


The distance of the pressure center from the hinge at point B is 
L P =y P -s =3.359-0.7071 = 2.652m 
Taking the moment about point B and setting it equal to zero gives 
YjM B = 0 -> F R L P =Fb/2 

Solving for F and substituting, the required forcé is determined to be 

p 2F R L P 2(416 kN)(2.652m) 52p k|yJ 

b 4.243 m 


Discussion The applied forcé is inversely proportional to the distance of the point of application from the hinge, and 
the required forcé can be reduced by applying the forcé at a lower point on the gate. 
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Chapter 3 Pressure and Fluid Statics 


3-138 

Solution A rectangular gate that leans against the floor with an angle of 45° with the horizontal is to be opened from 
its lower edge by applying a normal forcé at its center. The mínimum forcé F required to open the water gate is to be 
determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 2 Friction at the hinge is negligible. 

Properties We take the density of water to be 1000 kg/m 3 throughout. 


Analysis The length of the gate and the distance of the upper edge of the gate 
(point B) from the free surface in the plañe of the gate are 


, 3m . , 1.2m , 

b - -= 4.243 m and s = -= 1.697 m 

sin 45° sin 45° 

The average pressure on a surface is the pressure at the centroid (midpoint) of the 
surface, and multiplying it by the píate area gives the resultant hydrostatic on the 
surface, 

F r = = pgh c A 

= (1000 kg/m 3 )(9.81 m/s 2 )(2.7 m)(5x 4.243 m 2 2 

= 562 kN 



The distance of the pressure center from the free surface of water along the plañe of 
the gate is 


y P 


b b z 

S H-1- 

2 12(5+6/2) 


, 4.243 

= 1.697 +-+ - 


4.243 


12(1.697 + 4.243/2) 


4.211 m 


The distance of the pressure center from the hinge at point B is 
L P =y P -s = 4.211-1.697 = 2.514 m 

Taking the moment about point B and setting it equal to zero gives 
Y j M B = 0 -> F R L P =Fb/2 

Solving for F and substituting, the required forcé is determined to be 

F _2F R L P _ 2(562 *0(2.514 m) kN 

b 4.243 m 


Discussion The applied forcé is inversely proportional to the distance of the point of application from the hinge, and 
the required forcé can be reduced by applying the forcé at a lower point on the gate. 
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Chapter 3 Pressure and Fluid Statics 


3-139 

Solution A rectangular gate hinged about a horizontal axis along its upper edge is restrained by a fixed ridge at point 
B. The forcé exerted to the píate by the ridge is to be determined. 


Assumptions Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 


Properties We take the density of water to be 1000 kg/m 3 throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 

(midpoint) of the surface, and multiplying it by the píate area gives the resultant 
hydrostatic forcé on the gate, 


F r = = P8 h c A 

= (l«.0kg/m>)(9.81rf)(3.5ra)(3x6m=)^ ;s ^Í_ 

= 618 kN 


The vertical distance of the pressure center from the free surface of water is 


y P 


b b ¿ 

S H-1- 

2 l2(s + b/2) 


= 2 + - +--- 

2 12(2 + 3/2) 


3.71 m 



Discussion You can calcúlate the forcé at point B required to hold back the gate by setting the net moment around 
hinge point A to zero. 


3-140 

Solution A rectangular gate hinged about a horizontal axis along its upper edge is restrained by a fixed ridge at point 
B. The forcé exerted to the píate by the ridge is to be determined. 


Assumptions Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 


Properties We take the density of water to be 1000 kg/m ’ throughout. 

Analysis The average pressure on a surface is the pressure at the centroid 

(midpoint) of the surface, and multiplying it by the wetted píate area gives the resultant 
hydrostatic forcé on the gate, 


F R = P ave A = PS h c A 

= (1000 kg/m 3 )(9.81 m/s 2 )(1 m)[2 x 6 m ¿ ] 

=118 kN 


lkN 


1000 kg • m/s 3 


The vertical distance of the pressure center from the free surface of water is 



2(2 m) 

3 


= 1.33 m 



Discussion Compared to the previous problem (with higher water depth), the forcé is much smaller, as expected. Also, 
the center of pressure on the gate is much lower (closer to the ground) for the case with the lower water depth. 
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Chapter 3 Pressure and Fluid Statics 


3-141E 

Solution A semicircular turmel is to be built under a lake. The total hydrostatic forcé acting on the roof of the tunnel 
is to be determined. 


Assumptions Atmospheric pressure acts on both sides of the 
tunnel, and thus it can be ignored in calculations for convenience. 

Properties We take the density of water to be 62.4 lbm/ft 3 
throughout. 

Analysis We consider the free body diagram of the liquid 
block enclosed by the circular surface of the tunnel and its vertical 
(on both sides) and horizontal projections. The hydrostatic forces 
acting on the vertical and horizontal plañe surfaces as well as the 
weight of the liquid block are determined as follows: 



Horizontal forcé on vertical surface (each side): 

F h = f x = e A = PS h c A = pg(s + R/2)A 

= (62.4 lbm/ft 3 )(32.2 ft/s 2 )(135 + 15/2 ft)(15 ft x800 ft)^ — -^ — - 

= 1.067 x 10 8 lbf (on each side of the tunnel) 

Vertical forcé on horizontal surface ( downward ): 


Fy = P „ g A = PgK A = PgK op A 

= (62.4 lbm/ft 3 )(32.2 ft/s 2 )(135 ft)(30 ft x800 ñ) 
= 2 . 022 x 10 8 lbf 


1 lbf 


32.2 lbm-fí/s 2 


Weight of fluid block on each side within the control volume (downward): 

W = mg = pgV = pg(R 2 -kR 2 / 4)(2000 ft) 

= (62.4 lbm/ft 3 )(32.2 ft/s 2 )(15 ft) 2 (1 - 7t/ 4)(800 ft)(-—-- 

V32.2 lbm-ft/s 2 

= 2.410xl0 6 lbf (oneachside) 

Therefore, the net downward vertical forcé is 

F r = F y + 2W = 2.022x 10 8 + 2 x 0.02410xlO 6 = 2.07 xl O 8 lbf 


This is also the net forcé acting on the tunnel since the horizontal forces acting on the right and left side of the tunnel 
cancel each other since they are equal and opposite. 

Discussion The weight of the two water bocks on the sides represents only about 2.4% of the total vertical forcé on the 
tunnel. Therefore, to obtain a reasonable first approximation for deep tunnels, these volumes can be neglected, yielding F v 
= 2.02 x 10 s lbf. A more conservative approximation would be to estímate the forcé on the bottom of the lake if the tunnel 
were not there. This yields F v = 2.25 x 10 8 lbf. The actual forcé is between these two estimates, as expected. 
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Chapter 3 Pressure and Fluid Statics 


3-142 

Solution A hemispherical dome on a level surface filled with water is to be lifted by attaching a long tube to the top 
and filling it with water. The required height of water in the tube to lift the dome is to be determined. 


Assumptions 1 Atmospheric pressure acts on both sides of the dome, and thus it can be ignored in calculations for 
convenience. 2 The weight of the tube and the water in it is negligible. 

Properties We take the density of water to be 1000 kg/nr’ throughout. 


Analysis We take the dome and the water in it as the system. When the dome is about to rise, the reaction forcé 
between the dome and the ground becomes zero. Then the free body diagram of this system involves the weights of the 
dome and the water, balanced by the hydrostatic pressure forcé from below. Setting these forces equal to each other gives 


X F y = 0 : F V= W dome + ^ water 

pg(h + R)nR 2 = m dome g + m 

water & 

Solving for h gives 

h _ m dome + m water R _ m dome + P^ R [ 1 6 ] 

pnR 2 pnR 2 


Substituting, 

h .. (50,000 kg) + 4^(1000 kg/m 3 )(3m) 3 /6 Q ?? m 

(1000kg/m 3 );r(3m) 2 

Therefore, this dome can be lifted by attaching a tube which is 77 cm long. 

Discussioit Note that the water pressure in the dome can be changed greatly 
by a small amount of water in the vertical tube. 
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Chapter 3 Pressure and Fluid Statics 


3-143 

Solution The water in a reservoil' is restrained by a triangular wall. The total forcé (hydrostatic + atmospheric) acting 
on the inner surface of the wall and the horizontal component of this forcé are to be determined. 

Assumptions 1 Atmospheric pressure acts on both sides of the gate, and thus it can be ignored in calculations for 
convenience. 2 Friction at the hinge is negligible. 

Properties We take the density of water to be 1000 kg/m 
throughout. 

AnalysisThe length of the wall surface underwater is 

b= 25 m = 28.87 m 
sin 60° 

The average pressure on a surface is the pressure at the centroid 
(midpoint) of the surface, and multiplying it by the píate area gives 
the resultant hydrostatic forcé on the surface, 



F R = P „g A = (^atm + PSK ) A 

= [100,000 N/m 2 + (lOOO kg/m 3 )(9.81 m/s 2 )(12.5 m)](l50x 28.87 m 2 ) 

= 9.64x10 8 N 

Noting that 


1 N 


1 kg-m/s~ 


100,000 N/m- 


pg sin 60° (1000 kg/m 3 )(9.81 m/s 2 ) sin 60 c 


^lkg-m/s 2 ^ 
IN 


= 11.77 m 


the distance of the pressure center from the free surface of water along the wall surface is 

= 17.1 m 


b b 2 28.87 m (28.87 m) 2 

y P =* + -+ ——;-ñ—T = 0 ' 


12 


u í o 

s + —+--— 

V 2 PS s ' n 6 j 


. 28.87m , 

12 0 +-+ 11.77 m 


The magnitude of the horizontal component of the hydrostatic forcé is simply F R sin 0, 


F h = F r sin 0 = (9.64x10 8 N)sin60° = 8.35x10® N 


Discussion Atmospheric pressure is usually ignored in the analysis for convenience since it acts on both sides of the 
walls. 
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Chapter 3 Pressure and Fluid Statics 


3-144 

Solution A U-tube that contains water in its right arm and another liquid in its left arm is rotated about an axis closer 
to the left arm. For a known rotation rate at which the liquid levels in both arms are the same, the density of the fluid in the 
left arm is to be determined. 

Assumptions 1 Both the fluid and the water are incompressible fluids. 2 The 
two fluids meet at the axis of rotation, and thus there is only water to the right of 
the axis of rotation. 


Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The pressure difference between two points 1 and 2 in an 
incompressible fluid rotating in rigid body motion (the same fluid) is given by 

2 

P 2 ~P\ =—^-( r 2 2 Pg( z 2- z \) 

where 

új = 2m = 27t( 30 rev/min)^ j = 3.14 rad/s 
(for both arms of the U-tube). 



The pressure at point 2 is the same for both fluids, so are the pressures at points 1 and 1* (P\ = P¡* = P atm ). Therefore, 
P 2 ~ P\ is the same for both fluids. Noting that z 2 ~ z \ — for both fluids and expressing P 2 - P\ for each fluid, 

2 

Water. P 2 -P x * = ^ -(0 -R¡)~p w g(-h ) = p w (-co 2 R¡ /2 + gh) 


Fluid: P 2 -P x = (0 - R 2 ) - p f g{—h) = p f (-w 2 R 2 / 2 + gh) 


Setting them equal to each other and solving for pf gives 

-co 2 Rl /2 + gh “(3-14 rad/s)" (0.15 m)" +^9.81 m/s 2 )(0.10 m) 
P> -co 2 R 2 /2 + gh Pw -(3.14 rad/s) 2 (0.05 m) 2 +(9.81 m/s 2 )(0.10m) 


(1000 kg/m 3 ) = 794 kg/m 3 


Discussion Note that this device can be used to determine relative densities, though it wouldn’t be very practical. 
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Solution A vertical cylindrical tank is completely filled with gasoline, and the tank is rotated about its vertical axis at 
a specified rate while being accelerated upward. The pressures difference between the centers of the bottom and top 
surfaces, and the pressures difference between the center and the edge of the bottom surface are to be determined. 


Assumptions 1 The increase in the rotational speed is very slow so 
that the liquid in the container always acts as a rigid body. 2 Gasoline 
is an incompressible substance. 

Properties The density of the gasoline is given to be 740 kg/m ’. 

Analysis The pressure difference between two points 1 and 2 in 
an incompressible fluid rotating in rigid body motion is given by 

2 

P 2 -P\= ^ (r 2 ~ r \)~ Pg( z 2 ~ z \) ■ The effect of linear 

acceleration in the vertical direction is accounted for by replacing g by 
g + a z . Then, 


p 2 ~P\ -r l 2 )~p(g + a z )(z 2 -z,) 


where R = 0.50 m is the radius, and 


5 m/s 2 



(o = 2 m = 27t( 90 rev/min) 


1 min \ 

60 s J 


= 9.425 rad/s 


(a) Taking points 1 and 2 to be the centers of the bottom and top surfaces, respectively, we have r x =r 2 = 0 and 
z 2 -z x = h = 3m. Then, 


-^center,top ^center,bottom '^ P(g + )( z 2 z \) P(g ^ ^ 


f 

= -(740 kg/m 3 )(9.81 m/s 2 +5)(2 m) 

V 


lkN 

1000 kg-m/s 


\ 


2 

y 


21.8 kN/m 2 =21.9 kPa 


(h) Taking points 1 and 2 to be the center and edge of the bottom surface, respectively, we have = 0 , r 2 = R , and 
z 2 = z¡ = 0 . Then, 


P — P 

J edge, bottom 1 center, bottom 


^ ( ^_ 0)_0 = ^1 


(740 kg/m 3 )(9.425 rad/s) 2 (0.50 m) 2 f 


lkN 


1000kg-m/s' y 


8.22kN/m 2 =8.22 kPa 


Discussion Note that the rotation of the tank does not affect the pressure difference along the axis of the tank. 
Likewise, the vertical acceleration does not affect the pressure difference between the edge and the center of the bottom 
surface (or any other horizontal plañe). 
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Chapter 3 Pressure and Fluid Statics 
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Solution A rectangular water tank open to the atmosphere is accelerated to the right on a level surface at a specified 
rate. The máximum pressure in the tank above the atmospheric level is to be determined. 


Vent 


1.5 


h 0 =2.5 


n 


e 


Water 

tank 


L =5 m 


. = 2 m/s" 


Assumptions 1 The road is horizontal during acceleration so that acceleration has no vertical component (a z = 0). 2 
Effects of splashing, breaking and driving over bumps are assumed to be secondary, and are not considered. 3 The vent is 
never blocked, and thus the mínimum pressure is the atmospheric pressure. 


Properties We take the density of water to be 1000 kg/nr’. 


Analysis We take the x-axis to be the direction of motion, the z-axis to be the upward vertical direction. The tangent 
of the angle the free surface makes with the horizontal is 

tan 0 = a - x =---= 0.2039 (and thus 0 = 11.5°) 

g + a z 9.81 + 0 

The máximum vertical rise of the free surface occurs at the back of the tank, and the vertical midsection experiences no rise 
or drop during acceleration. Then the máximum vertical rise at the back of the tank relative to the neutral midplane is 

Az max =(L/2) tan 6 = [(5 m)/2] x 0.2039 = 0.510 m 


which is less than 1.5 m high air space. Therefore, water never reaches the ceiling, and the máximum water height and the 
corresponding máximum pressure are 


/í m ax = K + Az m ax = 2.50 + 0.510 = 3.01m 


^max P&h max 


f 

(1000 kg/m 3 )(9.81 m/s 2 )(3.01 m) 

V 


lkN 

1000 kg-m/s 


\ 


2 

y 


29.5 kN/m 2 =29.5kPa 


Discussion It can be shown that the gage pressure at the bottom of the tank varíes from 29.5 kPa at the back of the tank 
to 24.5 kPa at the midsection and 19.5 kPa at the front of the tank. 
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Chapter 3 Pressure and Fluid Statics 


3-147 



Solution The previous problem is reconsidered. The effect of acceleration on the slope of the free surface of water in 
the tank as the acceleration varíes from 0 to 5 m/s 2 in increments of 0.5 m/s 2 is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 "m/s2" 
rho=1000 "kg/m3" 

L=5 "m" 
h0=2.5 "m" 

a_z=0 

tan(theta)=a_x/(g+a_z) 

h_max=hO+(L/2)*tan(theta) 

P_max=rho*g*h_max/1000 "kPa" 


Acceleration 

a x , m/s 2 

Free surface 
angle, (P 

Máximum height 

^max? fu 

Máximum pressure 

P max? kPci 

0.0 

0.0 

2.50 

24.5 

0.5 

2.9 

2.63 

25.8 

1.0 

5.8 

2.75 

27.0 

1.5 

8.7 

2.88 

28.3 

2.0 

11.5 

3.01 

29.5 

2.5 

14.3 

3.14 

30.8 

3.0 

17.0 

3.26 

32.0 

3.5 

19.6 

3.39 

33.3 

4.0 

22.2 

3.52 

34.5 

4.5 

24.6 

3.65 

35.8 

5.0 

27.0 

3.77 

37.0 



0 1 2 3 2 4 5 

a x , m/s 2 

Discussion Note that water never reaches the ceiling, and a full free surface is formed in the tank. 
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Chapter 3 Pressure and Fluid Statics 


3-148 

Solution An elastic air balloon submerged in water is attached to the base of the tank. The change in the tensión 
forcé of the cable is to be determined when the tank pressure is increased and the balloon diameter is decreased in 
accordance with the relation P = CD' 2 . 


Assumptions 1 Atmospheric pressure acts on all surfaces, and thus it can be 
ignored in calculations for convenience. 2 Water is an incompressible fluid. 3 
The weight of the balloon and the air in it is negligible. 

Properties We take the density of water to be 1000 kg/m 3 . 


Analysis The tensión forcé on the cable holding the balloon is determined 
from a forcé balance on the balloon to be 

F cable “ F B - W balIoon = F b 

The buoyancy forcé acting on the balloon initially is 



kD í 

f b,\ = P w g V baiioon,\= Avg^- = ( 1000 kg/m 3 )(9.81 m/s 2 ) 


7t( 0.30 m) 3 


IN 


A 


1 kg - m/s" 


= 138.7 N 


6 6 

The variation of pressure with diameter is given as P = CD 2 , which is equivalent to D = -JC / P . Then the final diameter 
of the hall becomes 

JcTPi 


Di 

D 


,_■= — -> D 2 = D, — = (0.30 m) 

i y/c77] \P 2 “ 1 \ F 2 


0.1 MPa 
1.6 MPa 


= 0.075 m 


The buoyancy forcé acting on the balloon in this case is 

7tD o 

F B,2 =Pwg V ba!ioon,2 = Pw g = 0 000 kg/m 3 )(9.81 m/s 2 ) 

6 

Then the percent change in the cable for becomes 


/r(0.075 m) 3 


IN 


1 kg-m/s’ 


= 2.2 N 


Change% = 


F cable,l F cable,2 ± . „„ F B, 1 F B ,2 4 

- *100 =- *100 = 


cable, 1 


B, 1 


138 7 2 2 *100 = 98.4%. 
138.7 


Therefore, increasing the tank pressure in this case results in 98.4% reduction in cable tensión. 


Discussioit We can obtain a relation for the change in cable tensión as follows: 
Change% = - 


F B, 1 F B,2 .j, , ,,,, Pwg ^balloon, 1 /-Tv//^balloon.2 . . . . 
- *100 =- *100 


B, 1 


Pwg ^balloon, 1 


= 100 


1 — 


V, 


balloon,2 


v, 


balloon,! 


\ 

í 


( 

í p \ 1 

3/2 A 

II 

o 

o 

1—i 

ii 

o 

o 

1- 



/ 

l D n 


V 

1^2 J 

y 
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Chapter 3 Pressure and Fluid Statics 


3-149 

Solution The previous problem is reconsidered. The effect of the air pressure above the water on the cable forcé as 
the pressure varíes from 0.1 MPa to 10 MPa is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

P1=0.1 "MPa" 

Change=100*(1-(P1/P2) A 1.5) 

100 


80 

vo 60 

m 

LL 

C 40 

(!) 

O) 

C 

j2 20 
O 

0 

0 2 4 6 8 10 

P2, MPa 


Discussion The change in cable tensión is at first very rapid, but levels off as the balloon shrinks to nearly zero 
diameter at high pressure. 


Tank pressure 
P 2 , MPa 

%Change in 
cable tensión 

0.1 

0.0 

0.2 

64.6 

0.3 

80.8 

0.4 

87.5 

0.6 

93.2 

0.8 

95.6 

1 

96.8 

2 

98.9 

3 

99.4 

4 

99.6 

5 

99.7 

6 

99.8 

7 

99.8 

8 

99.9 

9 

99.9 

10 

99.9 




3-150 

Solution An iceberg íloating in seawater is considered. The volume fraction of the iceberg submerged in seawater is 
to be determined, and the reason for their turnover is to be explained. 


Assumptions 1 The buoyancy forcé in air is negligible. 2 The density of iceberg and seawater are uniform. 


Properties The densities of iceberg and seawater are given to be 917 kg/m and 1042 kg/m , respectively. 

Analysis (a) The weight of a body floating in a Huid is equal to the buoyant forcé acting on it (a consequence of 

vertical forcé balance from static equilibrium). Therefore, 

W=F b 

/^bodyál^total — /Afluid & ^submerged 


V. 


submerged P body /^iceberg 917 


= 0.880 or 88% 


^total Pñ uid /^seawater 1042 

Therefore, 88 % of the volume of the iceberg is submerged in this case. 

(b) Heat transfer to the iceberg due to the temperature difference between the 
seawater and an iceberg causes uneven melting of the irregularly shaped iceberg. 

The resulting shift in the center of mass causes the iceberg to turn over. 



Discussion The submerged fraction depends on the density of seawater, and this fraction can differ in different seas. 
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Chapter 3 Pressure and Fluid Statics 


3-151 

Solution A cylindrical container equipped with a manometer is inverted and pressed into water. The differential 
height of the manometer and the forcé needed to hold the container in place are to be determined. 



Assumptions 1 Atmospheric pressure acts on all surfaces, and thus it can be ignored in calculations for convenience. 2 
The variation of air pressure inside cylinder is negligible. 

Properties We take the density of water to be 1000 kg/nr’. The density of the manometer fluid is 


Ammo = SG X p w = 2.1 (l 000 kg/m 3 ) = 2100 kg/m 3 


Analysis The pressures at point A and B must be the same since they are on the same horizontal line in the same 
fluid. Then the gage pressure in the cylinder becomes 


p, i, gag e = P w gK = (1000 kg/m 3 X9.81 m/s )(0.20 m) 


1 N 


1 kg-m/s~ 


= 1962 N/m =1962 Pa 


The manometer also indicates the gage pressure in the cylinder. Therefore, 


^air, gage {P S^Omano ~^ 


P 

_ air. gage 


/^manoi? 


1962 N/m 3 f 1 kg-m/s 3 3 

(2100 kg/m 3 )(9.81 m/s 3 )^ 1 kN/m 3 J 


= 0.0950 m = 9.50 cm 


A forcé balance on the cylinder in the vertical direction yields 
F+W=P A 

' air, gage c 

Solving for F and substituting, 

nD 1 / ,,^(0.30m)' 

F — gage — - w = (1962 N/m 2 )—-——-1—79 N =59.7N 

Discussion We could also solve this problem by considering the atmospheric pressure, but we would obtain the same 
result since atmospheric pressure would cancel out. 
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Chapter 3 Pressure and Fluid Statics 


Design and Essay Problems 


3-152 

Solution We are to discuss the design of shoes that enable people to walk on water. 

Discussioit Students’ discussions should be unique and will differ from each other. 


3-153 

Solution We are to discuss how to measure the volume of a rock without using any volume measurement devices. 

Analysis The volume of a rock can be determined without using any volume measurement devices as follows: We 

weigh the rock in the air and then in the water. The difference between the two weights is due to the buoyancy forcé, which 
is equal to F B = /\ v;llC r,g^bodv • Solving this relation for V hoAy gives the volume of the rock. 

Discussion Since this is an open-ended design problem, students may come up with different, but equally valid 
techniques. 
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Chapter 4 Fluid Kinematics 


Introductory Problems 


4-1C 

Solution We are to define and explain kinematics and fluid kinematics. 

Analysis Kinematics means the study of motion. Fluid kinematics is the study of how fluids flow and how to 
describe fluid motion. Fluid kinematics deais with describing the motion of fluids without considering (or even 
understanding) the forces and moments that cause the motion. 

Discussioit Fluid kinematics deais with such things as describing how a fluid particle translates, distorts, and rotates, 
and how to visualize flow fields. 


4-2 

Solution We are to write an equation for centerline speed through a nozzle, given that the flow speed increases 
parabolically. 

Assumptions 1 The flow is steady. 2 The flow is axisymmetric. 3 The water is incompressible. 

Analysis A general equation for a parabola in the x direction is 

Generalparabolic equation: u = a + b[x-c ) (1) 

We have two boundary conditions, namely at x = 0, u = u en tmnce and at x = L, u = u ex ¡ t . By inspection, Eq. 1 is satisfied by 
setting c = 0, a = u en t mnce and b = (n exit - u entimce )/L 2 . Thus, Eq. 1 becomes 


Parabolic speed: 




entrance / 2 

--X 


( 2 ) 


Discussion You can verify Eq. 2 by plugging in x = 0 and x = L. 


4-3 

Solution For a given velocity field we are to find out if there is a stagnation point. If so, we are to calcúlate its 
location. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis The velocity field is 

V = (w, v) = (0.5 + 1.2x)7 + (-2.0-1.2y)7 (1) 

At a stagnation point, both u and v must equal zero. At any point (x,y) in the flow field, the velocity components u and v are 
obtained from Eq. 1, 


Velocity components : 

z¿ = 0.5 +1.2.x v = -2.0-1.2y 

(2) 

Setting these to zero yields 



Stagnation point. 

0 = 0.5 + 1.2x x = -0.4167 

0 = -2.0 -1.2y y = -1.667 

(3) 


So, yes there is a stagnation point; its location is x = -0.417, y = -1.67 (to 3 digits). 

Discussion lf the flow were three-dimensional, we would have to set w = 0 as well to determine the location of the 
stagnation point. In some flow fields there is more than one stagnation point. 
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4-4 

Solution 

location. 

Assumptions 

Analysis 


Chapter 4 Fluid Kinematics 

For a given velocity fíele! we are to fmd out if there is a stagnation point. If so, we are to calcúlate its 

1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

The velocity field is 


V = (u,v) = (o 2 -{b—cxf j/ + [-2cby + 2c 2 xyj j (1) 


At a stagnation point, both u and v must equal zero. At any point (x,y) in the flow field, the velocity components u and v are 
obtained from Eq. 1, 

Velocity components'. u = a 2 -(b-cx ) v = -2cby + 2c 2 xy (2) 

Setting these to zero and solving simultaneously yields 

n 2 /, b-a 

0 = a —Ib —ex) x = - 

Stagnation point c (3) 

v = — 2cby + 2c 1 xy y = 0 

So, yes there is a stagnation point; its location is x = (b- a)lc,y = 0. 


Discussion If the flow were three-dimensional, we would have to set w = 0 as well to determine the location of the 
stagnation point. In some flow fields there is more than one stagnation point. 


Lagrangian and Eulerian Descriptions 


4-5C 

Solution We are to define the Lagrangian description of fluid motion. 

Analysis In the Lagrangian description of fluid motion, individual fluid particles (fluid elements composed of a 
fixed, identifiable mass of fluid) are followed. 

Discussion The Lagrangian method of studying fluid motion is similar to that of studying billiard balls and other solid 
objeets in physics. 


4-6C 

Solution We are to compare the Lagrangian method to the study of Systems and control volumes and determine to 
which of these it is most similar. 

Analysis The Lagrangian method is more similar to System analysis (i.e., closed system analysis). In both cases, 
we follow a mass of fixed identity as it moves in a flow. In a control volume analysis, on the other hand, mass moves into 
and out of the control volume, and we don’t follow any particular chunk of fluid. Instead we analyze whatever fluid 
happens to be inside the control volume at the time. 

Discussion In fact, the Lagrangian analysis is the same as a system analysis in the limit as the size of the system shrinks 
to a point. 
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4-7C 

Solution 

description. 


Chapter 4 Fluid Kinematics 


We are to define the Eulerian description of fluid motion, and explain how it differs from the Lagrangian 


Analysis In the Eulerian description of fluid motion, we are concerned with field variables , such as velocity, 
pressure, temperature, etc., as funetions of space and time within a flow domain or control volume. In contrast to the 
Lagrangian method, fluid ílows into and out of the Eulerian flow domain, and we do not keep track of the motion of 
particular identifiable fluid particles. 

Discussioit The Eulerian method of studying fluid motion is not as “natural” as the Lagrangian method since the 
fundamental conservation laws apply to moving particles, not to fields. 


4-8C 

Solution We are to determine whether a measurement is Lagrangian or Eulerian. 

Analysis Since the probe is fixed in space and the fluid flows around it, we are not following individual fluid 

particles as they move. Instead, we are measuring a field variable at a particular location in space. Thus this is an Eulerian 
measurement. 

Discussioit If a neutrally buoyant probe were to move with the flow, its residís would be Lagrangian measurements - 
following fluid particles. 


4-9C 

Solution We are to determine whether a measurement is Lagrangian or Eulerian. 

Analysis Since the probe moves with the flow and is neutrally buoyant, we are following individual fluid particles as 
they move through the pump. Thus this is a Lagrangian measurement. 

Discussioit If the probe were instead fixed at one location in the flow, its results woidd be Eulerian measurements. 


4-1OC 

Solution We are to determine whether a measurement is Lagrangian or Eulerian. 

Analysis Since the weather balloon moves with the air and is neutrally buoyant, we are following individual “fluid 

particles” as they move through the atmosphere. Thus this is a Lagrangian measurement. Note that in this case the “fluid 
particle” is huge, and can follow gross features of the flow - the balloon obviously cannot follow small scale turbulent 
fluctuations in the atmosphere. 

Discussioit When weather monitoring instruments are mounted on the roof of a building, the results are Eulerian 
measurements. 


4-11C 

Solution We are to determine whether a measurement is Lagrangian or Eulerian. 

Analysis Relative to the airplane, the probe is fixed and the air flows around it. We are not following individual fluid 
particles as they move. Instead, we are measuring a field variable at a particular location in space relative to the moving 
airplane. Thus this is an Eulerian measurement. 

Discussioit The airplane is moving, but it is not moving with the flow. 
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Chapter 4 Fluid Kinematics 


4-12C 

Solution We are to compare the Eulerian method to the study of Systems and control volumes and determine to 
which of these it is most similar. 

Analysis The Eulerian method is more similar to control volume analysis. In both cases, mass moves into and out 
of the flow domain or control volume, and we don’t follow any particular chunk of fluid. Instead we analyze whatever fluid 
happens to be inside the control volume at the time. 

Discussioit In fact, the Eiderian analysis is the same as a control volume analysis except that Eulerian analysis is 
usually applied to infinitesimal volumes and differential equations of fluid flow, whereas control volume analysis usually 
refers to finite volumes and integral equations of fluid flow. 


4-13C 

Solution We are to define a steady flow field in the Eulerian description, and discuss particle acceleration in such a 
flow. 

Analysis A flow field is defined as steady in the Eulerian frame of reference when properties at any point in the 
flow field do not change with respect to time. In such a flow field, individual fluid particles may still experience non-zero 
acceleration - the answer to the question is yes. 

Discussion Although velocity is not a function of time in a steady flow field, its total derivative with respect to time 
| a = dV / is not necessarily zero since the acceleration is composed of a local (unsteady) part which is zero and an 
advective part which is not necessarily zero. 


4-14C 

Solution We are to list three altérnate ñames for material derivative. 

Analysis The material derivative is also called total derivative, particle derivative, Eulerian derivative, 

Lagrangian derivative, and substantial derivative. “Total” is appropriate because the material derivative ineludes both 
local (unsteady) and convective parts. “Particle” is appropriate because it stresses that the material derivative is one 
following fluid particles as they move about in the flow field. “Eulerian” is appropriate since the material derivative is used 
to transform from Lagrangian to Eulerian reference frames. “Lagrangian” is appropriate since the material derivative is 
used to transform from Lagrangian to Eulerian reference frames. Finally, “substantial” is not as clear of a term for the 
material derivative, and we are not sure of its origin. 

Discussion All of these ñames emphasize that we are following a fluid particle as it moves through a flow field. 
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4-15 

Solution 


We are to calcúlate the material acceleration for a given velocity field. 


Chapter 4 Fluid Kinematics 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
Analysis The velocity field is 

V = (u,v) = (U 0 +bx)í-byj (1) 

The acceleration field components are obtained from its definition (the material acceleration) in Cartesian coordinates, 

du du du du 

= U + [U 0 + bx )b + [-by) U + U 

( 2 ) 


a x =— + u—+v— + w— = Q + (U 0 +bx)b + (-by)0 + Q 

x dt dx dy dz \ o j \ xj 

dv dv dv dv „ , rT , t , \/ ,\ _ 

a = —+u — + v— + w— = 0 + (U 0 + bx)0 + (-by)(-b)-H) 

dt dx dy dz 


where the unsteady terms are zero since this is a steady flow, and the terms with w are zero since the flow is two- 
dimensional. Eq. 2 simplifies to 


Material acceleration components : 
In terms of a vector, 

Material acceleration vector. 


a x = b(U 0 +bx) a r =b 2 y 


a - b ( U Q +bx)i + b 2 yj 


( 3 ) 

( 4 ) 


Discussion For positive x and b, fluid partióles accelerate in the positive x direction. Even though this flow is steady, 
there is still a non-zero acceleration field. 


4-16 

Solution 

partióle. 

Assumptions 

Analysis 


For a given pressure and velocity field, we are to calcúlate the rate of change of pressure following a fluid 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

The pressure field is 


Pressure field : 


P = P 0 -^[lU Q bx + b 2 (x 2 +y 2 )\ (1) 


By definition, the material derivative, when applied to pressure, produces the rate of change of pressure following a fluid 
partióle. Using Eq. 1 and the velocity components from the previous problem, 


DP di/ dP dP df 

- =-/—+u -hV-1- wf— 

Dt /dt dx dy / dz 

Steady Two-dimensional 

= (U 0 + bx) {-pU 0 b - pb 2 x) + (-by) ( -pb 2 y) 


( 2 ) 


where the unsteady term is zero since this is a steady flow, and the term with w is zero since the flow is two-dimensional. 
Eq. 2 simplifies to the following rate of change of pressure following a fluid partióle: 


^ = P [~U 0 2 b - 2 U 0 b 2 x + b 3 (y 2 -x 2 )] 


( 3 ) 


Discussion The material derivative can be applied to any flow property, scalar or vector. Flere we apply it to the 
pressure, a scalar quantity. 
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Chapter 4 Fluid Kinematics 


4-17 

Solution For a given velocity field we are to calcúlate the acceleration. 

Assumptions 1 The flow is steady. 2 The llow is two-dimensional in the x-y plañe. 

Aitalysis The velocity components are 

Velocity components'. u = 1.1 + 2.8x + 0.65y v = 0.98-2.lx-2.8y (1) 

The acceleration field components are obtained from its definition (the material acceleration) in Cartesian coordinates, 

8u 9u 9u 8u = 0 + (l.l + 2.8x + 0.65j;)(2.8) + (0.98-2.1x-2.8y)(0.65) + 0 

( 2 ) 


a r = ■ 


dt 

dx 

dy 

dz 

dv 

dv 

dv 

dv 

-h U - 

+ v- 1- w 

— 

dt 

dx 

dy 

dz 


where the unsteady terms are zero since this is a steady flow, and the terms with w are zero since the flow is two- 
dimensional. Eq. 2 simplifies to 


Acceleration components'. 


a x = 3.717+ 6.475x a v = -5.054 + 6.475y 


( 3 ) 


At the point (x,y) = (-2,3), the acceleration components of Eq. 3 are 

Acceleration components at (-2,3): a x = -9.233 £ -9.23 a v = 14.371 £ 14.4 


Discussion The final answers are given to three significant digits. No units are given in either the problem statement or 
the answers. We assume that the coefficients have appropriate units. 


4-18 

Solution For a given velocity field we are to calcúlate the acceleration. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Aitalysis The velocity components are 

Velocity’components'. u = 0.20 + 1.3x + 0.85y v =-0.50 + 0.95x-1.3y (1) 

The acceleration field components are obtained from its definition (the material acceleration) in Cartesian coordinates, 


a x = ^ + M^- + v|^ + Wy- = 0 + (0.20 + 1.3x+0.85y)(l.3) + (-0.50 + 0.95x-1.3.y)(0.85) + 0 

a =— + u — + v— + w— = 0 + (0.20 + 1.3x + 0.85y)(0.95) + (-0.50 + 0.95x-1.3j;)(-1.3)+0 

dt dx dy dz 


( 2 ) 


where the unsteady terms are zero since this is a steady flow, and the terms with w are zero since the flow is two- 
dimensional. Eq. 2 simplifies to 


Acceleration components : 


a x =-0.165 +2.4975x a = 0.84 + 2.4975y 


( 3 ) 


At the point (x,y) = (1,2), the acceleration components of Eq. 3 are 


Acceleration components at (1,2): 


a, = 2.3325 = 2.33 


a =5.835 = 5.84 


Discussion The final answers are given to three significant digits. No units are given in either the problem statement or 
the answers. We assume that the coefficients have appropriate units. 


4-7 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www^elsoiucionario.nfet J 










4-19 

Solution 

Assumptions 

Analysis 


Chapter 4 Fluid Kinematics 

We are to generate an expression for the fluid acceleration for a given velocity. 

1 The flow is steady. 2 The flow is axisymmetric. 3 The water is incompressible. 

In Problem 4-2 we found that along the centerline, 


Speed along centerline of nozzle : 


(‘ 


, v^exit ^entrence ) 2 

+ —- — X 

^ en trance y 2 


To find the acceleration in the x-direction, we use the material acceleration. 
Acceleration along centerline of nozzle : 


du du du ñu 

a r = +u - 1 - v -f -— + wf— 

/ot dx /dy / dz 


(1) 


( 2 ) 


The first term in Eq. 2 is zero because the flow is steady. The last two terms are zero because the flow is axisymmetric, 
which means that along the centerline there can be no v or w velocity component. We substitute Eq. 1 for u to obtain 


Acceleration along centerline of nozzle'. 


du 

dx 


O^exit ^ entrance ) 2 / \ ( ^exit ^entrance ) 

\ l ) f 


( 3 ) 


or 


V^exit ^entrence / , ~ \^exit ^entrance ) 3 

a =2 u , 1 ;- -x + 2 1 - ; - x 

x entrance y 2 y A 


( 4 ) 


Discussion Fluid partióles are accelerated along the centerline of the nozzle, even though the flow is steady. 


4-20 

Solution 

parabolically. 


We are to write an equation for centerline speed through a difñiser, given that the flow speed decreases 


Assumptions 1 The flow is steady. 2 The flow is axisymmetric. 

Analysis A general equation for a parabola in x is 

Generalparabolic equation : u = a + b[x — c) 


( 1 ) 


We have two boundary conditions, namely at x = 0, u = M en trance and at x = L,u = « cxll . By inspection, Eq. 1 is satisfied by 

r 2 


setting c = 0, a = «entrence and b = («exit - «entrence)/^- Thus, Eq. 1 becomes 
Parabolic speed'. 


{i, 


, exit ^entrance ) 2 

U = U . H-- X 

entrance j2 


( 2 ) 


Discussion You can verify Eq. 2 by plugging in x = 0 and x = L. 
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Chapter 4 Fluid Kinematics 


4-21 

Solution We are to generate an expression for the fluid acceleration for a given velocity, and then calcúlate its valué 
at two x locations. 


Assumptions 1 The flow is steady. 2 The flow is axisymmetric. 


Analysis In the previous problem, we found that along the centerline, 

(lí ■ — U I 

Speed along centerline of diffuser. u = ?¿ entranc( , + ^ x 2 


To find the acceleration in the x-direction, we use the material acceleration. 


Acceleration along centerline of diffuser. 



(1) 

( 2 ) 


The first temí in Eq. 2 is zero because the flow is steady. The last two terms are zero because the flow is axisymmetric, 
which means that along the centerline there can be no v or w velocity component. We substitute Eq. 1 for u to obtain 


Acceleration along centerline of diffuser. 


du 

dx 


(i 


entrance / 2 

-X 


) ..\ 2 )í 


or 


a = 2 u 


(^exit ^entrence 


^ Jt + 2 ^^ eX ' t ^entrance ) v 3 


J 2 


At the given locations, we substitute the given valúes. At x = 0, 
Acceleration along centerline of diffuser atx = 0 : a x (x = 0) = 0 

Atx = 1.0 m, 

Acceleration along centerline of diffuser atx = 1.0 m: 

, . , . (-25.0 m/s) . . (-25.0 m/s)" , , 3 

a x (x = 1.0 m) = 2(30.0 m/s)— -^-(l.O m) + 2^—-j—(l.O m) 


(2.0 m)~ 


(2.0 m) 


= -297 m/s 2 


( 3 ) 

( 4 ) 

( 5 ) 


Discussion a x is negative implying that fluid particles are decelerated along the centerline of the diffuser, even though 
the flow is steady. Because of the parabolic nature of the velocity field, the acceleration is zero at the entrance of the 
diffuser, but its magnitude increases rapidly downstream. 
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Chapter 4 Fluid Kinematics 


Flow Patterns and Flow Visualization 


4-22C 

Solution We are to define streamline and discuss what streamlines indícate. 

Analysis A streamline is a curve that is everywhere tangent to the instantaneous local velocity vector. It 

indicates the instantaneous direction of fluid motion throughout the flow field. 

Discussioit If a flow field is steady, streamlines, pathlines, and streaklines are identical. 


4-23 

Solution 

Assumptions 


For a given velocity field we are to generate an equation for the streamlines. 
1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 


Analysis The steady, two-dimensional velocity field of Problem 4-15 is 

Velocity field'. V = (m,v) = (t/ 0 +bx)i -byj (1) 

For two-dimensional flow in the x-y plañe, streamlines are given by 

Streamlines in the x-y plañe'. 

We substitute the u and v components of Eq. 1 into Eq. 2 and rearrange to get 

dy _ -by 
dx U 0 + bx 

We solve the above differential equation by separation of variables: 

dy _ ¡- dx 
by ■'£/„ + bx 


40 

dx J 


along a streamline 


( 2 ) 


Integration yields 

-hn(by) = Un(U 0 +bx) + jlnC ¡ (3) 


where we have set the constant of integration as the natural logarithm of some constant C¡, with a constant in front in order 
to simplify the algebra (notice that the factor of 1 Ib can be removed from each term in Eq. 3). When we recall that \n(ab) = 
ln a + ln b, and that -ln a = 1 n(1 la), Eq. 3 simplifies to 


Equation for streamlines'. 


C 

(U 0 + bx) 


( 4 ) 


The new constant C is related to C\, and is introduced for simplicity. 


Discussioit Each valué of constant C yields a unique streamline of the flow. 
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4-24E 

Solution For a given velocity field we are to plot several 
streamlines for a given range ofx and y valúes. 


Chapter 4 Fluid Kinematics 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in 
the x-y plañe. 

Analysis From the solution to the previous problem, an equation 
for the streamlines is 

C 

Streamlines in the x-y plañe: y = ——(1) 

Constant C is set to various valúes in order to plot the streamlines. 
Several streamlines in the given range ofx and y are plotted in Fig. 1. 

The direction of the flow is found by calculating u and v at 
some point in the flow field. We choose x = 1 ft. y = 1 ft. At this point u 
= 9.6 ft/s and v = -4.6 ft/s. The direction of the velocity at this point is 
obviously to the lower right. This sets the direction of all the 
streamlines. The arrows in Fig. 1 indícate the direction of flow. 

Discussioit The flow is type of converging channel flow. 



FIGURE 1 

Streamlines (solid blue curves) for the given 
velocity field; x and y are in units of ft. 


4-25C 

Solution We are to determine what kind of flow visualization is seen in a photograph. 

Analysis Since the picture is a snapshot of dye streaks in water, each streak shows the time history of dye that was 

introduced earlier from a port in the body. Thus these are streaklines. Since the flow appears to be steady, these streaklines 
are the same as pathlines and streamlines. 

Discussioit It is assumed that the dye follows the flow of the water. If the dye is of nearly the same density as the water, 
this is a reasonable assumption. 


4-26C 

Solution We are to define pathline and discuss what pathlines indícate. 

Analysis A pathline is the actual path traveled by an individual fluid particle over some time period. It indicates 

the exact route along which a fluid particle travels from its starting point to its ending point. Unlike streamlines, pathlines 
are not instantaneous, but involve a finite time period. 

Discussioit If a flow field is steady, streamlines, pathlines, and streaklines are identical. 


4-27C 

Solution We are to define streakline and discuss the difference between streaklines and streamlines. 

Analysis A streakline is the locus of fluid partióles that have passed sequentially through a prescribed point in 
the flow. Streaklines are very different than streamlines. Streamlines are instantaneous curves, everywhere tangent to the 
local velocity, while streaklines are produced over a finite time period. In an unsteady flow, streaklines distort and then 
retain features of that distorted shape even as the flow field changes, whereas streamlines change instantaneously with the 
flow field. 

Discussioit If a flow field is steady, streamlines and streaklines are identical. 
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4-28C 

Solution 


Chapter 4 Fluid Kinematics 


We are to determine what kind of flow visualization is seen in a photograph. 

Analysis Since the picture is a snapshot of dye streaks in water, each streak shows the time history of dye that was 
introduced earlier from a port in the body. Thus these are streaklines. Since the flow appears to be unsteady, these 
streaklines are not the same as pathlines or streamlines. 

Discussioit It is assumed that the dye follows the flow of the water. If the dye is of nearly the same density as the water, 
this is a reasonable assumption. 


4-29C 

Solution We are to determine what kind of flow visualization is seen in a photograph. 

Analysis Since the picture is a snapshot of smoke streaks in air, each streak shows the time history of smoke that was 

introduced earlier from the smoke wire. Thus these are streaklines. Since the flow appears to be unsteady, these streaklines 
are not the same as pathlines or streamlines. 

Discussioit It is assumed that the smoke follows the flow of the air. If the smoke is neutrally buoyant, this is a 
reasonable assumption. In actuality, the smoke rises a bit since it is hot; however, the air speeds are high enough that this 
effect is negligible. 


4-30C 

Solution We are to determine what kind of flow visualization is seen in a photograph. 

Analysis Since the picture is a time exposure of air bubbles in water, each white streak shows the path of an 
individual air bubble. Thus these are pathlines. Since the outer flow (top and bottom portions of the photograph) appears to 
be steady, these pathlines are the same as streaklines and streamlines. 

Discussioit It is assumed that the air bubbles follow the flow of the water. If the bubbles are small enough, this is a 
reasonable assumption. 


4-31C 

Solution We are to define timeline and discuss how timelines can be produced in a water channel. We are also to 
describe an application where timelines are more useful than streaklines. 

Analysis A timeline is a set of adjacent fluid particles that were marked at the same instant of time. Timelines 
can be produced in a water flow by using a hydrogen bubble wire. There are also techniques in which a Chemical reaction is 
initiated by applying current to the wire, changing the fluid color along the wire. Timelines are more useful than streaklines 
when the uniformity of a flow is to be visualized. Another application is to visualize the velocity profile of a boundary layer 
or a channel flow. 

Discussioit Timelines differ from streamlines, streaklines, and pathlines even if the flow is steady. 


4-32C 

Solution For each case we are to decide whether a vector plot or contour plot is most appropriate, and we are to 
explain our choice. 

Analysis In general, contour plots are most appropriate for scalars, while vector plots are necessary when vectors are 
to be visualized. 

(a) A contour plot of speed is most appropriate since fluid speed is a scalar. 

( b ) A vector plot of velocity vectors would clearly show where the flow separates. Altematively, a vorticity contour 
plot of vorticity normal to the plañe would also show the separation región clearly. 

(c) A contour plot of temperature is most appropriate since temperature is a scalar. 

( d) A contour plot of this component of vorticity is most appropriate since one component of a vector is a scalar. 

Discussioit There are other options for case (b) - temperature contours can also sometimes be used to identify a 
separation zone. 
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Chapter 4 Fluid Kinematics 


4-33 

Solution For a given velocity field we are to generate an equation for the streamlines and sketch several streamlines 
in the First quadrant. 


Assumptions 1 The flow is steady. 2 The ilow is two-dimensional in the x-y plañe. 


Analysis The velocity field is given by 

V = (m,v) = (0.5 + 1.2x)í + (—2.0 —1.2 j;)7 (1) 


For two-dimensional flow in the x-y plañe, streamlines are given by 

Streamlines in the x-y plañe : — | = — (2) 

4^ J along a streamline ^ 

We substitute the u and v components of Eq. 1 into Eq. 2 and rearrange to get 

dy -2.0-1.2 y 
dx 0.5 + 1.2x 

We solve the above differential equation by separation of variables: 

dy dx r dy r dx 

-2.0-l.2j ~ 0.5+ 1.2* J -2.0-l.2j ~ ' 0.5 + 1.2x 


Integration yields 

-^-ln(-2.0-1.2j) = ^-ln(0.5 + 1.2x)-^-lnC, (3) 


where we have set the constant of integration as the natural logarithm of 
some constant C t , with a constant in front in order to simplify the 
algebra. When we recall that ln (ab) = kuz + In A. and that -ln a = ln(l/a), 
Eq. 3 simplifies to 


Equation for streamlines : 


y = 


c 


1.2(0.5 + 1.2x) 


-1.667 


The new constant C is related to Ci, and is introduced for simplicity. C 
can be set to various valúes in order to plot the streamlines. Several 
streamlines in the upper right quadrant of the given flow field are shown 
in Fig. 1. 

The direction of the flow is found by calculating u and v at some 
point in the flow field. We choose x = 3, j = 3. At this point u = 4.1 and v 
= -5.6. The direction of the velocity at this point is obviously to the lower 
right. This sets the direction of all the streamlines. The arrows in Fig. 1 
indícate the direction of flow. 



x 


FIGURE 1 

Streamlines (solid black curves) for the 
given velocity field. 


Discussion The flow appears to be a counterclockwise turning flow in the upper right quadrant. 
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4-34 

Solution For a given velocity field we are to generate a velocity 
vector plot in the First quadrant. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in 
the x-y plañe. 

Analysis The velocity field is given by 

V = (u,v) = (0.5 + 1.2x)í + (-2.0 -1.2j) 7 (1) 

At any point (x,y) in the flow field, the velocity components u and v are 
obtained from Eq. 1, 

Velocity components: u = 0.5 + 1.2.r v = —2.0-1.2j (2) 

To plot velocity vectors, we simply pick an ( x,y ) point, calcúlate u and v 
from Eq. 2, and plot an arrow with its tail at (x,y), and its tip at 
(x+Su,y+Sv) where S is some scale factor for the vector plot. For the 
vector plot shown in Fig. 1, we chose S = 0.2, and plot velocity 
vectors at several locations in the first quadrant. 


Chapter 4 Fluid Kinematics 


6 
5 

y 4 
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FIGURE 1 

Velocity vectors for the given velocity field. 
The scale is shown by the top arrow. 
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Discussion The flow appears to be a counterclockwise turning flow in the upper right quadrant. 


4-35 

Solution For a given velocity field we are to generate an acceleration vector plot in the first quadrant. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 
Analysis The velocity field is given by 


V = (w,v) = (0.5 + 1.2x)¿ +(-2.0-1.2 y)j (1) 


At any point (x,y) in the flow field, the velocity components u and v are 
obtained from Eq. 1, 

Velocity components: u = 0.5 +1 ,2x v = -2.0 -1 .2y (2) 

The acceleration field is obtained from its definition (the material 
acceleration), 

Acceleration components: 

du du du du , , w. ^ , 

a x — -h u -h v-h w — — 0 + (0.5 + 1.2x 1(1.21 + 0 + 0 

dt dx dy dz ( 3 ) 

a = —+ h —+ v—+w—= 0 + 0 + (-2.0-1.2j>)(-1.2)+0 
’ dt dx dy dz v n ’ 

where the unsteady terms are zero since this is a steady flow, and the terms 
with w are zero since the flow is two-dimensional. Eq. 3 simplifies to 
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FIGURE 1 


Acceleration components: a x = 0.6 + 1.44.r a y =2A + \A4y ( 4 ) Acceleration vectors for the velocity field. 

The scale is shown by the top arrow. 

To plot the acceleration vectors, we simply pick an ( x,y ) point, calcúlate a x 

and a y from Eq. 4, and plot an arrow with its tail at (x,y), and its tip at (x+Sa x ,y+Sa y ) where S is some scale factor for 
the vector plot. For the vector plot shown in Fig. 1, we chose S = 0.15, and plot acceleration vectors at several 
locations in the first quadrant. 


Discussion Since the flow is a counterclockwise turning flow in the upper right quadrant, the acceleration vectors point 
to the upper right (centripetal acceleration). 


4-14 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www/elsoíucionario.nfet J 















































Chapter 4 Fluid Kinematics 


4-36 

Solution For the given velocity field, the location(s) of stagnation point(s) are to be determined. Several velocity 
vectors are to be sketched and the velocity field is to be described. 


Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional, implying no z-component of 
velocity and no variation of u or v with z. 


Analysis ( a ) The velocity field is 

V = (u, v) = (l + 2.5x + y)J + (-0.5-1. 5x-2.5y)j (1) 


Since V is a vector, all its components must equal zero in order for V 
itself to be zero. Setting each component of Eq. 1 to zero, 

u= 1 + 2.5x + y = 0 

Simultaneous equations: 

H v = -0.5 -1.5x - 2.5y = 0 


We can easily solve this set of two equations and two unknowns 
simultaneously. Yes, there is one stagnation point, and it is located at 

Stagnation point: x = -0.421 m y = 0.0526 m 


( b ) The x and y components of velocity are calculated from Eq. 1 for 
several (x,y) locations in the specified range. For example, at the point (x = 
2 m, y = 3 m), u = 9.00 m/s and v = -11 m/s. The magnitude of velocity (the 
speed) at that point is 14.21 m/s. At this and at an array of other locations, 
the velocity vector is constructed from its two components, the results of 
which are shown in Fig. 1. The flow can be described as a 
counterclockwise turning, accelerating flow from the upper left to the lower 
right. The stagnation point of Part (a) does not lie in the upper right 
quadrant, and therefore does not appear on the sketch. 


Scale: 


10 m/s 



FIGURE 1 

Velocity vectors in the upper right quadrant 
for the given velocity field. 


Discussion The stagnation point location is given to three significant digits. It will be verified in Chap. 9 that this flow 
field is physically valid because it satisfies the differential equation for conservation of mass. 
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Chapter 4 Fluid Kinematics 


4-37 

Solution For the given velocity field, the material acceleration is to be calculated at a particular point and plotted at 
several locations in the upper right quadrant. 


Assumptions 1 The tlow is steady and incompressible. 2 The flow is two-dimensional, implying no z-component of 
velocity and no variation of u or v with z. 


Analysis (a) The velocity field is 

V =(m,v) = (1 + 2.5x + j/)¡ +(-0.5-1.5*-2.5j)y 


( 1 ) 


Using the velocity field of Eq. 1 and the equation for material acceleration in Cartesian coordinates, we write expressions 
for the two non-zero components of the acceleration vector: 


du du 

a r =- 1 -u — 

dt dx 


du du 

+ v — +w- 


dy dz 

= 0 +(l + 2.5x + y)(2.5) + (-0.5-1.5x-2.5j;)(l)+ 0 


and 


dv dv 

a„ =-h u — 

dt dx 


dv dv 

+ v— + w- 


dy dz 

= 0 +(l + 2.5x + >>)(-1.5) + (-0.5-1.5x-2.5j)(-2.5)+ 0 

At (x = 2 m, y = 3 m), a x = 11.5 m/s 2 and a y = 14.0 m/s 2 . 

(b) The above equations are applied to an array of x and y valúes in the 
upper right quadrant, and the acceleration vectors are plotted in Fig. 1. 

Discussioit The acceleration vectors plotted in Fig. 1 point to the upper 
right, increasing in magnitude away from the origin. This agrees 
qualitatively with the velocity vectors of Fig. 1 of the previous problem; 
namely, fluid particles are accelerated to the right and are turned in the 
counterclockwise direction due to centripetal acceleration towards the 
upper right. Note that the acceleration field is non-zero, even though the 
tlow is steady. 


Scale: 


10 m/s~ 



Acceleration vectors in the upper right 
quadrant for the given velocity field. 
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Solution 


Chapter 4 Fluid Kinematics 


For a given velocity field we are to plot a velocity magnitiide contour plot at five given valúes of speed. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-<9plane. 


Analysis Since u r = 0, and since co is positive, the speed is equal to 
the magnitude of the //-componcnt of velocity. 


Speed: 



Thus, contour lines of constant speed are simply circles of constant radius 
given by 


Contour Une of constant speed'. 



For example, at V— 2.0 m/s, the corresponding contour line is a circle 
of radius 2.0 m, 

Contour line at constant speed V = 2.0 m/s: r = ^-0 rr ^ s _ 20 m 

1.0 1/s 


We plot a circle at a radius of 2.0 m and repeat this simple calculation for 
the four other valúes of V. We plot the contours in Fig. 1. The speed 
increases linearly from the center of rotation (the origin). 



Contour plot of velocity magnitude for solid 
body rotation. Valúes of speed are labeled in 
units of m/s. 


Discussion The contours are equidistant apart because of the linear nature of the velocity field. 
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Solution For a given velocity field we are to plot a velocity magnitude contour plot at five given valúes of speed. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the /'-Aplane. 


Analysis Since u r = 0, and since K is positive, the speed is equal to 
the magnitude of the 0-component of velocity, 


Speed: 



Thus, contour lines of constant speed are simply circles of constant radius 
given by 


Contour line of constant speed: 




K_ 

~V 


For example, at V = 2.0 m/s, the corresponding contour line is a circle 
of radius 0.50 m, 


Contour line at constant speed V = 2.0 m/s: 


_ 1.0 m 2 /s 
2.0 m/s 


= 0.50 m 


We plot a circle at a radius of 0.50 m and repeat this simple calculation for 
the four other valúes of V. We plot the contours in Fig. 1. The speed near 
the center is faster than that further away from the center. 



x (m) 

FIGURE 1 

Contour plot of velocity magnitude for a line 
vortex. Valúes of speed are labeled in units 
of m/s. 


Discussion The contours are not equidistant apart because of the nonlinear nature of the velocity field. 
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Chapter 4 Fluid Kinematics 


4-40 

Solution For a given velocity field we are to plot a velocity magnitude contour plot at five given valúes of speed. 


Assumptions 1 The tlow is steady. 2 The flow is two-dimensional in thc r-<9plane. 


Analysis The velocity field is 


Line source: 


a, = - 


2 nr 


u g = 0 


( 1 ) 


Since ug = 0, and since m is positive, the speed is equal to the magnitude of the r-component of velocity, 


Speed: 


v= K + ¿ = Kl = ¿: (2) 


Thus, contour lines of constant speed are simply circles of constant radius 
given by 


Contour line of constant speed : 


m 
2 n 


(3) 


2 nV V 


For example, at V = 2.0 m/s, the corresponding contour line is a circle 
of radius 0.50 m, 


Contour line at speed V = 2.0 m/s: 


1.0 m 2 /s c 

r = -= 0.50 m (4) 

2.0 m/s 


We plot a circle at a radius of 0.50 m and repeat this simple calculation for 
the four other valúes of V. We plot the contours in Fig. 1. The flow slows 
down as it travels further from the origin. 


Discussion The contours are not equidistant apart because of the 
nonlinear nature of the velocity field. 



x (m) 


FIGURE 1 

Contour plot of velocity magnitude for a line 
source. Valúes of speed are labeled in units 
of m/s. 
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Chapter 4 Fluid Kinematics 


Motion and Deformation of Fluid Elements 


4-41C 

Solution We are to ñame and describe the four fundamental types of motion or deformation of fluid partióles. 
Analysis 

1. Translation - a fluid partióle moves from one location to another. 

2. Rotation - a fluid partióle rotates about an axis drawn through the partióle. 

3. Linear strain or extensional strain - a fluid partióle stretches in a direetion sueh that a line segment in that 
direction is elongated at some later time. 

4. Shear strain - a fluid partióle distorts in sueh a way that two lines through the fluid partióle that are initially 
perpendicular are not perpendicular at some later time. 

Discussioit In a complex fluid flow, all four of these occur simultaneously. 


4-42 

Solution 

Assumptions 

Analysis 


For a given velocity field, we are to determine whether the flow is rotational or irrotational. 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
The velocity field is 


V = (u,v) = (U 0 + bx)i-byj (1) 


By defmition, the flow is rotational if the vorticity is non-zero. So, we calcúlate the vorticity. In a 2-D flow in the x-y plañe, 
the only non-zero component of vorticity is in the z direction, i.e. < 

Vorticity component in the z direction : = 0- 0 = 0 (l) 

dx dy 


Since the vorticity is zero, this flow is irrotational. 

Discussioit We shall see in Chap. 10 that the fluid very cióse to the walls is rotational due to important viscous effects 
near the wall (a boundary’ ¡ayer). However, in the majority of the flow field, the irrotational approximation is reasonable. 
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Chapter 4 Fluid Kinematics 
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Solution For a given velocity field we are to generate an equation for the x location of a fluid particle along the x-axis 
as a function of time. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Aitalysis The velocity field is 

Velocity field\ V = (zqv) = (U 0 + foc)/ -byj (1) 

We start with the definition of u following a fluid particle, 

dx art j cU , 

x-component of velocity of a fluid particle. — v lce = u = U 0 + bx particle (2) 

where we have substituted u from Eq. 1. We rearrange and sepárate variables, dropping the “particle” subscript for 
convenience, 


dx 

U 0 +bx 


= dt 


( 3 ) 


Integration yields 


-J-ln(í7 0 + 6x) = í--j-lnC 1 (4) 

where we have set the constant of integration as the natural logarithm of some constant C 1; with a constant in front in order 
to simplify the algebra. When we recall that ln(<7¿>) = ln« + InZ?, Eq. 4 simplifies to 

In (C, ( U 0 + = t 


from which 


U 0 +bx = C 2 e bl (5) 

where C 2 is a new constant defined for convenience. We now plug in the known initial condition that at t = 0, x = Xa to find 
constant Ci in Eq. 5. After some algebra, 


Fluid particle ’s x location at time t\ 


x = x K 


~[(^o +bx A )e bl -C/ 0 ] 


( 6 ) 


Discussion We verify that at / = 0, v = z A in Eq. 6. 
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Chapter 4 Fluid Kinematics 
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Solution For a given velocity fíele! we are to generate an equation for the change in length of a line segment moving 
with the fíow along the x-axis. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis Using the results of the previous problem, 


Location of partióle A at time t : 
and 

Location of partióle B at time t: 


*a' "T^o+^bK' ~U 0 ] (1) 


X B’ =f[{ U 0 +bX B) eb ‘ - U o] ( 2 ) 


Since length ¿; = x B - x A and length c + = x ti ' - x, v , we write an expression for A 2, 

Change in length of the line segment. 

A£ = (x b ,-x a ,)-(x b -x a ) 


= \ [( U 0 + bx B ) e bt - U 0 ]- i[(C/„ + bx A ) e bt - U 0 ] - (x B - x A ) 


(3) 


bt bt , 

= x n e -x.e -x n +x. 


Eq. 3 simplifies to 

Change in length of the line segment. 


A£ = (x B -x A )(e 4 ' -l) 


( 4 ) 


Discussioit We verify from Eq. 4 that when i = 0. Ac = 0. 
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Chapter 4 Fluid Kinematics 
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Solution By examining the increase in length of a line segment along the axis of a converging duct, we are to 
generate an equation for linear strain rate in the x direction and compare to the exact equation given in this chapter. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis From the previous problem, we have an expression for the change in length of the line segment AB, 

Change in length of the line segment: = (x B -x A )(e*' -l) (1) 

The fundamental definition of linear strain rate is the rate of increase in length of a line segment per unit length of the line 
segment. For the case at hand. 


Linear strain rate in x direction: e rr = - 


dt 

We substitute Eq. 1 into Eq. 2 to obtain 
Linear strain rate in x direction: s„ = ■ 


d 

<1 

d Ag 

dt 

£ 

dt x B - x A 




)( e 

- 1 ) 

- d ie bt l'l 

-^A 


dF ' 


dt 


In the limit as i —» 0, we apply the First two terms of the series expansión for e , 


Series expansión for e . 


h, ( bt ) 

e bl =l + 6t + ^—!- + ... «l + bt 
2 ! 


( 2 ) 


( 3 ) 


( 4 ) 


£ xx if + bt-\)-b 


Finally, for small t we approximate the time derivative as I lí. yielding 
Linear strain rate in x direction: 

Comparing to the equation for £ xx , 

Linear strain rate in x direction: 

Equations 5 and 6 agree, verifying our algebra. 


du . 
£ xx = — = b 
dx 


( 5 ) 

( 6 ) 


Discussion Although we considered a line segment on the x-axis. it turns out that £ xx = b everywhere in the flow, as 
seen from Eq. 6. We could also have taken the analytical time derivative of Eq. 3, yielding £ xx = he". Then, as 1 —» 0, e xx —» 

b. 
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Solution 

time. 


Chapter 4 Fluid Kinematics 


For a given velocity field we are to generate an equation for the y location of a fluid particle as a function of 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis The velocity field is 

Velocity field'. V = (u,v) = {U ü + bx)i -byj (1) 

We start with the definition of v following a fluid partióle, 

y-component of velocity of a fluid particle'. ^^ r “ cle = v = -¿J ; particlc (2) 

where we have substituted v from Eq. 1. We and rearrange and sepárate variables, dropping the “particle” subscript for 
convenience, 

■y = ~bdt (3) 


Integration yields 

ln (t) = ~bt ~ In C\ (4) 

where we have set the constant of integration as the natural logarithm of some constant C b with a constant in front in order 
to simplify the algebra. When we recall that ln (ab) = lna + ln¿>, Eq. 4 simplifies to 

fo(C i y) = -t 


from which 


y = C 2 e~ b ‘ (5) 


where C 2 is a new constant defined for convenience. We now plug in the known initial condition that at t 
constant C 2 in Eq. 5. After some algebra, 


Fluid particle ’s y location at time t: 


y = Ta' = y^~ bt 


( 6 ) 


0, y = y A to find 


Discussion The fluid particle approaches the x-axis exponentially with time. The fluid particle also moves downstream 
in the x direction during this time period. However, in this particular problem v is not a function of x, so the streamwise 
movement is irrelevant (u and v act independently of each other). 
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Chapter 4 Fluid Kinematics 
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Solution For a given velocity field we are to generate an equation for the change in length of a line segment in the y 
direction. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 


Analysis Using the results of the previous problem, 

Location of partióle A at time t: y A , = y A e~ b ‘ (1) 

and 

Location of partióle B at time t: y B ■ = y B e~ b ' (2) 

Since length r] = y B - y a and length rj + A rj = y w - y A ', we write an expression for A r¡, 
Change in length of the line segment : 

A n = {y« - y a- ) - (t b - y a) = y* e ~ h ‘ - yA e ~ bl ~ (y B -y A ) = y B e~ b ' - yAe~ bl -y B + y A 

which simplifies to 


Change in length of the line segment : 


A '7 = (> , B->’A)(e“ A '-l) 


( 3 ) 


Discussion We verify from Eq. 3 that when t = 0, A// = 0. 
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Chapter 4 Fluid Kinematics 
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Solution By examining the increase in length of a line segment as it moves down a converging duct, we are to 
generate an equation for linear strain rate in the y direction and compare to the exact equation given in this chapter. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis From the previous problem we have an expression for the change in length of the line segment AB, 

Change in length ofthe line segment: Ar¡ = (y B -y A ^e~ bl -l) (1) 

The fundamental definition of linear strain rate is the rate of increase in length of a line segment per unit length of the line 
segment. For the case at hand, 


Linear strain rate in y direction : 


£yy dt 


d {r¡ + Arf) — r¡ d A r¡ d Aij 


( 2 ) 


dt ?7 dty B -y A 


We substitute Eq. 1 into Eq. 2 to obtain 


Linear strain rate in y direction : £' = 

*' yy 


d (Tb-Ta)^ - '"- 1 ) d 


dt 


Tb-Ta 


= ^{e- b '-l) (3) 

dt v ’ 


In the limit as i —» 0, we apply the First two terms of the series expansión for e~ 


Series expansión for e" . 


e~ bt = 1 + (~bt) ■ 


(-btf 

2 ! 


+ ...*1 -bt (4) 


s yy ^>Ul-bt-l) = -b 


Finally, for small t we approximate the time derivative as 1 It, yielding 
Linear strain rate in y direction'. 

Comparing to the equation for s, 

Linear strain rate in y direction : 

Equations 5 and 6 agree, verifying our algebra. 


3v h 
s = — = —b 

>y dy 


(5) 


( 6 ) 


Discussion Since v does not depend on x location in this particular problem, the algebra is simple. In a more general 
case, both u and v depend on both x and y, and a numerical integration scheme is required. We could also have taken the 
analytical time derivative of Eq. 3, yielding e yy = -he Then, as / ^ 0, s xx -b. 
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Chapter 4 Fluid Kinematics 


4-49E 

Solution For a given velocity field and an initially square fluid partióle, we are to calcúlate and plot its location and 
shape after a given time period. 



Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the 
x-y plañe. 

Analysis Using the results of Problems 4-43 and 4-46, we can 
calcúlate the location of any point on the fluid partióle after the elapsed 
time. We pick 6 points along each edge of the fluid particle, and plot their x 
and y locations at t = 0 and at t = 0.2 s. For example, the point at the lower 
leñ córner of the particle is initially at x = 0.25 ft and y = 0.75 ft at t— 0. At 
t= 0.2 s, 

x-location of lower left comer of the fluid particle at time t = 0.2 s: 
x = 1 [(5.0 ft/s + (4.6 1/s)(0.25 ft))e (4 ' 61/s)(0 ' 2s) -5.0 ft/s] = 2.268 ft 

and 

y-location of lower left comer of the fluid particle at time t = 0.2 s: 

y = (0.75 ft)e' (4 - 61/s)(tUs) = 0.2989 ft 

We repeat the above calculations at all the points along the edges of the 
fluid particle, and plot both their initial and final positions in Fig. 1 as dots. 
Finally, we connect the dots to draw the fluid particle shape. It is clear 
from the results that the fluid particle shrinks in the y direction and 
stretches in the x direction. However, it does not shear or rotate. 

Discussioit The flow is irrotational since fluid particles do not rotate. 



FIGURE 1 

Movement and distortion of an initially 
square fluid particle in a converging duct; x 
and y are in units of ft. Streamlines (solid 
blue curves) are also shown for reference. 


4-50E 

Solution By analyzing the shape of a fluid particle, we are to verify that the given flow field is incompressible. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis Since the flow is two-dimensional, we assume unit depth (1 ft) in the z direction (into the page in the 
figure). In the previous problem, we calculated the initial and final locations of several points on the perimeter of an 
initially square fluid particle. At t = 0, the particle volume is 

Fluid particle volume at t = Os: V = (0.50 ñ)(0.50 ñ)(l.O ft) = 0.25 ft 3 (1) 

At t = 0.2 s, the lower left córner of the fluid particle has moved to x = 2.2679 ft, y = 0.29889 ft, and the upper right córner 
has moved to x = 3.5225 ft, y = 0.49815 ft. Since the fluid particle remains rectangular, we can calcúlate the fluid particle 
volume from these two córner locations, 

Fluid particle volume att= 0.2 s: 

V = (3.5225 ñ-2.2679 ft)(0.49815 ft-0.29889 ft)(1.0 ft) = 0.2500 ft 3 (2) 

Thus, to at least four significant digits, the fluid particle volume has not changed, and the flow is therefore 
incompressible. 

Discussioit The fluid particle stretches in the horizontal direction and shrinks in the vertical direction, but the net 
volume of the fluid particle does not change. 
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Chapter 4 Fluid Kinematics 

Solution For a given velocity field we are to use volumetric strain rate to verify that the flow field is incompressible.. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis The velocity field is 

Velocity field: V = (u,v) = {U 0 +bx)i -byj (1) 

We use the equation for volumetric strain rate in Cartesian coordinates, and apply Eq. 1, 


Volumetric strain rate : 


1 DV du dv dw , x 

-= £ xx + £ +£.,= — + — + — = ¿+-¿1 + 0 = 0 

^ dx dy dz y 1 


( 2 ) 


\/ Dt 


Where £ z: = 0 since the flow is two-dimensional. Since the volumetric strain rate is zero everywhere, the flow is 
incompressible. 


Discussion The fluid partióle stretches in the horizontal direction and shrinks in the vertical direction, but the net 
volume of the fluid partióle does not change. 


4-52 

Solution For a given steady two-dimensional velocity field, we are to calcúlate the x and y components of the 
acceleration field. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 


Analysis The velocity field is 

V = (m,v) = (U + a 1 x + b 1 y')i +{V + a^x + b x y) j (1) 


The acceleration field is obtained ffom its definition (the material acceleration). The x-component is 


x-component of material acceleration'. 



( 2 ) 


The v-componcnt is 


y-component of material acceleration'. 



( 3 ) 


Discussion If there were a z-component, it would be treated in the same fashion. 
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Chapter 4 Fluid Kinematics 
Solution We are to find a relationship among the coefficients that causes the flow field to be incompressible. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

We use the equation for volumetric strain rate in Cartesian coordinates, and apply Eq. 1 of the previous 


Analysis 
problem, 

1 DV du dv d\/ 

Volumetric stram rate: -= £' + + £„ = — + — + = a, + o, 

V Dt “ w zz dx dy A 


(1) 


We recognize that when the volumetric strain rate is zero everywhere, the flow is incompressible. Thus, the desired 
relationship is 


Relationship to ensure incompressibility : 


a t + b 2 = 0 


( 2 ) 


Discussion If Eq. 2 is satisfied, the flow is incompressible, regardless of the valúes of the other coefficients. 
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Solution 

Assumptions 

Analysis 


For a given velocity field we are to calcúlate the linear strain rates in the x and y directions. 

1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

We use the equations for linear strain rates in Cartesian coordinates, and apply Eq. 1 of Problem 4-52, 


Linear strain rates : 


du 

£' = — = a, 

" dx * 1 * 



(1) 


Discussion In general, since coefficients a l and hi are non-zero, fluid partióles stretch (or shrink) in the x and y 
directions. 


4-55 

Solution 

Assumptions 

Analysis 


For a given velocity field we are to calcúlate the shear strain rate in the x-y plañe. 

1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

We use the equation for shear strain rate ¿\ y in Cartesian coordinates, and apply Eq. 1 of Problem 4-52, 


Shear strain rate in x-y plañe : 


2 


du dv'' 
K dy dx j 



a 2 ) 


(1) 


Note that by symmetry s yx = s xy . 

Discussion In general, since coefficients b x and a 2 are non-zero, fluid partióles distort via shear strain in the x and y 
directions. 
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Chapter 4 Fluid Kinematics 


4-56 

Solution For a given velocity field we are to form the 2-D strain rate tensor and determine the conditions necessary 
for the x and y axes to be principal axes. 

Assumptions 1 The tlow is steady. 2 The llow is two-dimensional in the x-y plañe. 

Analysis The two-dimensional fonn of the strain rate tensor is 

2-D strain rate tensor. 


£ íj = 


( s s A 

°xx °xy 

£ £ 

V y* yy J 


(1) 


We use the linear strain rates and the shear strain rate from the previous two problems to generate the tensor. 


2-D strain rate tensor. 



( 2 ) 


If the x and y axes were principal axes, the diagonals of ¿y would be non-zero, and the off-diagonals would be zero. hiere 
the off-diagonals go to zero when 


Condition forx and y axes to be principal axes : 


b x + a 2 = 0 


( 3 ) 


Discussion For the more general case in which Eq. 3 is not satisfied, the principal axes can be calculated using tensor 
algebra. 


4-57 

Solution For a given velocity field we are to calcúlate the vorticity vector and discuss its orientation. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis We use the equation for vorticity vector C, in Cartesian coordinates, and apply Eq. 1 of Problem 4-52, 

Vorticity ve ctor. _ 


c= 


í \ 

dJ__ dy 

py A 

V,Two-D Two-D 


l + 


f \ 

dt/_dy 
/oz /ox 

V Two-D Two-D J 


J + 


f dv du ^ 
dx dy 


k = (a, -b\)k 


(1) 


The only non-zero component of vorticity is in the z (or -z) direction. 


Discussion For any two-dimensional flow in the x-y plañe, the vorticity vector musí point in the z (or -z) direction. The 
sign of the z-component of vorticity in Eq. 1 obviously depends on the sign of <a 2 - k¡. 
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Chapter 4 Fluid Kinematics 
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Solution For the given velocity field we are to calcúlate the two-dimensional linear strain rates from fundamental 
principies and compare with the given equation. 

Assumptions 1 The flow is incompressible. 2 The flow is steady. 3 The flow is two-dimensional. 

Analysis First, for convenience, we number the equations in the problem statement: 

Velocity field\ V = {u,v) = {a + by)i + 0j (1) 

Lower left comer at t + dt yx + {a + by}dt,y) (2) 

Linear strain rate in Cartesian coordinates: s =— s =— ni 

” dx w dy 1 ’ 


(a) The lower right córner of the fluid particle moves the same amount as the lower left córner since u does not 
depend on y position. Thus, 

Lower right córner at t + dt\ [x + dx + (a + by)dt,y} (4) 

Similarly, the top two corners of the fluid particle move to the right at speed a + b(y+dy)dt. Thus, 

Upper left comer at t + dt: ^x + (a + b(y + dy^dt,y + dy^j (5) 

and 

Upper right comer at t + dt: \x + dx + (a+b{^y + dy^dt,y + dyj (6) 


(b) From the fundamental definition of linear strain rate in the x-direction, we consider the lower edge of the fluid 
particle. Its rate of increase in length divided by its original length is found by using Eqs. 2 and 4, 

Length of lower ed se at t+dt , C1 , 

° _ A ° _ Length oí lower edge at t 


=- 


dt 


x + dx + (a+by)dt-(x + (a + by^dt^)- dx 

dx 


= 0 


( 6 ) 


We get the same result by considering the upper edge of the fluid particle. Similarly, using the left edge of the fluid particle 
and Eqs. 2 and 5 we get 


£yy dt 


Length of left edge at t+dt Length of left edge at t 


y + dy-y - 


dy 


dy 


= 0 


( 7 ) 


We get the same result by considering the right edge of the fluid particle. Thus both the x- and v-componcnts of linear strain 
rate are zero for this flow field. 


(c) From Eq. 3 we calcúlate 
Linear strain rates: 



dv n 
£ =-= 0 


( 8 ) 


Discussion Although the algebra in this problem is rather straight-forward, it is good practice for the more general case 
(a later problem). 
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Solution 


Chapter 4 Fluid Kinematics 


We are to verify that the given flow field is incompressible using two different methods. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional. 

Analysis 

(a) The volume of the fluid particle at time t is. 

Volunte at time t: V(t} = dxdydz (1) 

where dz is the length of the fluid particle in the z direction. At time t + dt, we assume that the fluid particle’s dimensión dz 
remains fixed since the flow is two-dimensional. Thus its volume is dz times the area of the rhombus shown in Fig. P4-58, 
as illustrated in Fig. 1, 

Volume at time t + dt: V(t + dt^= dxdydz (2) 

Since Eqs. 1 and 2 are equal, the volume of the fluid particle has not 
changed, and the flow is therefore incompressible. 

(ti) We use the equation for volumetric strain rate in Cartesian 
coordinates, and apply the results of the previous problem, 


Volumetric strain rate: -= £+£,„,+£• =0 + 0 + 0 = 0 (3) 

V Dt yy 

Where s zz = 0 since the flow is two-dimensional. Since the volumetric 
strain rate is zero everywhere, the flow is incompressible. 

Discussion Although the fluid particle deforms with time, its height, its depth, and the length of its horizontal edges 
remain constant. 



FIGURE 1 

The area of a rhombus is equal to its base 
times its height, which here is dxdy. 
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Chapter 4 Fluid Kinematics 


4-60 

Solution For the given velocity field we are to calcúlate the two-dimensional shear strain rate in the x-y plañe from 
fundamental principies and compare with the given equation. 


Assumptions 1 The flow is incompressible. 2 The flow is steady. 3 The 
flow is two-dimensional. 


Analysis 

(o) The shear strain rate is 


Shear strain rate in Cartesian coordinates: £ 


1 f du 0v3 
21 K dy dxj 


( 1 ) 


From the fundamental definition of shear strain rate in the x-y plañe, we 
consider the bottom edge and the left edge of the fluid partióle, which 
intersect at 90° at the lower left córner at time t. We define angle a bctwcen 
the lower edge and the left edge of the fluid partióle, and angle fi the 
complement of a (Fig. 1). The rate of decrease of angle a over time 
interval dt is obtained from application of trigonometry. First, we calcúlate 
angle fí 


Angle P at time t + dt 


P = arctan 


hdydt | 

v d y J 


arctan (bdt'j « hdt 


( 2 ) 


The approximation is valid for very small angles. As the time interval dt —> 
0, Eq. 2 is correct. At time t + dt, angle a is 


Angle a at time t + dt: 



( 3 ) 



FIGURE 1 

A magnified view of the deformed fluid 
partióle at time t + dt, with the location of 
three corners indicated, and angles a and P 
defined. 


During this time interval, a changos from 90° (n!2 radians) to the expression given by Eq. 2. Thus the rate of change of a is 


Rate of change of angle a: 


da 

dt 


dt 



a at t+dt 



a at / 


( 4 ) 


Finally, since shear strain rate is defined as half of the rate of decrease of angle a, 


Shear strain rate: 


1 da b 

2 dt ~ 2 


( 5 ) 


(b) From Eq. 1 we calcúlate 
Shear strain rate: 


£xy 2 


' du dv 

1 .X 

b 

-1- 

dy dx y 

II 

o 

+ 

-o 

I <N 

II 

2_ 


( 6 ) 


Both methods for obtaining the shear strain rate agree (Eq. 5 and Eq. 6). 


Discussion Although the algebra in this problem is rather straight-forward, it is good practice for the more general case 
(a later problem). 
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Chapter 4 Fluid Kinematics 


4-61 

Solution For the given velocity field we are to calcúlate the two-dimensional rate of rotation in the x-y plañe from 
fundamental principies and compare with the given equation. 


Assumptions 1 The flow is incompressible. 2 The flow is steady. 3 The flow is two-dimensional. 


Analysis 

(a) The rate of rotation in Cartesian coordinates is 


Rate of rotation in Cartesian coordinates: 


co = — 
2 2 


dv 

dx 



( 1 ) 


From the fundamental definition of rate of rotation in the x-y plañe, we 
consider the bottom edge and the left edge of the fluid particle, which 
intersect at 90° at the lower left córner at time t. We define angle f in Fig. 
1, where P is the negative of the angle of rotation of the left edge of the 
fluid particle (negative because rotation is mathematically positive in the 
counterclockM’ise direction). We calcúlate angle [:i using trigonometry. 


Angle P at time t + dt: 


P = arctan 


bdydt | 

s d y J 


arctan » bdt 


( 2 ) 


The approximation is valid for very small angles. As the time interval dt —> 
0, Eq. 2 is correct. Meanwhile, the bottom edge of the fluid particle has not 
rotated at all. Thus, the average angle of rotation of the two line segments 
(lower and left edges) at time t + dt is 

AVG = ^{Q-P)»~dt (3) 



FIGURE 1 

A magnified view of the deformed fluid 
particle at time t + dt , with the location of 
three corners indicated, and angle P defined. 


Thus the average rotation rate during time interval dt is 

d(AVG) 


Rate of rotation in x-y plañe: 


a>_ =- 


dt 



b 

2 


(b) From Eq. 1 we calcúlate 
Rate of rotation: 


( dv di A 

1 

b 

y dx dy y 

II 

S'' 

i 

o 

I <N 

II 

2 


( 4 ) 


( 5 ) 


Both methods for obtaining the rate of rotation agree (Eq. 4 and Eq. 5). 

Discussioit The rotation rate is negative, indicating clockwise rotation about the z-axis. This agrees with our intuition as 
we follow the fluid particle. 


4-62 

Solution We are to determine whether the shear flow of Problem 4-22 is rotational or irrotational, and we are to 
calcúlate the vorticity in the z direction. 

Analysis 

(o) Since the rate of rotation is non-zero, it means that the flow is rotational. 

(. b ) Vorticity is defined as twice the rate of rotation, or twice the angular velocity. In the z direction. 



f M 

Vorticity component: 



Discussion Vorticity is negative, indicating clockwise rotation about the z-axis. 
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4-63 

Solution 


Chapter 4 Fluid Kinematics 


We are to prove the given expression for flow in the xv-planc. 
Assumptions 1 The flow is incompressible and two-dimensional. 

Analysis For flow in the xy-plane, we are to show that: 


Rafe of rotation : 


1 

co = co = — 
* 2 


dv du 
dx dy 


( 1 ) 


By definition, the rate of rotation (angular velocity) at a point is the average rotation rate of two initially perpendicular lines 
that intersect at the point. In this particular problem, Line a (PA) and Line b (PB) are initially perpendicular, and intersect at 
point P. Line a rotates by angle a a , and Line b rotates by angle a^, Thus, the average angle of rotation is 


Average angle of rotation : 


a. +a k 


( 2 ) 


During time increment di. point P moves a distance udt to the right and vdt up (to first order, assuming dt is very small). 


du 


dx 


Similarly, point A moves a distance I u +— dx \dt to the right and v + — dx \dt up, and point B moves a distance 


dv 


du , 

u H- dv 

dy 


dt to the right and 


dv 

v H- dy 

dy 


dt up. Since point A is initially 

v -x y v °y ) 

at distance dx to the right of point P, the horizontal distance from point P' 
to point A' at the later time Í 2 is 

, du , , 

dx-\ - dxdt 

dx 

On the other hand, point A is at the same vertical level as point P at time 
t\. Thus, the vertical distance from point P' to point A' at time t 2 is 


dv 

— dxdt 
dx 


( 3 ) 


Similarly, point B is located at distance dy vertically above point P at time 
t\, and thus the horizontal distance from point P' to point B' at time t 2 is 


du 

-—dydt 
dy 


( 4 ) 


and 


dx 



FIGURE 1 

A close-up view of the distorted fluid element 
at time t 2 . 


Vertical distance from point P' to point B'dt time t 2 : 


, dv 
dy +—dydt 
dy 


( 5 ) 


We mark the horizontal and vertical distances between point A' and point P' and between point B' and point P' at time t 2 in 
Fig. 1. From the figure we see that 


Angle a a in terms of velocity components: a a = tan 1 


dv ^ 

— dxdt 
dx 

dx H- dxdt 

dx 


: tan 


dv ^ 
— dxdt 
dx 

dx 


i í 


= tan — dt « —dt 


dx 


dv 


dx 


( 6 ) 


The first approximation in Eq. 6 is due to the fact that as the size of the fluid element shrinks to a point, dx — > 0, and at the 
same time dt —> 0. Thus, the second term in the denominator is second-order compared to the first-order term dx and can be 
neglected. The second approximation in Eq. 6 is because as dt —» 0 angle a n is very small, and tan a d — > a¡¡. Similarly, angle 
«b is written in terms of velocity components as 
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Chapter 4 Fluid Kinematics 


du 

- dydt 

dy 

«tan 1 

f du , 

- dydt 

dy 

, dv 
dv H- dydt 

dy 

\ J 


V y 


= tan 


f d u , ^ 

- dt 

dy 


du , 

■~dt (7) 

¿Y 


Finally then, the average rotation angle (Eq. 2) becomes 


Average angle of rotation : 


«a+«b 1 


0v , du , 
— dt - dt 

dx dy 


N dt 

'dv 

du' 

A A 

K dx 

^ y 


( 8 ) 


and the average rate of rotation (angular velocity) of the fluid element about point P in the x-y plañe becomes 


a) = a>_ - - 


dt 


a„ +a u 


dv du 
dx dy 


( 9 ) 


Discussiott Eq. 9 can be extended to three dimensions by performing a similar analysis in the x-z and y-z planes. 
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Chapter 4 Fluid Kinematics 


4-64 

Solution We are to prove the given expression. 

Assumptions 1 The flow is incompressible and two-dimensional. 

Analysis We are to prove the following: 

Du 

Linear strain rate in x-direction: £ xx =— (1) 

dx 

By definition, the rate of linear strain is the rate of increase in length of a 
line segment in a given direction divided by the original length of the line 
segment in that direction. During time increment dt, point P moves a 
distance udt to the right and vdt up (to first order, assuming dt is very 

small). Similarly, point A moves a distance ( u + — dx ) dt to the right and 

{ dx ) 

dv 3 

vH- dx \ dt up. Since point A is initially at distance dx to the right of 

dx ) 

point P, its position to the right of point P' at the later time t 2 is 



dx + — dxdt 
dx 


( 2 ) FIGURE 1 

A cióse-up view of the distorted fluid element 

On the other hand, point A is at the same vertical level as point P at time at tlmc 6- 
t\. Thus, the vertical distance from point P' to point A' at time t 2 is 


dv 

— dxdt 
dx 


Vertical distance from point P' to point A 'at time t 2 : f 2 - dxdt (3) 

We mark the horizontal and vertical distances between point A' and point P' at time t 2 in Fig. 1. From the figure we see that 


Linear strain rate in the x direction as line PA changes to P'A': 

í Length of P'A' in x direction A 

Length of PA in x direction 


■ 


dt 


. du , , 

dx H- dxdt - 

dx 


dx 


dx 

Length of PA in x direction 


d ^ du \_du 


dt I dx 


( 4 ) 


dx 


V 


/ 


Thus Eq. 1 is verified. 

Discussiott The distortion of the fluid element is exaggerated in Fig. 1. As time increment dt and fluid element length 
dx approach zero, the first-order approximations become exact. 
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Chapter 4 Fluid Kinematics 


4-65 

Solution We are to prove the given expression. 


Assumptions 1 The flow is incompressible and two-dimensional. 
Analysis We are to prove the following: 

1 


Shear strain rate in xy-plane: 


£ xy 2 


r du dv^ 

-1- 

y dy dx 


( 1 ) 


y 


By defmition, the shear strain rate at a point is half of the rate of decrease 
of the angle between two initially perpendicular lines that intersect at the 
point. In Fig. P4-63, Line a (PA) and Line b (PB) are initially 
perpendicular, and intersect at point P. Line a rotates by angle a d , and 
Line b rotates by angle Oh. The angle between these two lines changes 
from id 2 at time ti to or a _b at time t 2 as sketched in Fig. 1. The shear strain 
rate at point P for initially perpendicular lines in the x and y directions is 
thus 


1 d 


=- 


2 dt 


-a „ 


( 2 ) 


During time increment dt, point P moves a distance udt to the right and vdt 
up (to First order, assuming dt is very small). Similarly, point A moves a 


distance 



dt to the right and 



dt up, and point B 



FIGURE 1 

A close-up view of the distorted fluid element 
at time t 2 . 


moves a distance 


u H- dy \dt to the right and 

l d y J 


vh- dy \dt up. Since point A is initially at distance dx to the right of 

1 dy J 


point P, its position to the right of point P' at the later time ti is 


Horizontal distance from point P'to point A' at time t 2 : dxA - dxdt 

dx 


( 3 ) 


On the other hand, point A is at the same vertical level as point P at time t\. Thus, the vertical distance fforn point P' to 
point A' at time t 2 is 

dv 

Vertical distance from point P'to point A 'at time t 2 . —dxdt (3) 

dx 


Similarly, point B is located at distance dy vertically above point P at time t\. and thus we write 

du 

Horizontal distance from point P'to point B' at time t 2 : —dydt ( 4 ) 

dy 


and 

dv 

Vertical distance from point P' to point B 'at time t 2 : dy + — dydt 

dy 


( 5 ) 


We mark the horizontal and vertical distances between point A' and point P' and between point B' and point P' at time t 2 in 
Fig. 1. From the figure we see that 


Angle « a in terms of velocity components: 


« a = tan 1 

í dVaa 1 

— axat 
dx 

« tan 1 

dv , , ' 
— dxdt 
dx 

dx + —dxdt 

dx 


K dx J 


V / 


= tan 




( 6 ) 
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Chapter 4 Fluid Kinematics 

The first approximation in Eq. 6 is due to the fact that as the size of the fluid element shrinks to a point, dx —> 0, and at the 
same time dt —> 0. Thus, the second term in the denominator is second-order compared to the first-order term dx and can be 
neglected. The second approximation in Eq. 6 is because as dt —> 0 angle a d is very small, and tan a d —» a a . Similarly, 


Angle «b in terms of velocity components : 


a b = tan 


du 

- dvdt 

dy 

* tan 1 

du x 

- dvdt 

dy 

, dv 
dv H- dvdt 

dy 

y fy ) 


k y 


= tan 


du , 

- di 

8y 


Angle a a -b at time í 2 is calculated from Fig. 1 as 
Angle a a .b at time í 2 in terms of velocity components: 


du , 

!- dt 

8y 


(7) 


n 


n du , dv , ('8') 

«a-b =y + «b-« a = — - /lf - 


-dt - dt 

dy dx 


where we have used Eqs. 6 and 7. Finally then, the shear strain rate (Eq. 2) becomes 


Shear strain rate, initially perpendicular Unes in the x and y directions : 


1 d 


2 dt 


1 1 
2 dt 


b at '2 


k du , dv , 

- dt - dt 

2 dy dx 



1 

2 


' du 9v^| 
K d}> dx) 


(9) 


V 


y 


which agrees with Eq. 1. Thus, Eq. 1 is proven. 


Discussion Eq. 9 can be easily extended to three dimensions by performing a similar analysis in the x-z plañe and in the 
y-z plañe. 


4-66 

Solution For a given linear strain rate in the x-direction, we are to calcúlate the linear strain rate in the y-direction. 

Analysis Since the flow is incompressible, the volumetric strain rate must be zero. In two dimensions, 

( 1 ) 

Thus, the linear strain rate in the y-direction is the negative of that in the x-direction, 

Linear strain rate in y-direction: = — = —— = -2.51/s (7) 

» dy dx W 


r, , . , , 1 DV du dv 

volumetric strain rate in trie x-y plañe: -= £' + =- 1 -= U 

V Dt xx >y dx dy 


Discussion The fluid element stretches in the x-direction since s xx is positive. Because the flow is incompressible, the 
fluid element must shrink in the y-direction, yielding a valué of c yy that is negative. 
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Chapter 4 Fluid Kinematics 


4-67 

Solution 

axis. 


We are to calcúlate the vorticity of fluid particles in a tank rotating in solid body rotation about its vertical 


Assumptions 1 The flow is steady. 2 The z-axis is in the vertical direction. 
Analysis Vorticity is twicc the angular velocity w . Hcrc, 


Angular velocity'. 


co - 360- 


f 1 min^j 

f 2 n rad ) 

i 60 s J 

l rot J 


k = 37.70k rad/s 


where k is the unit vector in the vertical (z) direction. The vorticity is thus 
Vorticity. = 2á> = 2x 37.70 k rad/s = 15Ak rad/s 


( 1 ) 


( 2 ) 


Discussion Because the water rotates as a solid body, the vorticity is constant throughout the tank, and points vertically 
upward. 


4-68 

Solution 

Assumptions 

Analysis 


We are to calcúlate the angular speed of a tank rotating about its vertical axis. 
1 The flow is steady. 2 The z-axis is in the vertical direction. 

Vorticity £ is twice the angular velocity có . Thus, 


Angular velocity. 



-55Ak rad/s 
2 


= -27 .lk rad/s 


( 1 ) 


where k is the unit vector in the vertical (z) direction. The angular velocity is negative, which by definition is in the 
clockwise direction about the vertical axis. We express the rate of rotation in units of rpm, 


Rate of rotation : 


« = -27.7 = -265 i* = - 

s yl min )\27T rad ) 


265 -2^- = -265 rpm 
min 


( 2 ) 


Discussion Because the vorticity is constant throughout the tank, the water rotates as a solid body. 


4-69 

Solution For a tank of given rim radius and speed, we are to calcúlate the magnitude of the component of vorticity in 
the vertical direction. 

Assumptions 1 The flow is steady. 2 The z-axis is in the vertical direction. 

Analysis The linear speed at the rim is equal to r úm co : . Thus, 

Component of angular velocity in z-direction : co z = —— = ^ ^ lr ^ S = 7.429 rad/s (1) 

r. 0.35 m 

rim 

Vorticity C is twice the angular velocity d>. Thus, 

z-component of vorticity: = 2 a>_ = 2(7.429 rad/s) = 14.86 rad/s = 15.0 rad/s (2) 

Discussion Radian is a non-dimensional unit, so we can insert it into Eq. 1. The final answer is given to two significant 
digits for consistency with the given information. 
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4-70C 

Solution 


We are to explain the relationship between vorticity and rotationality. 


Chapter 4 Fluid Kinematics 


Analysis Vorticity is a measure of the rotationality of a fluid particle. If a particle rotates, its vorticity is non-zero. 
Mathematically, the vorticity vector is twice the angular velocity vector. 

Discussioit If the vorticity is zero, the flow is called irrotational. 


4-71 

Solution For a given deformation of a fluid particle in one direction, we are to calcúlate its deformation in the other 
direction. 

Assumptions 1 The flow is incompressible. 2 The flow is two-dimensional in the x-y plañe. 

Analysis Since the flow is incompressible and two-dimensional, the area of the fluid element must remain constant 
(volumetric strain rate must be zero in an incompressible flow). The area of the original fluid particle is a 2 . Henee, the 

vertical dimensión of the fluid particle at the later time must be a 1 Ha = a/2. 

Discussioit Since the particle stretches by a factor of two in the x-direction, it shrinks by a factor of two in the y- 
direction. 


4-72 

Solution We are to calcúlate the percentage change in fluid density for a fluid particle undergoing two-dimensional 
deformation. 

Assumptions 1 The flow is two-dimensional in the x-y plañe. 

Analysis The area of the original fluid particle is a 2 . Assuming that the mass of the fluid particle is m and its 
dimensión in the z-direction is also a, the initial density is p = m/V = mía 2 . As the particle moves and deforms, its mass 
must remain constant. If its dimensión in the z-direction remains equal to a, the density at the later time is 

. m m , „, „ m 

Density at the later time: p = — =-—--—— = 1.013— til 

V (l.06a)(0.931a)(a) a 3 

Compared to the original density, the density has increased by about 1.3%. 

Discussioit The fluid particle has stretched in the x-direction and shrunk in the v-direction, but there is nevertheless a 
net decrease in volume, corresponding to a net increase in density. 


4-73 

Solution For a given velocity field we are to calcúlate the vorticity. 

Analysis The velocity field is 

V = (w,v, w) = (3.0 + 2.0x-y)z + (2.0x-2.0y)y + (0.5xy)£ 

In Cartesian coordinates, the vorticity vector is 


Vorticity vector in Cartesian coordinates : 


c= 


' dw 

dv 

t (du 

l i _ 

dw 

) 7 + 

"dv 

du 2 

y 9 }’ 

9Z y 

l i 

V dz 

dx / 

y dx 

Sy y 


( 1 ) 


( 2 ) 


We substitute the velocity components u = 3.0 + 2.0x -y, v = 2.0x - 2.0y, and w = 0.5xy from Eq. 1 into Eq. 2 to obtain 
Vorticity’ vector : 


= (0.5x-0)/ +(0-0.5_y)7 + (2.0-(-l))£ = (0.5x)¿ -(0.5 j/)7 + (3.0)£ 


(3) 


Discussioit The vorticity is non-zero implying that this flow field is rotational. 
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Solution 


Chapter 4 Fluid Kinematics 

We are to determine if the flow is rotational, and if so calcúlate the z-component of vorticity. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis The velocity field is given by 


Velocity field, Couette flow. 


V = (u,v) = \v^i+ Oj 


(1) 


If the vorticity is non-zero, the flow is rotational. So, we calcúlate the z-component of vorticity, 


z-component of vorticity. 



*l=o-L 

dy h 


V_ 

h 


( 2 ) 


Since vorticity is non-zero, this flow is rotational. Furthermore, the vorticity is negative, implying that particles roíate in 
the clockwise direction. 

Discussioit The vorticity is constant at every location in this flow. 


4-75 

Solution For the given velocity field for Couette flow, we are to calcúlate the two-dimensional linear strain rates and 
the shear strain rate. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis The linear strain rates in the x direction and in the y direction are 

T . du _ dv _ 

Linear strain rates : e„ = — = 0 s,„, = — = 0 

“ dx ” dy 


( 1 ) 


The shear strain rate in the x-y plañe is 
Shear strain rate : 

Fluid particles in this flow have non-zero shear strain rate. 


1 

£xy ~~ 2 

du dv 
K dy dx j 

4 

O 

+ 

^ | "S 

V,_> 

2 h 


( 2 ) 


Discussioit Since the linear strain rates are zero, fluid particles deform (shear), but do not stretch in either the horizontal 
or vertical directions. 
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Chapter 4 Fluid Kinematics 


4-76 

Solution For the Couette flow velocity field we are to form the 2-D strain rate tensor and determine if the x and y 
axes are principal axes. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis 

2-D strain rate tensor. 


The two-dimensional strain rate tensor, e¡j, is 


r s s ^ 

°xx °xy 


\ E yx S yy J 


( 1 ) 


We use the linear strain rates and the shear strain rate from the previous problem to generate the tensor, 


2-D strain rate tensor: 



( 2 ) 


Note that by symmetry s yx = s xy . If the x and y axes were principal axes, the diagonals of £¡j would be non-zero, and the off- 
diagonals would be zero. Here we have the opposite case, so the x and y axes are not principal axes. 

Discussioit The principal axes can be calculated using tensor algebra. 
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Chapter 4 Fluid Kinematics 


Reynolds Transport Theorem 


4-77C 

Solution 

(a) False: The statement is backwards, since the conservation laws are naturally occurring in the system form. 

( b ) False: The RTT can be applied to any control volume, fixed, moving, or deforming. 

(c) True: The RTT has an unsteady term and can be applied to unsteady problems. 

(d) True: The extensive property B (or its intensive form b ) in the RTT can be any property of the fluid - scalar, vector, or 
even tensor. 


4-78 

Solution For the case in which B sys is the mass m of a system, we are to use the RTT to derive the equation of 
conservation of mass for a control volume. 

Analysis The general form of the Reynolds transport theorem is given by 

dB d r r - 

General form of the RTT: —— = — [ pbdV + [ pbV r ■ ndA (1) 

dt dt Jcv Jcs 

Setting B sys = ni means that b = mtm = 1. Plugging these and dm/dt = 0 into Eq. 1 yields 


Conservation of mass for a CV: 



f pdV + f pV ■ ndA 

Jcv Jes r 


( 2 ) 


Discussion Eq. 2 is general and applies to any control volume - fixed, moving, or even deforming. 


4-79 

Solution For the case in which R sys is the linear momentum mV of a system, we are to use the RTT to derive the 
equation of conservation of linear momentum for a control volume. 


d/m/y.v/.vNcwton’s second law is 
Newton ’s second law for a system: 


27 = 


ma = m - 


dV d 


= —(mV) 

dt ' /s' 


dt dt 


( 1 ) 


Setting B sys = m V means that h = mV/m = V . Plugging these and Eq. 1 into the equation of the previous problem yields 


or simply 


Conservation of linear momentum for a CV: 


Yf = - 

z -‘ dt 

LV dV A 

IV 


dA 


( 2 ) 


Discussion Eq. 2 is general and applies to any control volume - fixed, moving, or even deforming. 
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Chapter 4 Fluid Kinematics 


4-80 

Solution For the case in which f? sys is the angular momentum H of a system, we are to use the RTT to derive the 
equation of conservation of angular momentum for a control volume. 


Analysis The conservation of angular momentum is expressed as 


Conservation of angular momentum for a system : 



(1) 


Setting f? sys = II means that b= [r x mV'jjm = r x V , noting that m = constant for a system. Plugging these and Eq. 1 into 
the equation of Problem 4-78 yields 


or simply 

Conservation of angular momentum for 

rxV 

a CV: 

dV + 

'cs P 

rxV j 


dA 

y m=— 

^ dt ¡ 

‘cv p 

rxV 

dV + 

'c, p 


(f-"1 

dA P) 


Discussion Eq. 2 is general and applies to any control volume - fixed, moving, or even deforming. 


4-81 

Solution F(t) is to be evaluated from the given expression. 


Analysis The integral is 

F(t)=J-r m e^dx ( 1 ) 


We could try integrating First, and then differentiating, but we can instead use the 1-D Leibnitz theorem. Flere, 
G(jc,í) = e~ 2 ' (G is not a function of time in this simple example). The lirnits of integration are a(t) = At and b(t) = Bt. 
Thus, 

w dt dt ' ’ dt v ’ (2) 

= 0 + Be~ lb1 -Ae~ lal 


or 


F(t) = Be~ Bl ‘ 2 -Ae~ Ah: 


(3) 


Discussion 


You are welcome to try to obtain the same solution without using the Leibnitz theorem. 
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Chapter 4 Fluid Kinematics 


Review Problems 


4-82 

Solution 

Assumptions 

Aitalysis 


We are to determine if the tlow is rotational, and if so calcúlate the z-component of vorticity. 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
The velocity components are given by 


Velocity components, 2-D Poiseuille flow. 


1 dP 
2/u dx 


(y 2 ~hy) 


v = 0 


( 1 ) 


If the vorticity is non-zero, the flow is rotational. So, we calcúlate the z-component of vorticity, 
z-component of vorticity: 



du _ q 1 dP 
dy 2/u dx 


(2 y~h) 


1 dP 
2/u dx 


(2 y~h) 


( 2 ) 


Since vorticity is non-zero, this flow is rotational. Furthermore, in the lower hall' of the flow (y < h!2) the vorticity is 
negative (note that dPIdx is negative). Thus, particles roíate in the clockwise direction in the lower half of the flow. 
Similarly, particles roíate in the counterclockwise direction in the upper half of the flow. 

Discussioit The vorticity varies linearly across the channel. 


4-83 

Solution For the given velocity field for 2-D Poiseuille flow, we are to calcúlate the two-dimensional linear strain 
rates and the shear strain rate. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Aitalysis The linear strain rates in the x direction and in the y direction are 

T . du dv 

Linear strain rates : e„ = — = 0 - — = 1) (]) 

dx m dy 1 ’ 


The shear strain rate in the x-y plañe is 
Shear strain rate : 


1 

f - = 2 

du dv 
< dy dx y 

_ 1 
~ 2 

íff(2^*) + o] 

^2 ju dx J 

= 2-^(2 y-h) 
4 p dx y ’ 


Fluid particles in this flow have non-zero shear strain rate. 

Discussioit Since the linear strain rates are zero, fluid particles deform (shear), but do not stretch in either the horizontal 
or vertical directions. 
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Chapter 4 Fluid Kinematics 


4-84 

Solution For the 2-D Poiseuille flow velocity field we are to form the 2-D strain rate tensor and determine if the x 
and y axes are principal axes. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis The two-dimensional strain rate tensor, £y, in the x-y plañe, 


2-D strain rate tensor. 


£ ü = 


f s s ^ 

xx xy 

£ £ 

V y* wj 


(i) 


We use the linear strain rates and the shear strain rate from the previous problem to generate the tensor, 


£ íj = 


\ £ yx £ yy J 


0 


——(2y-/i) 

4/u dx ' 


±*(2y-kj 

4 /j á 


0 


( 2 ) 


Note that by symmetry s yx = s xy . If the x and y axes were principal axes, the diagonals of £¡¡ would be non-zero, and the off- 
diagonals would be zero. Here we have the opposite case, so the x and y axes are not principal axes. 

Discussioit The principal axes can be calculated using tensor algebra. 


4-85 

Solution For a given velocity field we are to plot several pathlines 
for fluid partióles released from various locations and over a specified time 
period. 



Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The 
flow is two-dimensional in the x-y plañe. 


Properties For water at 40°C, // = 6.53x 10" 4 kg/m s. 

Analysis Since the flow is steady, pathlines, streamlines, and 

streaklines are all straight horizontal lines. We simply need to intégrate 
velocity component u with respect to time over the specified time period. 
The horizontal velocity component is 




We intégrate as follows: 

x+ c udt = 0 + ío n, (¿f(/ - h y)] dt 

x= ¿f(^) (10s) 


(i) 


( 2 ) 



x (m) 


FIGURE 1 

Pathlines for the given velocity field at t = 
12 s. Note that the vertical scale is greatly 
expanded for clarity (x is in m, but y is in 
mm). 


We substitute the given valúes of y and the valúes of // and dP/dx into Eq. 2 to calcúlate the ending x position of each 
pathline. We plot the pathlines in Fig. 1. 


Discussion Streaklines introduced at the same locations and developed over the same time period would look identical 
to the pathlines of Fig. 1. 
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Chapter 4 Fluid Kinematics 


4-86 [Also solved usingEES on enclosed DVD] 

Solution For a given velocity field we are to plot several streaklines at a given time for dye released from various 
locations over a specified time period. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
Properties For water at 40°C, ju= 6.53x10" 4 kg/m-s. 


Analysis Since the flow is steady, pathlines, streamlines, and 
streaklines are all straight horizontal lines. We simply need to intégrate 
velocity component u with respect to time over the specified time period. 
The horizontal velocity component is 

1 dP ¡ 2 \ 

^ (1) 

We intégrate as follows to obtain the final x location of the First dye 
partióle released: 

x - *..»+c “* =o+ j ~ hy )\“ 

We substitute the given valúes of y and the valúes of u and dP/dx into Eq. 
2 to calcúlate the ending x position of the First released dye partióle of each 
streakline. The last released dye partióle is at x = x start = 0, because it hasn’t 
had a chance to go anywhere. We connect the beginning and ending points 
to plot the streaklines (Fig. 1). 



x (m) 


FIGURE 1 

Streaklines for the given velocity field at t = 
10 s. Note that the vertical scale is greatly 
expanded for clarity (x is in m, butv is in 
mm). 


Discussion These streaklines are introduced at the same locations and 

are developed over the same time period as the pathlines of the previous problem. They are identical since the flow is 
steady. 
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Chapter 4 Fluid Kinematics 


4-87 


Solution For a given velocity field we are to plot several streaklines at a given time for dye released from various 
locations over a specified time period. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The 
flow is two-dimensional in the x-y plañe. 

Properties For water at 40°C, // = 6.53x 10" 4 kg/m-s. 

Analysis Since the flow is steady, pathlines, streamlines, and 

streaklines are all straight horizontal lines. The horizontal velocity 
component is 

1 dP / 2 , \ 

(1) 

In the previous problem we generated streaklines at t = 10 s. Imagine the 
dye at the source being suddenly cut off at that time, but the streaklines are 
observed 2 seconds later, at t = 12 s. The dye streaks will not stretch any 
ñirther, but will simply move at the same horizontal speed for 2 more 
seconds. At each y location, the x locations of the First and last dye particle 
are thus 

first dye particle ofstreakline'. x = —!— ^—[y 2 -hy)(l2 s) (2) 

2 p dx 

and 


1.5 


1 

y 

(mm) 

0.5 


0 


FIGURE 1 

Streaklines for the given velocity field at t = 
12 s. Note that the vertical scale is greatly 
expanded for clarity (x is in m, but y is in 
mm). 


“I 1—I 1 1 1—I 1—I 1—| 1—I 1—I 1— 

0 0.5 1 1.5 

x (m) 


last dye particle of streakline'. 


x 


1 dP 
2p dx 


[y 1 -hy){ 2 s) 


( 3 ) 


We substitute the given valúes of y and the valúes of p and dPIdx into Eqs. 2 and 3 to calcúlate the ending and beginning x 
positions of the first released dye particle and the last released dye particle of each streakline. We connect the beginning 
and ending points to plot the streaklines (Fig. 1). 


Discussion Both the left and right ends of each dye streak have moved by the same amount compared to those of the 
previous problem. 


4-88 




Solution For a given velocity field we are to compare streaklines at two different times and comment about linear 
strain rate in the x direction. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
Properties For water at 40°C, p = 6.53xlO" 4 kg/m s. 

Analysis Comparing the results of the previous two problems we see that the streaklines have not stretched at all - 
they have simply convected downstream. Thus, based on the fundamental definition of linear strain rate, it is zero: 


Linear strain rate in the x direction'. 

Discussion Our result agrees with that of Problem 4-83. 


e =0 


( 1 ) 
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Chapter 4 Fluid Kinematics 


4-89 



Solution For a given velocity field we are to plot several timelines 
at a specified time. The timelines are created by hydrogen bubbles 
released from a vertical wire at x = 0. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The 
flow is two-dimensional in the x-y plañe. 


Properties For water at 40°C, p= 6.53x10" 4 kg/m-s. 

Analysis Since the flow is steady, pathlines, streamlines, and 
streaklines are all straight horizontal lines, but timelines are completely 
different from any of the others. To simúlate a timeline, we intégrate 
velocity component u with respect to time over the specified time period 
from t = 0 to t = t e n d. We introduce the bubbles at x = 0 and at many valúes 
ofy (we used 50 in our simulation). By connecting these x locations with 
a line, we simúlate a timeline. The horizontal velocity component is 


x-velocity component 


1 dP 
2 ju dx 


[y 2 ~hy) 


(1) 


We intégrate as follows to find the x position on the timeline at í end : 

* ~ + £ udt = 0 + J o '"' d (¿f(/ - hy) j dt 




1 dP i 2 > \. 

X= 2¿*( y -W' 



FIGURE 1 

Timelines for the given velocity field at t = 
12.5 s, generated by a simulated hydrogen 
bubble wire atx = 0. Timelines created at t¡ 
= 10.0 s, U = 7.5 s, h = 5.0 s, 4 = 2.5 s, and 
t\ = 0 s. Note that the vertical scale is greatly 
expanded for clarity (x is in m, but y is in 
mm). 


We substitute the valúes of y and the valúes of p and dP/dx into the above equation to calcúlate the ending x position of 
each point in the timeline. We repeat for the five valúes of t end . We plot the timelines in Fig. 1. 


Discussion Each timeline has the exact shape of the velocity profile. 


4-90 

Solution 

Assumptions 

Analysis 


We are to determine if the flow is rotational, and if so calcúlate the ^-component of vorticity. 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric about the x axis. 
The velocity components are given by 


1 dP ¡ 2 fí 2\ 

= -r -R 

A ii r¡y ' ' 


u„ = 0 


u e - 0 


( 1 ) 


4 fu dx 

If the vorticity is non-zero, the flow is rotational. So, we calcúlate the ^-component of vorticity, 
6-component of vorticity. 


dw, du 


1 dP , 


r dP 


C e =^r L -^r = 0--——r- 


dz dr 


4/U dx 


2¡u dx 


( 2 ) 


Since the vorticity is non-zero, this flow is rotational. The vorticity is positive since dPIdx is negative. In this coordínate 
system, positive vorticity is counterclockwise with respect to the positive 0 direction. This agrees with our intuition since in 
the top half of the flow, 6 points out of the page, and the rotation is counterclockwise. Similarly, in the bottom half of the 
flow, *9 points into the page, and the rotation is clockwise. 

Discussion The vorticity varíes linearly across the pipe from zero at the centerline to a máximum at the pipe wall. 
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4-91 

Solution For the given velocity field for axisymmetric Poiseuille flow, we are to calcúlate the linear strain rates and 
the shear strain rate. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric about the x axis. 

Analysis The linear strain rates in the x direction and in the r direction are 

du du 

Linear strain rates: s„ - — = 0 s„ = — 11 = 0 (1) 

dx dr 

Thus there is no linear strain rate in either the x or the r direction. The shear strain rate in the x-r plañe is 


Shear strain rate: 


1 

^ du r du ' 

_ 1 

1 

r dP 

£ * r 2 

x dx dr y 

2 

^ 4// dx 

4// dx 


Fluid particles in this flow have non-zero shear strain rate. 


Discussion Since the linear strain rates are zero, fluid particles deform (shear), but do not stretch in either the horizontal 
or radial directions. 


4-92 

Solution For the axisymmetric Poiseuille flow velocity field we are to form the axisymmetric strain rate tensor and 
determine if the x and r axes are principal axes. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric about the x axis. 

Analysis The axisymmetric strain rate tensor, £¡j, is 


Axisymmetric strain rate tensor: 


f s rr £„ ^ 


( 1 ) 


We use the linear strain rates and the shear strain rate from the previous problem to generate the tensor, 


Axisymmetric strain rate tensor: 



( 2 ) 


Note that by symmetry £ rx = £ xr . If the x and r axes were principal axes, the diagonals of £y would be non-zero, and the off- 
diagonals would be zero. Here we have the opposite case, so the x and r axes are not principal axes. 

Discussion The principal axes can be calculated using tensor algebra. 
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4-93 

Solution 


Chapter 4 Fluid Kinematics 

We are to determine the location of stagnation point(s) in a given velocity field. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis The velocity components are 

x 2 + y 2 + b 2 


x-component of velocity’: 
and 

y-component of velocity : 


v = 


-Vx _ 

nL x 4 +2x 2 y 2 +2x 2 b 2 +y 4 -2y 2 b 2 +b 4 

~Vy _ x 2 +y 2 -b 2 _ 

7tL x 4 +2x 2 y 2 +2x 2 b 2 + y 4 —2y 2 b 2 +b 4 


(1) 


( 2 ) 


Both u and v must be zero at a stagnation point. From Eq. 1, u can be zero only when x = 0. From Eq. 2, v can be zero either 
when y = 0 or when x 2 + y 2 -b 2 = 0. Combining the former with the result from Eq. 1, we see that there is a stagnation 
point at (xjO = (0,0), i.e. at the origin, 

Stagnation point: u = 0 and v = 0 at (x, y) = (0,0) (3) 


Combining the latter with the result from Eq. 1, there appears to be another stagnation point at ( x,y ) = (0,¿>). Flowever, at 
that location, Eq. 2 becomes 


y-component of velocity : 


-Vb 


0 


0 


( 4 ) 


nL b 4 -2b 2 b 2 +b 4 0 

This point turns out to be a singularity point in the flow. Thus, the location (0,6) is not a stagnation point after all. 
Discussion There is only one stagnation point in this flow, and it is at the origin. 


4-51 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F wwvicelsoTucionario.nét 3 










Chapter 4 Fluid Kinematics 


4-94 

Solution We are to draw a velocity vector plot for a given velocity field. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis We generate an array of x and y valúes in the given range and calcúlate u and v from Eqs. 1 and 2 

respectively at each location. We choose an appropriate scale factor for the vectors and then draw arrows to form the 
velocity vector plot (Fig. 1). 


FIGURE 1 

Velocity vector plot for the 

vacuum cleaner; the scale 0-02 

factor for the velocity vectors 

is shown on the legend. x and v 

y valúes are in meters. The 

vacuum cleaner inlet is at the o.01 

point x = 0, y = 0.02 m. 


0 

-0.03 -0.02 -0.01 0 0.01 0.02 0.03 

x 

It is clear from the velocity vector plot how the air gets sucked into the vacuum cleaner from all directions. We also see that 
there is no flow through the floor. 

Discussion We discuss this problem in more detail in Chap. 10. 



4-95 

Solution We are to calcúlate the speed of air along the floor due to a vacuum cleaner, and find the location of 
máximum speed. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 


Analysis At the floor, y= 0. Sctting y = 0 in Eq. 2 of Problem 4-93 shows that v = 0, as expected - no flow through 
the floor. Settingy = 0 in Eq. 1 of Problem 4-93 results in the speed along the floor, 


Speed on the floor. 

—Vx x 1 +h 2 —Vx x 2 +h 2 -V x 

kL x 4 +2x 2 b 2 +b 4 kL ^ x 2 + ¡ } 2 \ 2 n L[x 2 +b 2 ) 


( 1 ) 


We find the máximum speed be differentiating Eq. 1 and setting the result to zero, 


Máximum speed on the floor. 


du 

dx 


-V -2x 2 
* L (x 2 +b 2 ) 2 



= 0 


( 2 ) 


After some algebraic manipulation, we find that Eq. 2 has Solutions at x = b and x = -b. It is at _v = h and x = -b where we 
expect the best performance. At the origin, directly below the vacuum cleaner inlet, the flow is stagnant. Thus, despite our 
intuition, the vaeuum cleaner will work poorly directly below the inlet. 


Discussion Try some experiments at home to verify these results! 
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4-96 

Solution For a given expression for u, we are to find an expression for v such that the flow field is incompressible. 
Assumptions 1 The flow is steady. 2 The flow is two-dimcnsional in the x-y plañe. 

Analysis The x-component of velocity is given as 

x-component of velocity: u = a + b(x-c) (1) 

In order for the flow field to be incompressible, the volumetric strain rate must be zero, 

Volumetric strain rate: 


1 DV du dv dw 

-= s +s +s =- 1 - =0 

V Dt a ” " dx dy 


/oz 

Two-D 


This gives us a necessary condition for v, 
Necessary condition for v: 


dv _ du 
dy dx 


( 2 ) 


( 3 ) 


We substitute Eq. 1 into Eq. 3 and intégrate to solve for v, 

Expression for v: 


dy dx y 1 


v = j ^ dy = J {-2b (x - c)) dy + f (x) 

Note that we must add an arbitrary function ofx rather than a simple constant of integration since this is a partial integration 
with respect to y. v is a function of both x and y. The result of the integration is 


Expression for v: 


v = -2b (x - c) y + f (x) 


( 4 ) 


Discussion We verify by plugging Eqs. 1 and 4 into Eq. 2, 
Volumetric strain rate : 


1 DV du dv , , s 

V Dt dx dy v ’ y ’ 


( 5 ) 


Since the volumetric strain rate is zero for any tlinction /(x), Eqs. 1 and 4 represent an incompressible flow field. 
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Chapter 4 Fluid Kinematics 
Solution For a given velocity field we are to determine if the flow is rotational or irrotational. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-0 plañe. 


Analysis 


The velocity components for flow over a circular cylinder of radius r are 

u,_ = V eos 6 


í 2 
1-^ 

V r y 


u e - -V sin 0 


f 2 

i a 
1 + - 

v r y 


(1) 


Since the flow is assumed to be two-dimensional in the r -6 plañe, the only non-zero component of vorticity is in the z 
direction. In cylindrical coordinates, 


Vorticity component in the z direction : 

We plug in the velocity components of Eq. 1 into Eq. 2 to solve for £ 

í.-i 


c,=- 

r 


d(ru g ) 8u r 


dr 


dO 


( 2 ) 


1 

d 

f 

( 2 V 

a 

\ 

( 2 >' 
a 

1 



-V sin# 

r + — 

+ V ün 6 

1 - y- 


r 

dr 

V 

l y ) 

/ 

2 

r 

V ' J 

r 


2 2 

-V sin 0 + V — sin 0 + V sin 0 - V — sin 6 
r r 


= 0 


( 3 ) 


Henee, since the vorticity is everywhere zero, this flow is irrotational. 

Discussion Fluid particles distort as they flow around the cylinder, but their net rotation is zero. 


4-98 

Solution For a given velocity field we are to find the location of the stagnation point. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-¿9 plañe. 

Analysis The stagnation point occurs when both components of 

velocity are zero. We set u r = 0 and ug = 0 in Eq. 1 of the previous y 

problem, - 


= V cosO 


y 2 A 
1-^T 
v r y 


/ 


u e = —V sin 6 


=0 

2 "N 


Either eos 6 = 0 or r = < 


i a 
1 + — 

v r y 


( 1 ) 


Stagnation 

point 



= 0 Either sin e = 0 or r~ = -c 


FIGURE 1 

The stagnation point on the upstream hall' of 
the flow field is located at the nose of the 
cylinder at r = a and 0= 180°. 


The second part of the Ug condition in Eq. 1 is obviously impossible since 
cylinder radius o is a real number. Thus sin0= 0, which means that 0=0° 
or 180°. We are restricted to the left half of the flow (x < 0); therefore we 

choose 0= 180°. Now we look at the u r condition in Eq. 1. At (9= 180°, cos#= -1, and thus we conclude that r must equal 
a. Summarizing, 


Stagnation point. 

Or, in Cartesian coordinates, 
Stagnation point. 


r = a 


e = -180° 


y = 0 


( 2 ) 

( 3 ) 


The stagnation point is located at the nose of the cylinder (Fig. 1). 

Discussion This result agrees with our intuition, since the fluid must divert around the cylinder at the nose. 
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Chapter 4 Fluid Kinematics 


4-99 



Solution For a given stream function we are to generate an equation 
for streamlines, and then plot several streamlines in the upstream half of 
the ílow field. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the 
r-9 plañe. 


Analysis 

(n) The stream function is 


y/ = V sin 9 


2 \ 


( 1 ) 


First we multiply both sides of Eq. 1 by r, and then solve the quadratic 
equation for r using the quadratic rule. This gives us an equation for r as a 
function of 9\ with y/, a, and V as parameters, 


Equation for a streamline: 


y/ ± yjys 2 + 4a 2 V 2 sin 2 9 
2Fsin<9 


( 2 ) 



FIGURE 1 

Streamlines corresponding to flow over a 
circular cylinder. Only the upstream half of 
the flow field is plotted. 


(b) For the particular case in which V= 1.00 m/s and cylinder radius a = 10.0 cm, we choose various valúes of y/ in Eq. 2, 
and plot streamlines in the upstream half of the flow (Fig. 1). Each valué of (//corrcsponds to a unique streamline. 


Discussion The stream function is discussed in greater detail in Chap. 9. 


4-100 

Solution 

Assumptions 

Analysis 


For a given velocity field we are to calcúlate the linear strain rates s, T and Sgg in the r-#plane. 
1 The flow is steady. 2 The flow is two-dimensional in the r-<9plane. 

We substitute the equation of Problem 4-97 into that of Problem 4-91, 


Linear strain rate in r direction: 


du r „a~ 

£ = —- = 2V eos 9 — 
" dr r 3 


and 


Linear strain rate in 8direction'. 


1 

du„ 

_ 1 


( 2 > 

, a 

+ V eos 9 

( 2 Al 

, a 

£ ee ~ ~ 
r 

L S8 \ 

r 

-V eos 9 

1+ — 

l r y 

1 r Jj 


= -2Fcos 9 — 
r 


( 1 ) 


( 2 ) 


The linear strain rates are non-zero, implying that fluid line segments do stretch (or shrink) as they move about in 
the flow field. 

Discussion The linear strain rates decrease rapidly with distance from the cylinder. 
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4-101 

Solution 

Assumptions 

Analysis 

case, 


Chapter 4 Fluid Kinematics 

We are to discuss whether the flow field of the previous problem is incompressible or compressible. 

1 The flow is steady. 2 The flow is two-dimensional in the r-<9plane. 

For two-dimensional flow we know that a flow is incompressible if its volumetric strain rate is zero. In that 


Volumetric strain rate, incompressible 2-D flow in the x-y plane\ 


1 DV du dv 

-— £ + £ — -1- 

V Dt yy dx dy 


( 1 ) 


We can extend Eq. 1 to cylindrical coordinates by writing 

Volumetric strain rate, incompressible 2-D flow in the r- 9plane\ -= s rr + s r6 = —- H— 

V Dt dr r 

Plugging in the results of the previous problem we see that 

Volumetric strain rate for flow over a circular cylinder. — = 2V eos 9 — 2V eos 0 = 0 (3) 

V Dt r r 

Since the volumetric strain rate is zero everywhere, the flow is incompressible. 


du g 

~dÓ 


- + u„ 


= 0 


( 2 ) 


Discussion In Chap. 9 we show that Eq. 2 can be obtained from the differential equation for conservation of mass. 


4-102 

Solution For a given velocity field we are to calcúlate the shear strain rate s r g. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-9 plañe. 


Analysis 


We substitute the equation of Problem 4-97 into that of Problem 4-91, 


Shear strain rate in r-9 plañe: 


1 

£ r e ~ 2 

_ 

~ 2 
1 


dr 


dr 


1 du r 

+ -- 

r d9 


2 "N 


V sin 9 T , . 
-Ksm 9— 


1 

+ — 
r 


-V sin 9 


í 2 V 

1 — 
r 

V Jj 


(i) 


= — V sin 9 
2 

which reduces to 

Shear strain rate in r-9 plañe: 


1 a 2 1 a 1 

—+ 3~ + — 

r r r r 


= 2V sin#— 

r 


s rñ - 2V sin 0— 


( 2 ) 


The shear strain rate is non-zero, implying that fluid line segments do deform with shear as they move about in the 
flow field. 

Discussion The shear strain rate decreases rapidly (as r" 3 ) with distance from the cylinder. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


Conservation of Mass 


5-1C 

Solution We are to ñame some conserved and non-conserved quantities. 

Analysis Mass, energy, momentum, and electric charge are conserved, and volume and entropy are not 
conserved during a process. 

Discussion Students may think of other answers that may be equally valid. 


5-2C 

Solution We are to discuss mass and volume flow rates and their relationship. 

Analysis Mass flow rate is the amount of mass flowing through a cross-section per unit time whereas volume flow 
rate is the amount of volume flowing through a cross-section per unit time. 

Discussion Mass flow rate has dimensions of mass/time while volume flow rate has dimensions of volume/time. 


5-3 C 

Solution We are to discuss the mass flow rate entering and leaving a control volume. 

Analysis The amount of mass or energy entering a control volume does not have to be equai to the amount of mass 

or energy leaving during an unsteady-flow process. 

Discussion If the process is steady, however, the two mass flow rates must be equal; otherwise the amount of mass 
would have to increase or decrease inside the control volume, which would make it unsteady. 


5-4C 

Solution 

Analysis 

Discussion 


We are to discuss steady flow through a control volume. 

Flow through a control volume is steady when it involves no changes with time at any specified position. 
This applies to any variable we might consider - pressure, velocity, density, temperature, etc. 


5-5C 

Solution We are to discuss whether the flow is steady through a given control volume. 

Analysis No, a flow with the same volume flow rate at the inlet and the exit is not necessarily steady (unless the 

density is constant). To be steady, the mass flow rate through the device must remain constant. 

Discussion If the question had stated that the two mass flow rates were equal, then the answer would be yes. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-6E 

Solution A garden hose is used to fdl a water bucket. The volume and mass flow rates of water, the filling time, and 
the discharge velocity are to be determined. 

Assumptions 1 Water is an incompressible substance. 2 Flow through the hose is steady. 3 There is no waste of water by 
splashing. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Aitalysis (a) The volume and mass flow rates of water are 

V = AV = ( nD 1 /4)V = [ x(\/\2 ft) 2 /4] (S ft/s) = 0.04363 ft 3 /s £ 0.0436 ft 3 /s 


m = pV = (62.4 lbm/ft 3 )(0.04363 ft 3 /s) = 2.72 Ibm/s 
(b) The time it takes to fill a 20-gallon bucket is 




20 gal 


V 0.04363 ft 3 /s 


lft 


3 A 


7.4804 gal 


61.3 s 


(c) The average discharge velocity of water at the nozzle exit is 


V. = 


V 


V 


0.04363 ft /s 


A e nD] /4 [zr(0.5 /12 ft) 2 /4] 


32 ft/s 



Discussion Note that for a given flow rate, the average velocity is inversely proportional to the square of the velocity. 
Therefore, when the diameter is reduced by half, the velocity quadruples. 


5-7 

Solution 

Assumptions 

Properties 

Aitalysis 


Air is accelerated in a nozzle. The mass flow rate and the exit area of the nozzle are to be determined. 
Flow through the nozzle is steady. 

The density of air is given to be 2.21 kg/m 3 at the inlet, and 0.762 kg/m 3 at the exit. 

(a) The mass flow rate of air is determined from the inlet conditions to be 


m = p x A x V x = (2.21 kg/m 3 )(0.008 m 2 )(30 m/s) = 0.530 kg/s 


(b) There is only one inlet and one exit, and thus m x = m 2 = m . 
Then the exit area of the nozzle is determined to be 



Vi = 30 m/s AIR 
A x = 80 cm 2 - 


V 2 = 180 m/s 



m = p 2 A 2 V 2 


-> A 2 =- 


m 


0.530 kg/s 


= 0.00387 m 2 =38.7 cm 2 


PiYi (0.762 kg/m 3 )(180 m/s) 

Discussion Since this is a compressible flow, we must equate mass flow rates, not volume flow rates. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-8 

Solution Air is expanded and is accelerated as it is heated by a hair dryer of constant diameter. The percent increase 
in the velocity of air as it flows through the drier is to be determined. 

Assumptions Flow through the nozzle is steady. 

Properties The density of air is given to be 1.20 kg/m 3 at the inlet, and 1.05 kg/m 3 at the exit. 

Analysis There is only one inlet and one exit, and thus m x = m 2 = m . Then, 


»/, = m 2 
p l AV ¡ — p 2 AV 2 

V 2 _ P\ ... 1-20 kg/m 3 _ l H 
V¡ p 2 1.05 kg/m J 


(or, an increase of 14%) 


rAVVWV\r 



í 


v, 


Therefore, the air velocity increases 14% as it flows through the hair drier. 


Discussion It makes sense that the velocity increases since the density decreases, but the mass flow rate is constant. 


5-9E 

Solution The ducts of an air-conditioning system pass through an open area. The inlet velocity and the mass flow rate 
of air are to be determined. 

Assumptions Flow through the air conditioning duct is steady. 

Properties The density of air is given to be 0.078 lbm/ft 3 at the inlet. 

Analysis The inlet velocity of air and the mass flow rate through the duct are 


K-ü- 


V, 


450 ft 3 /min 


A 7tD 2 / 4 zr(l0/12 ft) 2 / 4 


= 825 ft/min = 13.8 ft/s 


450 fr/min 


AIR 


£>= 10 in 


m = p-y x = (0.078 lbm/ft 3 )(450 ft 3 / min) = 35.1 lbm/min = 0.585 Ibm/s 


Discussion The mass flow rate though a duct must remain constant in steady flow; however, the volume flow rate 
varíes since the density varíes with the temperature and pressure in the duct. 


5-10 

Solution A rigid tank initially contains air at atmospheric conditions. The tank is connected to a supply line, and air 
is allowed to enter the tank until the density rises to a specified level. The mass of air that entered the tank is to be 
determined. 

Properties The density of air is given to be 1.18 kg/m 3 at the beginning, and 7.20 kg/m 3 at the end. 


Analysis We take the tank as the system, which is a control volume since mass crosses the boundary. The mass 
balance for this system can be expressed as - 


Mass balance: m in - m out = Aw system -> m¡ = m 2 - m x = p 2 V - p x V 

Substituting, m¡ = {p 2 - P\)V = [(7.20-1.18)kg/m 3 ](lm 3 ) = 6.02 kg 
Therefore, 6.02 kg of mass entered the tank. 

Discussion Tank temperature and pressure do not enter into the calculations. 


■> -> 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-11 

Solution The ventilating fan of the bathroom of a building runs continuously. The mass of air “vented out” per day is 
to be determined. 

Assumptions Flow through the fan is steady. — 

Properties The density of air in the building is given to be 1.20 kg/m 3 . 

Analysis The mass flow rate of air vented out is 

'"air = pV air = (1.20 kg/m 3 )(0.030m 3 /s) = 0.036 kg/s 

Then the mass of air vented out in 24 h becomes 

m = m air Ai = (0.036 kg/s)(24 x 3600 s) = 3110 kg 
Discussion Note that more than 3 tons of air is vented out by a bathroom fan in one day. 



5-12 

Solution A desktop Computer is to be cooled by a fan at a high elevation where the air density is low. The mass flow 
rate of air through the fan and the diameter of the casing for a given velocity are to be determined. 

Assumptions Flow through the fan is steady. 

Properties The density of air at a high elevation is given to be 0.7 kg/m 3 . 

Analysis The mass flow rate of air is 

mair = pV air = (0.7 kg/m 3 )(0.34 m 3 /min) = 0.238kg/min = 0.0040 kg/s 
If the mean velocity is 110 m/min, the diameter of the casing is 

V=AV = ^--r -A c Ig 0.063 m 

4 V nV y ^(110 m/min) 

Therefore, the diameter of the casing must be at least 6.3 cm to ensure that the mean velocity does not exceed 110 m/min. 

Discussion This problem shows that engineering systems are sized to satisfy given imposed constraints. 



5-13 

Solution A smoking lounge that can accommodate 15 smokers is considered. The required mínimum flow rate of air 
that needs to be supplied to the lounge and the diameter of the duct are to be determined. 

Assumptions Infiltration of air into the smoking lounge is negligible. 

Properties The mínimum fresh air requirements for a smoking lounge is given to be 30 L/s per person. 


Analysis 


The required mínimum flow rate of air that needs to be supplied to the lounge is determined directly from 


^air = ^arr per person (NO-Of persons) 

= (30 L/s-person)( 15 persons) = 450 L/s = 0.45 m 3 /s 
The volume flow rate of fresh air can be expressed as 
V = VA = V(xD 2 /4) 

Solving for the diameter D and substituting, 

Í4\/~ |4(0.45 m 3 /s) 


D =. 


= 0.268 m 


Smoking Lounge 

15 smokers 
30 L/s person 


I nV \ n(% m/s) 

Therefore, the diameter of the fresh air duct should be at least 26.8 cm if the velocity of air is not to exceed 8 m/s. 


Discussion Fresh air requirements in buildings must be taken seriously to avoid health problems. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-14 

Solution The mínimum fresh air requirements of a residential building is specified to be 0.35 air changes per hour. 
The size of the fan that needs to be installed and the diameter of the duct are to be determined. 

Analysis The volume of the building and the required mínimum volume tlow rate of fresh air are 
V room = (2.7 m)(200 m 2 ) = 540 m 3 

V = V room x ACH = (540 m 3 )(0.35/h) = 189 m 3 / h = 189,000 L/h = 3150 L/min 
The volume flow rate of fresh air can be expressed as 

V =VA = V(kD 2 /4) 

Solving for the diameter D and substituting, 0.3: 

„ ¡4\/~ /4(189/3600 m 3 /s) n ... 

D = J —= —-- = 0.106 m 

\ nV ]¡ i(6m/s) 

Therefore, the diameter of the fresh air duct should be at least 10.6 cm if the velocity of air is not to exceed 6 m/s. 
Discussion Fresh air requirements in buildings must be taken seriously to avoid health problems. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


Mechanical Energy and Pump Efficiency 


5-15C 

Solution We are to discuss mechanical energy and how it differs from thermal energy. 

Analysis Mechanical energy is the form of energy that can be converted to mechanical work completely and 
directly by a mechanical device such as a propeller. It differs from thermal energy in that thermal energy cannot be 
converted to work directly and completely. The forms of mechanical energy of a fluid stream are kinetic, potential, and 
flow energies. 

Discussioit It would be nice if we coidd convert thermal energy completely into work. However, this would viólate the 
second law of thermodynamics. 


5-16C 

Solution We are to define and discuss mechanical efficiency. 

Analysis Mechanical efficiency is defined as the ratio of the mechanical energy output to the mechanical energy 
input. A mechanical efficiency of 100% for a hydraulic turbine means that the entire mechanical energy of the fluid is 
converted to mechanical (shaft) work. 

Discussioit No real fluid machine is 100% efficient, due to frictional losses, etc. - the second law of thermodynamics. 


5-17C 

Solution We are to define and discuss pump-motor efficiency. 


Analysis The combined pump-motor efficiency of a pump/motor system is defined as the ratio of the increase in the 
mechanical energy of the fluid to the electrical power consumption of the motor, 


/pump-motor 


*7 pump 7 motor 


F — F 

l j mech,out mech,in 


A E 


mech,fluid 


w. 


pump 


w. 


elect,in 


w, W, 

elect,in elect,in 


The combined pump-motor efficiency cannot be greater than either of the pump or motor efficiency since both pump and 
motor efficiencies are less than 1, and the product of two numbers that are less than one is less than either of the numbers. 


Discussioit Since many pumps are supplied with an integrated motor, pump-motor efficiency is a useful parameter. 


5-18C 

Solution We are to define and discuss turbine, generator, and turbine-generator efficiency. 

Analysis _ Turbine efficiency, generator efficiency, and combined turbine- generator efficiency are defined as follows: 


Mechanical energy output ^shaft,out 

ur lne Mechanical energy extracted from the fluid AÉ mech fluid 

Electrical power output ^eiect.out 


7generator M ec hanical power input IV shañ in 



w , w , 

rr elect,out rr electout 


'/turbine-gen '/turbine '/generaor • • . * . 

mech,in — ^ mech,out 1 mech,fluid 1 


Discussioit Most turbines are connected directly to a generator, so the combined efficiency is a useful parameter. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-19 

Solution A river is flowing at a specified velocity, flow rate, and elevation. The total mechanical energy of the river 
water per unit mass, and the power generation potential of the entire river are to be determined. 


Assumptions 1 The elevation given is the elevation of the free surface of the river. 2 The velocity given is the average 
velocity. 3 The mechanical energy of water at the turbine exit is negligible. 

Properties We take the density of water to be p = 1000 kg/m 3 . 


Analysis Noting that the sum of the flow energy and the potential energy is constant for a given fluid body, we can 
take the elevation of the entire river water to be the elevation of the free surface, and ignore the flow energy. Then the total 
mechanical energy of the river water per unit mass becomes 


- mech 


= pe + ke = gh H- 


(9.81m/s 2 )(90m)+ (3m/s) 


2 A 


í 1 kJ/kg 
ll000m 2 /s 2 


River 


v y 

= 0.887 kJ/kg 

The power generation potential of the river water is obtained by multiplying the total 
mechanical energy by the mass flow rate, 

m = pV = (1000 kg/m 3 )(500 m 3 /s) = 500,000 kg/s 



íÉ max = ¿mech = ñe mech = (500,000 kg/s)(0.887 kg/s) = 444,000 kW = 444 MW 


Therefore, 444 MW of power can be generated from this river as it discharges into the lake if its power potential can be 
recovered completely. 

Discussion Note that the kinetic energy of water is negligible compared to the potential energy, and it can be ignored in 
the analysis. Also, the power output of an actual turbine will be less than 444 MW because of losses and inefficiencies. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-20 

Solution A hydraulic turbine-generator is generating electricity from the water of a large reservoir. The combined 
turbine-generator efficiency and the turbine efficiency are to be determined. 

Assumptions 1 The elevation of the reservoir remains constant. 2 The mechanical energy of water at the turbine exit is 
negligible. 

Analysis We take the free surface of the reservoir to be point 1 and the turbine exit to be point 2. We also take the 
turbine exit as the reference level (z 2 = 0), and thus the potential energy at points 1 and 2 are peí = gz¡ and pe 2 = 0. The flow 
energy P/p at both points is zero since both 1 and 2 are open to the atmosphere (P¡ = P 2 = /\ tln ). Further, the kinetic energy 
at both points is zero (kei = ke 2 = 0) since the water at point 1 is essentially motionless, and the kinetic energy of water at 
turbine exit is assumed to be negligible. The potential energy of water at point 1 is 

1 kJ/kg 


pe y = gz y =(9.81m/s )(70m) 


1000 m /s ¿ 


= 0.687 kJ/kg 


Then the rate at which the mechanical energy of the fluid is supplied 
to the turbine become 

| A^mech,fluid | = "'(e m ech,in “ e mech,out ) = ™(P e 1 ~0) = ñipe t 

= (1500 kg/s)(0.687 kJ/kg) 

= 1031 kW 

The combined turbine-generator and the turbine efficiency are 
determined from their definitions, 


W, 


H turbine-gen 


elect,out 


A E 


mech,fluid 


750 kW 
103 lkW 


= 0.727 or 72.7% 





H turbine 


shaft.out 


A E„ 


800 kW 
103 lkW 


= 0.776 or 77.6% 


J mech.fluid 

Therefore, the reservoir supplies 1031 kW of mechanical energy to the turbine, which converts 800 kW of it to shaft work 
that drives the generator, which generates 750 kW of electric power. 

Discussioit This problem can also be solved by taking point 1 to be at the turbine inlet, and using flow energy instead of 
potential energy. It would give the same result since the flow energy at the turbine inlet is equal to the potential energy at 
the free surface of the reservoir. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-21 

Solution Wind is blowing steadily at a certain velocity. The mechanical energy of air per unit mass, the power 
generation potential, and the actual electric power generation are to be determined. 

Assumptions 1 The wind is blowing steadily at a constant uniform velocity. 2 The efficiency of the wind turbine is 
independent of the wind speed. 

Properties The density of air is given to be p = 1.25 kg/m 3 . 


Aitalysis Kinetic energy is the only form of mechanical energy the wind possesses, and it 
entirely. Therefore, the power potential of the wind is its kinetic energy, which is V 2 12 per unit 
given mass flow rate: 


e mech ^ 


V- (12m/s) 2 f lkJ/kg 


V1000 m 2 /s 2 


= 0.072 kJ/kg 


can be converted to work 
mass, and ni V 2 / 2 for a 


TeD , rr (50 mi 

m = pVA = pV -= (1.25 kg/m 3 )(12 m/s)-= 29,452 kg/s 

4 4 

= 4ech = me^ = (29,452 kg/s)(0.072 kJ/kg) = 2121 kW = 2120 kW 
The actual electric power generation is determined by multiplying the power generation potential by the efficiency, 

K lect - ^7 wind turbine ^max = (0.30)(2121 kW) = 636 kW 
Therefore, 636 kW of actual power can be generated by this wind turbine at the stated conditions. 



Discussion The power generation of a wind turbine is proportional to the cube of the wind velocity, and thus the power 
generation will change strongly with the wind conditions. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 



Solution The previous problem is reconsidered. The effect of wind velocity and the blade span diameter on wind 
power generation as the velocity varíes from 5 m/s to 20 m/s in increments of 5 m/s, and the diameter varíes from 20 m to 
80 m in increments of 20 m is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

DI =20 "m" 

D2=40 "m" 

D3=60 "m" 

D4=80 "m" 

Eta=0.30 
rho=1.25 "kg/m3" 

m1_dot=rho*V*(pi*D1 A 2/4); W1_Elect=Eta*m1_dot*(V A 2/2)/1000 "kW" 
m2_dot=rho*V*(pi*D2 A 2/4); W2_Elect=Eta*m2_dot*(V A 2/2)/1000 "kW" 
m3_dot=rho*V*(pi*D3 A 2/4); W3_Elect=Eta*m3_dot*(V A 2/2)/1000 "kW" 
m4_dot=rho*V*(pi*D4 A 2/4); W4_Elect=Eta*m4_dot*(V A 2/2)/1000 "kW" 


D, m 

V, m/s 

m, kg/s 

ikeied, kW 

20 

5 

1,963 

7 


10 

3,927 

59 


15 

5,890 

199 


20 

7,854 

471 

40 

5 

7,854 

29 


10 

15,708 

236 


15 

23,562 

795 


20 

31,416 

1885 

60 

5 

17,671 

66 


10 

35,343 

530 


15 

53,014 

1789 


20 

70,686 

4241 

80 

5 

31,416 

118 


10 

62,832 

942 


15 

94,248 

3181 


20 

125,664 

7540 



4 6 8 10 12 14 16 18 20 

V, m/s 


Discussion Wind turbine power output is obviously nonlinear with respect to both velocity and diameter. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-23E 

Solution A differential thermocouple indicates that the temperature of water rises a certain amount as it flows 
through a pump at a specified rate. The mechanical efficiency of the pump is to be determined. 

Assumptions 1 The pump is adiabatic so that there is no heat transfer with the surroundings, and the temperature rise of 
water is completely due to frictional heating. 2 Water is an incompressible substance. 

Properties We take the density of water to be p = 62.4 lbm/ft 3 and its specific heat to be C = 1.0 Btu/lbm°F. 

Analysis The increase in the temperature of water is due to the conversión of mechanical energy to thermal energy, 

and the amount of mechanical energy converted to thermal energy is equal to the increase in the internal energy of water, 


m = pV = (62.4 lbm/ft 3 )(1.5 ft 3 /s) = 93.6 lbm/s 


^mech.loss = Aí/ = 


f 

= (93.6 lbm/s)(1.0 Btu/lbm • °F)(0.072°F) 

V 


_lhp_ 

0.7068 Btu/s J 


9.53 hp 


The mechanical efficiency of the pump is determined from the general 
definition of mechanical efficiency, 


^eoWos L = i_9^3hp = o64 7 Qr 647 o /o 
^mech.in 27 h P 


zir=0.072 o F 



Discussion Note that despite the conversión of more than one-third of the mechanical power input into thermal energy, 
the temperature of water rises by only a small fraction of a degree. Therefore, the temperature rise of a fluid due to 
frictional heating is usually negligible in heat transfer analysis. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-24 

Solution Water is pumped from a lake to a storage tank at a specified rate. The overall efficiency of the pump-motor 
unit and the pressure difference between the inlet and the exit of the pump are to be determined. 

Assumptions 1 The elevations of the tank and the lake remam constant. 2 Frictional losses in the pipes are negligible. 3 
The changes in kinetic energy are negligible. 4 The elevation difference across the pump is negligible. 

Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis ( a ) We take the free surface of the lake to be point 1 and the free surfaces of the storage tank to be point 2. 

We also take the lake surface as the reference level (z¡ = 0), and thus the potential energy at points 1 and 2 are peí = 0 and 
pe 2 = gz 2 . The ti ow energy at both points is zero since both 1 and 2 are open to the atmosphere (P\ ~ Pl~ ^atm)- Further, the 
kinetic energy at both points is zero (kei = ke 2 = 0) since the water at both locations is essentially stationary. The mass flow 
rate of water and its potential energy at point 2 are 

m = pV = (1000 kg/m 3 )(0.070 m 3 /s) = 70 kg/s 


pe x = gz¡ = (9.81m/s 2 )(20m) 


1 kJ/kg 
vlOOO m 2 /s 2 


= 0.196 kJ/kg 


Then the rate of increase of the mechanical energy of water becomes 


A£ mcch,nu,d = m ( e mech,out “ e mech,in ) = m(pe 2 -0 ) = mpe 2 = (70 kg/s)(0.196kJ/kg) = 13.7kW 


The overall efficiency of the combined pump-motor unit is determined from its definition, 


H pump-motor 


A E 


mech,fluid 


w. 


elect,in 


13.7 kW 
20.4 kW 


0.672 or 67.2% 


(b) Now we consider the pump. The change in the mechanical energy of 
water as it flows through the pump consists of the change in the flow 
energy only since the elevation difference across the pump and the 
change in the kinetic energy are negligible. Also, this change must be 
equal to the useful mechanical energy supplied by the pump, which is 
13.7 kW: 


A ^'mech,fluid ^(^mech,out ^mech.in) 


——— = VAP 
P 


Solving for A P and substituting, 


AP = 


^©ech,fluid 13.7 kj/s 


V 


0.070 m 3 /s 


1kPa■m 
lkJ 


3 


196 kPa 


© 



Therefore, the pump must boost the pressure of water by 196 kPa in 
order to raise its elevation by 20 m. 

Discussion Note that only two-thirds of the electric energy consumed by the pump-motor is converted to the 
mechanical energy of water; the remaining one-third is wasted because of the inefficiencies of the pump and the motor. 
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Bernoulli Equation 


Chapter 5 Mass, Bernoulli, and En ergy Equations 


5-25C 

Solution We are to define streamwise acceleration and discuss how it differs from normal acceleration. 

Analysis The acceleration of a fluid particle along a streamline is called streamwise acceleration, and it is due to a 
change in speed along a streamline. Normal acceleration (or centrifugal acceleration), on the other hand, is the 

acceleration of a fluid particle in the direction normal to the streamline, and it is due to a change in direction. 

Discussioit In a general fluid flow problem, both streamwise and normal acceleration are present. 


5-26C 

Solution We are to express the Bernoulli equation in three different ways. 
Analysis The Bernoulli equation is expressed in three different ways as follows: 

(a) In terms of energies: 


P v- 


H-t- gz = constant 

P 2 


(b) In terms ofpressures: 


(c) in terms ofheads: 


P + p + pgz = constant 


P V 

-1-1 -z = H = constant 

Pg 2 g 


Discussioit You could, of course, express it in other ways, but these three are the most usefid. 


5-27C 

Solution We are to discuss the three major assumptions used in the derivation of the Bernoulli equation. 

Analysis The three major assumptions used in the derivation of the Bernoulli equation are that the flow is steady, 
there is negligible frictional effects, and the flow is incompressible. 

Discussioit If any one of these assumptions is not valid, the Bernoulli equation should not be used. Unfortunately, many 
people use it anyway, leading to errors. 


5-28C 

Solution We are to define and discuss static, dynamic, and hydrostatic pressure. 

Analysis Static pressure P is the actual pressure of the fluid. Dynamic pressure pV 1 i2 is the pressure rise when 
the fluid in motion is brought to a stop isentropically. Hydrostatic pressure pgz is not pressure in a real sense since its 
valué depends on the reference level selected, and it accounts for the effects of fluid weight on pressure. The sum of 
static, dynamic, and hydrostatic pressures is constant when flow is steady and incompressible, and when frictional effects 
are negligible. 

Discussioit The incompressible Bernoulli equation States that the sum of these three pressures is constant along a 
streamline; this approximation is valid only for steady and incompressible flow with negligible frictional effects. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 

5-29C 

Solution We are to define and discuss pressure head, velocity head, and elevation head. 


Analysis 


P^=P+PVZ2 


The sum of the static and dynamic pressures is called the stagnation pressure , and it is expressed as 
The stagnation pressure can be measured by a Pitot tube whose inlet is normal to the flow. 


Discussion Stagnation pressure, as its ñame implies, is the pressure obtained when a flowing fluid is brought to rest 
isentropically, at a so-called stagnation point. 


5-30C 

Solution We are to define and discuss pressure head, velocity head, and elevation head. 

Analysis The pressure head P/pg is the height of a fluid column that produces the static pressure P. The velocity 

head V 2 /2 is the elevation needed for a fluid to reach the velocity V during frictionless free fall. The elevation head z is 
the height of a fluid relative to a reference level. 

Discussion It is often convenient in fluid mechanics to work with head - pressure expressed as an equivalent column 
height of fluid. 


5-31C 

Solution We are to define hydraulic grade line and compare it to energy grade line. 

Analysis The curve that represents the sum of the static pressure and the elevation heads, P/pg + z, is called the 

hydraulic grade line or HGL. The curve that represents the total head of the fluid, P/pg + V 2 /2g + z, is called the energy 
line or EGL. Thus, in comparison, the energy grade line contains an extra kinetic-energy-type term. For stationary bodies 
such as reservoirs or iakes, the EL and HGL coincide with the free surface of the liquid. 

Discussion The hydraulic grade line can rise or fall along flow in a pipe or duct as the cross-sectional area increases or 
decreases, whereas the energy grade line always decreases unless energy is added to the fluid (like with a pump). 


5-32C 

Solution We are to discuss the hydraulic grade line in open-channel flow and at the outlet of a pipe. 

Analysis For open-channel flow, the hydraulic grade line (HGL) coincides with the free surface of the liquid. At 

the exit of a pipe discharging to the atmosphere, HGL coincides with the elevation of the pipe outlet. 

Discussion We are assuming incompressible flow, and the pressure at the pipe outlet is atmospheric. 


5-33C 

Solution We are to discuss the máximum rise of a jet of water from a tank. 

Analysis With no losses and a 100% efficient nozzle, the water stream could reach to the water level in the tank, or 
20 meters. In reality, friction losses in the hose, nozzle inefficiencies, orifice losses, and air drag would prevent attainment 
of the máximum theoretical height. 

Discussion In fact, the actual máximum obtainable height is much smaller than this ideal theoretical limit. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 

5-34C 

Solution We are to discuss the effect of liquid density on the operation of a siphon. 

Aitalysis The lower density liquid can go over a higher wall, provided that cavitation pressure is not reached. 
Therefore, oil may be able to go over a higher wall than water. 

Discussion However, frictional losses in the flow of oil in a pipe or tube are much greater than those of water since the 
viscosity of oil is much greater than that of water. When frictional losses are considered, the water may actually be able to 
be siphoned over a higher wall than the oil, depending on the tube diameter and length, etc. 


5-35C 

Solution We are to explain how and why a siphon works, and its limitations. 

Aitalysis Siphoning works because of the elevation and thus pressure difference between the inlet and exit of a tube. 
The pressure at the tube exit and at the free surface of a liquid is the atmospheric pressure. When the tube exit is below the 
free surface of the liquid, the elevation head difference drives the flow through the tube. At sea level, 1 atm pressure can 
support about 10.3 m of coid water (coid water has a low vapor pressure). Therefore, siphoning coid water over a 7 m wall 
is theoretically feasible. 

Discussion In actual practice, siphoning is also limited by frictional effects in the tube, and by cavitation. 


5-36C 

Solution We are to compare siphoning at sea level and on a mountain. 

Aitalysis At sea level, a person can theoretically siphon water over a wall as high as 10.3 m. At the top of a high 
mountain where the pressure is about half of the atmospheric pressure at sea level, a person can theoretically siphon water 
over a wall that is only half as high. An atmospheric pressure of 58.5 kPa is insufficient to support a 8.5 meter high 
siphon. 

Discussion In actual practice, siphoning is also limited by frictional effects in the tube, and by cavitation. 


5-37C 

Solution We are to analyze the pressure change in a converging duct. 

Aitalysis As the duct converges to a smaller cross-sectional area, the velocity increases. By Bernoulli’s equation, the 
pressure therefore decreases. Thus Manometer A is correct since the pressure on the right side of the manometer is 
obviously smaller. According to the Bernoulli approximation, the fluid levels in the manometer are independent of the flow 
direction, and reversing the flow direction would have no effect on the manometer levels. Manometer A is still correct if 
the flow is reversed. 

Discussion In reality, it is hard for a fluid to expand without the flow separating from the walls. Thus, reverse flow with 
such a sharp expansión would not produce as much of a pressure rise as that predicted by the Bernoulli approximation. 


5-16 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 












Chapter 5 Mass, Bernoulli, and Energy Equations 

5-38C 

Solution We are to discuss and compare two different types of manometer arrangements in a flow. 

Analysis Arrangement 1 consists of a Pitot probe that measures the stagnation pressure at the pipe centerline, along 
with a static pressure tap that measures static pressure at the bottom of the pipe. Arrangement 2 is a Pitot-static probe that 
measures both stagnation pressure and static pressure at nearly the same location at the pipe centerline. Because of this, 
arrangement 2 is more accurate. However, it turns out that static pressure in a pipe varíes with elevation across the pipe 
cross section in much the same way as in hydrostatics. Therefore, arrangement 1 is also very accurate, and the elevation 
difference between the Pitot probe and the static pressure tap is nearly compensated by the change in hydrostatic pressure. 
Since elevation changes are not important in either arrangement, there is no change in our analysis when the water is 
replaeed by air. 

Discussioit Ignoring the effects of gravity, the pressure at the centerline of a turbulent pipe flow is actually somewhat 
smaller than that at the wall due to the turbulent eddies in the flow, but this effect is small. 


5-39 

Solution A water pipe bursts as a result of freezing, and water shoots up into the air a certain height. The gage 
pressure of water in the pipe is to be determined. 


Assumptions 1 The flow is steady, incompressible, and irrotational with negligible frictional effects (so that the Bernoulli 
equation is applicable). 2 The water pressure in the pipe at the burst section is equal to the water main pressure. 3 Friction 
between the water and air is negligible. 4 The irreversibilities that may occur at the burst section of the pipe due to abrupt 
expansión are negligible. 


Properties We take the density of water to be 1000 kg/m 3 . 

Analysis This problem involves the conversión of flow, kinetic, 
and potential energies to each other without involving any pumps, 
turbines, and wasteful components with large frictional losses, and thus 
it is suitable for the use of the Bernoulli equation. The water height 
will be máximum under the stated assumptions. The velocity inside the 
hose is relatively low ( V¡ = 0 ) and we take the burst section of the pipe 
as the reference level (z¡ = 0). At the top of the water trajectory Vi = 0, 
and atmospheric pressure pertains. Then the Bernoulli equation 
simpliííes to 



Water Pipe 



. V{ . 

' 

f 

H 

- 

i 

Px 

P 

atm , „ 

-» 

P — P 

1 1 1 atm 

pg 

2g 1 

Pg 2 g 

Pg 

+ z 2 
Pg 

pg 


P 

l.gage 

Pg 


= z 2 


Solving for Pi ¡gíge and substituting, 


^i,gage = pgz 2 = (1000 kg/rn )(9.81m/s~)(34 m)| 


1 kPa 
UkN/m 3 


lkN 


1000 kg ■ m/s" 


= 334 kPa 


Therefore, the pressure in the main must be at least 334 kPa above the atmospheric pressure. 


Discussioit The result obtained by the Bernoulli equation represents a limit, since frictional losses are neglected, and 
should be interpreted accordingly. It tells us that the water pressure (gage) cannot possibly be less than 334 kPa (giving us a 
lower limit), and in all likelihood, the pressure will be much higher. 


5-17 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 



















Chapter 5 Mass, Bernoulli, and Energy Equations 


5-40 

Solution The velocity of an aircraft is to be measured by a Pitot-static probe. For a given differential pressure 
reading, the velocity of the aircraft is to be determined. 


Assumptions 1 The air flow over the aircraft is steady, incompressible, 
and irrotational with negligible frictional effects (so that the Bernoulli 
equation is applicable). 2 Standard atmospheric conditions exist. 3 The 
wind effects are negligible. 

Properties The density of the atmosphere at an elevation of 3000 m is p 
= 0.909 kg/m 3 . 

Analysis We take point 1 at the entrance of the tube whose opening is 
parallel to flow, and point 2 at the entrance of the tube whose entrance is 
normal to flow. Noting that point 2 is a stagnation point and thus V 2 = 0 and 
zj = z 2 , the application of the Bernoulli equation between points 1 and 2 


Pitot-static probe 



gives 


A + + ^ Vi _ Pi-Px ^ V¿ = Pya KZ P L 

Pg 2g 1 pg 2g 2 2 g pg 2 p 


Solving for V¡ and substituting, 


\^P s ta g -Pi) (2(3000 N/m 2 ) 

1 kg - m/s 2 

p y 0.909 kg/m 3 

l 1N J 


Vi = 


since 1 Pa = 1 N/m and 1 m/s = 3.6 km/h. 


81.2 m/s =292 km/h 


Discussion Note that the velocity of an aircraft can be determined by simply measuring the differential pressure on a 
Pitot-static probe. 


5-41 

Solution The bottom of a car hits a sharp rock and a small hole develops at the bottom of its gas tank. For a given 
height of gasoline, the initial velocity of the gasoline out of the hole is to be determined. Also, the variation of velocity with 
time and the effect of the tightness of the lid on flow rate are to be discussed. 


Assumptions 1 The flow is steady, incompressible, and irrotational with negligible frictional effects (so that the Bernoulli 
equation is applicable). 2 The air space in the tank is at atmospheric pressure. 3 The splashing of the gasoline in the tank 
during travel is not considered. 


Analysis This problem involves the conversión of flow, kinetic, and potential energies to each other without 
involving any pumps, turbines, and wasteful components with large frictional losses, and thus it is suitable for the use of the 
Bernoulli equation. We take point 1 to be at the free surface of gasoline in the tank so that P¡ = P íllm (open to the 
atmosphere) V¡ = 0 (the tank is large relative to the outlet), and z, = 0.3 m and z 2 = 0 (we take the reference level at the 
hole. Also, P 2 = P. dtm (gasoline discharges into the atmosphere). Then the Bernoulli equation simplifies to 


Pl , V{‘ _ _ , 2 , r 2 


P 2 V¡ 

+ Z\ — - 1 - 1 - Z') 


¿i —-1-r 

pg 2g pg 2g 


YL 

2 g 


Solving for V 2 and substituting, 

V 2 = fiYYY = -^2(9.81 m/s 2 )(0.3 m) = 2.43 m/s 
Therefore, the gasoline will initially leave the tank with a velocity of 2.43 m/s. 


Gas Tank 



Discussion The Bernoulli equation applies along a streamline, and streamlines generally do not make sharp turns. The 
velocity will be less than 2.43 m/s since the hole is probably sharp-edged and it will cause some head loss. As the gasoline 
level is reduced, the velocity will decrease since velocity is proportional to the square root of liquid height. If the lid is 
tightly closed and no air can replace the lost gasoline volume, the pressure above the gasoline level will be reduced, and the 
velocity will be decreased. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-42E [Also solved using EES on enclosed DVD] 

Solution The drinking water needs of an office are met by large water bottles with a plástic hose inserted in it. The 
mínimum filling time of an 8-oz glass is to be determined when the bottle is fiill and when it is near empty. 

Assuinptions 1 The flow is steady, incompressible, and irrotational with negligible frictional effects (so that the Bernoulli 
equation is applicable). 2 All losses are neglected to obtain the mínimum filling time. 


Aitalysis We take point 1 to be at the free surface of water in the bottle and point 2 at the exit of the tube so that P¡ = 
P 2 = P atm (the bottle is open to the atmosphere and water discharges into the atmosphere), V\ = 0 (the bottle is large relative 
to the tube diameter), and z 2 = 0 (we take point 2 as the reference level). Then the Bernoulli equation simplitíes to 


P 1 V{ P 2 Vi Vy 

-1- Y Z i — -1-b Z') — ^ Zi — - 

pg 2g pg 2g 2 g 




V 2 = 2 ¡2gz~i 


Substituting, the discharge velocity of water and the filling time are determined as follows: 


(a) Full bottle (z 1 = 3.5 ft): 

V 2 = ^2(32.2 ft/s 2 )(3.5ft) = 15.0 ft/s 
A = «D 2 /4 = «-(0.25/12 ñ) 2 /4 = 3.41 xl0“ 4 ft 2 

V V 0.00835 ñ 3 

A t = — = -=-5—=-= 1.6 s 

V AV 2 (3.41 xlO -4 ñ‘")(15ft/s) 

(b) Empty bottle (z l = 2 ft): 

V 2 = ^2(32.2 ft/s 2 )(2 ft) = 11.3 ft/s 

V V 0.00835 ft 3 

A t = — - -=-—=-= 2.2 s 

V AV 2 (3.41xl0~ 4 ft 2 )(11.3ft/s) 

Discussiott The siphoning time is determined assuming frictionless flow, and 
thus this is the mínimum time required. In reality, the time will be longer because of 
friction between water and the tube surface. 



5-43 

Solution The static and stagnation pressures in a horizontal pipe are measured. The velocity at the center of the pipe 
is to be determined. 


Assumptions The flow is steady, incompressible, and irrotational with negligible frictional effects in the short distance 
between the two pressure measurement locations (so that the Bernoulli equation is applicable). 


Aitalysis We take points 1 and 2 along the centerline of the pipe, 
point 2 at the entrance of the Pitot-static probe (the stagnation point). 

This is a steady flow with straight and parallel streamlines, and thus the 
static pressure at any point is equal to the hydrostatic pressure at that 
point. Noting that point 2 is a stagnation point and thus V 2 = 0 and z\ = 
z 2 , the application of the Bernoulli equation between points 1 and 2 gives 


A+ p il 

Pg 2 g 


P 2 ví 
— + — 

Pg 2g 




2g 


Pi-P\ 

Pg 


with point 1 directly under the piezometer and 



Substituting the P\ and P 2 expressions give 

Ti 2 _ P 2 ~ Pj _ Pg(h p i tot +R)~ Pgjhpiezo + P) _ Pgihpj tot ~ ^piezo) _ » 

— — — — 'S 

2g pg Pg Pg 


Solving for V¡ and substituting, 

Vi = V2g(/ W - h piezo ) = V2(9.81m/s 2 )[(0.35-0.20)m] =1.72 m/s 


Discussiott Note that to determine the flow velocity, all we need is to measure the height of the excess fluid column in 
the Pitot-static probe. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-44 

Solution A water tank of diameter D 0 and height H open to the atmosphere is initially filled with water. An orifice of 
diameter D with a smooth entrance (no losses) at the bottom drains to the atmosphere. Relations are to be developed for the 
time required for the tank to empty completely and half-way. 


Assumptions 1 The orifice has a smooth entrance, and thus the frictional losses are negligible. 2 The flow is steady, 
incompressible, and irrotational with negligible frictional effects (so that the Bernoulli equation is applicable). 

Analysis We take point 1 at the free surface of the tank, and point 2 at the exit of orifice. We take the reference level 
at the orifice (z 2 = 0), and take the positive direction of z to be upwards. Noting that the finid at both points is open to the 
atmosphere (and thus í\ = P 2 = f\ tm ) and that the fluid velocity at the free surface is very low (V¡ = 0), the Bernoulli 
equation between these two points simplifies to 


Pg 


2 g 


- + z, = 


Jí + Yl 

Pg 2 g 


- + Zo 





^2 = a /2 ¿Fh 


For generality, we express the water height in the tank at any time t by z, and the discharge velocity by V 2 = -J2gz . Note 

that water surface in the tank moves down as the tank drains, and thus z is a variable whose valué changes fforn H at the 
beginning to 0 when the tank is emptied completely. 

We denote the diameter of the orifice by D , and the diameter of the tank by D a . The flow rate of water from the 
tank is obtained by multiplying the discharge velocity by the orifice cross-sectional area, 


^ ^orífice ^2 


7tD~ 


-Jlgz 


Then the amount of water that flows through the orifice during a differential time 
interval dt is 

,2 


dV = Vdt = 


7:D z 


-Jlgzdi 


(1) 


which, from conservation of mass, must be equal to the decrease in the volume of 
water in the tank. 


cr 


<- 


-D 0 

D 


-> 


dV = AankM z ) = - 




-dz 


( 2 ) 



A 


H 


V 


lil 


l'í 


where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 

' 2 I Ir. II ¡Ir. 

-dz 


^-Í2Jzdt = -^dz 


—> 


dt = — - 


D 


1 , D 

- dz =- -- : 

2gz Z) 2 V 2g 


The last relation can be integrated easily since the variables are separated. Letting fybe the discharge time and integrating it 
from t = 0 when z = z¡- ti to t = t f when z = z/ gives 



2z, 


Discussion Note that the discharging time is inversely proportional to the square of the orifice diameter. Therefore, the 
discharging time can be reduced to one-fourth by doubling the diameter of the orifice. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


V-f 


- + z. 


-> 


P1-P2 


pg 2g pg 2g 2 gpg 

Solving for V 2 and substituting, the discharge velocity is determined to 


5-45 

Solution Water discharges to the atmosphere from the orifice at the bottom of a pressurized tank. Assuming 
frictionless flow, the discharge rate of water from the tank is to be determined. 

Assumptions 1 The orífice has a smooth entrance, and thus the frictional losses are 
negligible. 2 The flow is steady, incompressible, and irrotational with negligible frictional 
effects (so that the Bernoulli equation is applicable). 

Properties We take the density of water to be 1000 kg/m 3 . 

Aitalysis We take point 1 at the free surface of the tank, and point 2 at the exit of 

orifice, which is also taken to be the reference level (z 2 = 0). Noting that the fluid velocity 
at the free surface is very low (V¡ = 0) and water discharges into the atmosphere (and 
thus P 2 = P atm)i the Bernoulli equation simplifies to 



V 2 = 


2 (P,~P 2 ) 


+ 2gzi = 


2(300-100) kPa 


p ]¡ 1000 kg/m J 

= 21.4 m/s 

Then the initial rate of discharge of water becomes 


1000N/m 
1 kPa 


2 A 


lkg-m/s 

1N 


2 A 


+ 2(9.81 m/s" )(3m) 


^ ^orífice Pl 


M_ V2 = xm0m) ( 21.4 m/s) = 0.168 m 3 /s 


Discussion Note that this is the máximum flow rate since the frictional effects are ignored. Also, the velocity and the 
flow rate will decrease as the water level in the tank decreases. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-46 

Solution The previous problem is reconsidered. The effect of water height in the tank on the discharge velocity as the 
water height varíes from 0 to 5 m in increments of 0.5 m is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 "m/s2" 
rho=1000 "kg/m3" 
d=0.10 "m" 



P1=300 "kPa" 

P_atm=100 "kPa" 

V=SQRT(2*(P1-P_atm)*1000/rho+2*g*h) 
Ac=pi*D A 2/4 
V dot=Ac*V 


h, m 

V, m/s 

V , m 3 /s 

0.00 

20.0 

0.157 

0.50 

20.2 

0.159 

1.00 

20.5 

0.161 

1.50 

20.7 

0.163 

2.00 

21.0 

0.165 

2.50 

21.2 

0.166 

3.00 

21.4 

0.168 

3.50 

21.6 

0.170 

4.00 

21.9 

0.172 

4.50 

22.1 

0.174 

5.00 

22.3 

0.175 



h, m 


Discussion Velocity appears to change nearly linearly with h in this range of data, but the relationship is not linear. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-47E 

Solution A siphon pumps water from a large reservoir to a lower tank which is initially empty. Water leaves the tank 
through an orifice. The height the water will rise in the tank at equilibrium is to be determined. 


Assumptions 1 The tlow is steady, incompressible, and irrotational 
with negligible frictional effects (so that the Bernoulli equation is 
applicable). 2 Both the tank and the reservoir are open to the 
atmosphere. 3 The water level of the reservoir remains constant. 

Analysis We take the reference level to be at the bottom of the 
tank, and the water height in the tank at any time to be h. We take point 
1 to be at the free surface of reservoir, point 2 at the exit of the siphon, 
which is placed at the bottom of the tank, and point 3 at the free surface 
of the tank, and point 4 at the exit of the orífice at the bottom of the 
tank. Then zj = 20 ft, z 2 = z 4 = 0, z 3 = /?, P l = P 2 = P 4 = P atm (the 
reservoir is open to the atmosphere and water discharges into the 
atmosphere) P 2 = .P atm +pg/? (the hydrostatic pressure at the bottom of 
the tank where the siphon discharges), and V¡ = V 2 = 0 (the free 
surfaces of reservoir and the tank are large relative to the tube 
diameter). Then the Bernoulli equation between 1-2 and 3-4 simplifies 
to 



A 

Pg 


2 g 


A 

pg 



-> 


Pg 


P atm+Pgh , y 2 
Pg 2 g 


-> Vi = V 2 gA - 2 gh = -J 2 g(z l -h) 


A 

pg 



A 

pg 



-> 



—> V 4 - -J 2 gh 


Noting that the diameters of the tube and the orífice are the same, the flow rates of water into and out of the tank will be the 
same when the water velocities in the tube and the orifice are equal since 

V 2 =V 4 AV 2 =AV 4 -> V 2 =V 4 

Setting the two velocities equal to each other gives 

V 2 =v 4 AgA-*) = -v/2g* -> z l —h = h h = y == 7.5 ft 

Therefore, the water level in the tank will stabilize when the water level rises to 
7.5 ft. 

Discussioit This result is obtained assuming negligible friction. The residí would be somewhat different if the friction in 
the pipe and orifice were considered. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-48 

Solution Water enters an empty tank steadily at a specified rate. An orifice at the bottom allows water to escape. 
The máximum water level in the tank is to be determined, and a relation for water height z as a function of time is to be 
obtained. 

Assumptions 1 The orifice has a smooth entrance, and thus the frictional losses are negligible. 2 The flow through the 
orifice is steady, incompressible, and irrotational with negligible frictional effects (so that the Bernoulli equation is 
applicable). 

Analysis (a) We take point 1 at the free surface of the tank, and point 2 at the exit of orifice. We take the reference 
level at the orifice (z 2 = 0), and take the positive direction ofz to be upwards. Noting that the fluid at both points is open to 
the atmosphere (and thus P¡ = P 2 = P Mm ) and that the fluid velocity at the free surface is very low ( V¡ ~ 0) (it becomes zero 
when the water in the tank reaches its máximum level), the Bernoulli equation between these two points simplifies to 


P\ V{ P 2 V 2 

— + — + z, = — + — + z, 

pg 2g pg 2g 




¿1 


YL 

2 g 


-> 


^2 = V 2 gz~i 


Then the mass flow rate through the orifice for a water height of z becomes 

9 / . \2 

rrT) _ _ 1 ¿X til 

'out = pV out = P A orífice^ = P ~~ a/ 2 S z ~ 


m n 


—> z = - 


2 ? 


PxD o 


y 


Setting z = /¡ max and m out = m m (the incoming flow rate) gives the desired relation for the 
máximum height the water will reach in the tank, 

/ „ . \2 

1 4/77 • 



2 g" 


pxD 0 


(b) The amount of water that flows through the orifice and the increase in the amount of water in the tank during a 
differential time interval dt are 

nül 


dm out = m oul dt = p-^-^lgzdt 

xDj 

^'«tank = P A ^dz = p —— dz 


The amount of water that enters the tank during dt is dm m = m m dt (Recall that w n 

‘out g iv es 

-.2 f 


- constant). Substituting them into the 


conservation of mass relation dm Vdnk = dm n 


^«ta„k = >h m dt - m oul dt 


-dm r 

KDñ 


P~ 


dz = 


tiD 




'«in -P- 


'•Jlgz 


dt 


V y 

Separating the variables, and integrating it from z = 0 at t = 0 to z = z at time t = t gives 
J pzddjdz r: P pxDldz 


■ = dt 


Jz=0 


i -’ = \dt = t 

'«in ~\P^ D ü^2gZ J '=° 


Win -\pi£>l yfigz -‘m 4 , 

Performing the integration, the desired relation between the water height z and time i is obtained to be 


\pttDj 


(\p7zD¡^y 


A pnDl^2gz-m m ln- 


-\pxDly¡2gz 


= t 


Discussiott Note that this relation is implicit in z, and thus we can’t obtain a relation in the form z = /(/). Substituting a z 
valué in the left side gives the time it takes for the fluid level in the tank to reach that level. Equation solvers such as EES 
can easily solve implicit equations like this. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-49E 

Solution Water flows through a horizontal pipe that consists of two sections at a specified rate. The differential 
height of a mercury manometer placed between the two pipe sections is to be determined. 

Assumptions lThe flow through the pipe is steady, incompressible, and irrotational with negligible frictional effects (so 
that the Bernoulli equation is applicable). 2 The losses in the reducing section are negligible. 

Properties The densities of mercury and water are p\ i g = 847 lbm/ft 3 and p w = 62.4 lbm/ft 3 . 

Analysis We take points 1 and 2 along the centerline of the pipe over the two tubes of the manometer. Noting that z\ 

= z 2 , the Bernoulli equation between points 1 and 2 gives 


3 _ 

pg 


2 g 


+ z 


A 

pg 



p x -p 2 = 


PÁVj-V I 2 ) 

2 


( 1 ) 


We let the differential height of the mercury manometer be h and the distance between the centerline and the mercury level 
in the tube where mercury is raised be s. Then the pressure difference P 2 - P\ can also be expressed as 

P\ + P w g(s + h) = P 2 + p w gs + p Hg gh P x -P 2 = ( p Hg - p w )gh (2) 


Combining Eqs. (1) and (2) and solving for h, 

p w (v2-vh , . , 

---= (PHg - Pw )g h -> h = 

Calculating the velocities and substituting, 


PwiYi-Vx) 
2 g(P Hg -Pw ) 


\/ \/ 

Vx=~ = 


1 gal/s 


A x 7 zD{ /4 zr(4/12 ft)“ / 4 


\/ \/ 


F 2 = —= 


1 gal/s 


A 2 ttD 2 / 4 ^(2/12 ft) z /4 


0.13368 ft 
. Igal 

0.13368 ft 
v Igal 


3 > 


= 1.53 ft/s 


= 6.13 ñ/s 


h = (6,13ft/s) - (L53ft/s) — = 0.0435 ft = 0.52 in 

2(32.2 ft/s 2 )(847 / 62.4 -1) 

Therefore, the differential height of the mercury column will be 0.52 in. 


V¡-Vx 
2 g(P H g / P 


2 


w 


-i) 



Discussioit In reality, there are frictional losses in the pipe, and the pressure at location 2 will actually be smaller than 
that estimated here, and therefore h will be larger than that calculated here. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-50 

Solution An airplane is flying at a certain altitude at a given speed. The pressure on the stagnation point on the nose 
of the plañe is to be determined, and the approach to be used at high velocities is to be discussed. 

Assumptions 1 The air flow over the aircraft is steady, incompressible, and irrotational with negligible frictional effects 
(so that the Bernoulli equation is applicable). 2 Standard atmospheric conditions exist. 3 The wind effects are negligible. 

Properties The density of the atmospheric air at an elevation of 12,000 m is p = 0.3 12 kg/m 3 . 

Aitalysis We take point 1 well ahead of the plañe at the level of the nose, and point 2 at the nose where the flow 

comes to a stop. Noting that point 2 is a stagnation point and thus V 2 = 0 and z\ = z 2 , the application of the Bernoulli 
equation between points 1 and 2 gives 


3 _ 

Pg 


YL 

2g 


+ z 




v? _ p 2 -p, 

2 g Pg 



‘ stag, gage 


P 


Solving for P, 


stag, gage 


and substituting, 


pVf 


(0.312 kg/m 3 )(200/3.6 m/s) 2 r 


‘stag, gage 


1N 


1 kg ■ m/s ¿ 


= 481N/m 2 =481 Pa 


since 1 Pa = 1 N/m 2 and 1 m/s = 3.6 km/h. 



Discussion A flight velocity of 1050 km/h = 292 m/s corresponds to a Mach number much greater than 0.3 (the speed 
of sound is about 340 m/s at room conditions, and lower at higher altitudes, and thus a Mach number of 292/340 = 0.86). 
Therefore, the flow can no longer be assumed to be incompressible, and the Bernoulli equation given above cannot be used. 
This problem can be solved using the modified Bernoulli equation that accounts for the effects of compressibility, assuming 
isentropic flow. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-51 

Solution A Pitot-static probe is inserted into the duct of an air heating system parallel to flow, and the differential 
height of the water column is measured. The flow velocity and the pressure rise at the tip of the Pitot-static probe are to be 
determined. 


Assumptions 1 The flow through the duct is steady, incompressible, and irrotational with negligible frictional effects (so 
that the Bernoulli equation is applicable). 2 Air is an ideal gas. 

Properties We take the density of water to be p = 1000 kg/m 3 . The gas constant of air is R = 0.287 kPa-mVkg-K. 

Analysis We take point 1 on the side of the probe where the entrance is parallel to flow and is connected to the static 

arm of the Pitot-static probe, and point 2 at the tip of the probe where the entrance is normal to flow and is connected to the 
dynamic arm of the Pitot-static probe. Noting that point 2 is a stagnation point and thus V 2 = 0 and Z| = z 2 , the application 
of the Bernoulli equation between points 1 and 2 gives 


Pg 2 g 


P 2 

— + — 

Pg 2 g 


A + £ p - 

pg 2g pg 




2(P i~ P\) 


Pa\ 


where the pressure rise at the tip of the Pitot-static probe is 


P 2 -P\ = PwS h = (1000 kg/m 3 )(9.81m/s 2 )(0.024 m) 


1N 


lkg-m/s" 


= 235 N/m 2 =235 Pa 
P 


Also, p air = — = 


98 kPa 


RT (0.287 kPa-m7kg-K)(45 + 273 K) 


= 1.074 kg/m 3 


Substituting, 


Vi=. 


2(235 N/m 2 ) 


1.074 kg/m 3 


1 kg -m/s 
1N 


2 A 


= 20.9m/s 



Discussion Note that the flow velocity in a pipe or duct can be measured easily by a Pitot-static probe by inserting the 
probe into the pipe or duct parallel to flow, and reading the differential pressure height. Also note that this is the velocity at 
the location of the tube. Several readings at several locations in a cross-section may be required to determine the mean flow 
velocity. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-52 

Solution The water in an above the ground swimming pool is to be emptied by unplugging the orifice of a horizontal 
pipe attached to the bottom of the pool. The máximum discharge rate of water is to be determined. 

Assumptions 1 The orífice has a smooth entrance, and all frictional losses are negligible. 2 The flow is steady, 
incompressible, and irrotational with negligible frictional effects (so that the Bernoulli equation is applicable). 


Analysis We take point 1 at the free surface of the pool, and point 2 at the exit of pipe. We take the reference level at 
the pipe exit (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P I ~ P atm) and that the 
fluid velocity at the free surface is very low (V { = 0), the Bernoulli equation between these two points simplifies to 


A+ÍjI 

pg 2 g 


A+K 

pg 2 g 




2 g 


-> 


y2=J¿gz\ 


The máximum discharge rate occurs when the water height in the pool is a máximum, which is the case at the beginning 
and thus z x = h. Substituting, the máximum flow velocity and discharge rate become 

= V 2 ^ = V 2 (9-81m/s 2 )(2 m) = 6.26 m/s 


^max ^ pipe ^2,max 


niy 


■V, 


;r(0.03 m) 2 
4 


(6.26 m/s) = 0.00443 m 3 /s = 4.43 L/s 



Discussion The result above is obtained by disregarding all frictional effects. The actual flow rate will be less because 
of frictional effects during flow and the resulting pressure drop. Also, the flow rate will gradually decrease as the water 
level in the pipe decreases. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-53 

Solution The water in an above the ground swimming pool is to be emptied by unplugging the orifice of a horizontal 
pipe attached to the bottom of the pool. The time it will take to empty the tank is to be determined. 

Assumptions 1 The orífice has a smooth entrance, and all frictional losses are negligible. 2 The flow is steady, 
incompressible, and irrotational with negligible frictional effects (so that the Bernoulli equation is applicable). 


Aitalysis We take point 1 at the free surface of water in the pool, and point 2 at the exit of pipe. We take the reference 
level at the pipe exit (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P\ ~ P2 — P atm) and that 
the fluid velocity at the free surface is very low (Vi = 0), the Bernoulli equation between these two points simplifies to 


P\ VC _ Pi Vi , 

-1- Y Z i —-1-1 - Z') 

pg 2g pg 2g 


= ir~ V 2 = 

2 g 


For generality, we express the water height in the pool at any time t by z, and the discharge velocity by V 2 = ^2gz . Note 

that water surface in the pool moves down as the pool drains, and thus z is a variable whose valué changes from h at the 
beginning to 0 when the pool is emptied completely. 

We denote the diameter of the orífice by D, and the diameter of the pool by D a . The flow rate of water from the pool is 
obtained by multiplying the discharge velocity by the orifice cross-sectional area, 


'V ^orífice Vi 


7vD - 




Then the amount of water that flows through the orifice during a differential time interval di is 


dV = Vdt = 


kD 


J2gzdt 


( 1 ) 


which, from conservation of mass, must be equal to the decrease in the volume of water in the pool. 


dV = AankM Z )=' 


kDi 


dz 


( 2 ) 


where dz is the change in the water level in the pool during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 


ttD- 


y¡2gzdt = - 


kD,\ 


-dz 


->• 


dt = — - 


-U~-: 

2g-z D-J2g 


'-dz 


The last relation can be integrated easily since the variables are separated. Letting // be the discharge time and integrating it 
from t— 0 when z = h to t = (when z = 0 (completely drained pool) gives 


f *r , Di f c 

L dt - 


- 1/2 i 

z dz 


í f -■ 


Substituting, the draining time of the pool will be 

= 70,950 s = 19.7 h 


D o 

1 0 
z 2 

D 2 j2g 

1 

2 

z 



D 2 j2g 


t f = 


(10 m) 2 | 2(2 m) 


(0.03 m) \ 9.81 m/s 


Discussion This is the mínimum discharging time 
since it is obtained by neglecting all friction; the 
actual discharging time will be longer. Note that the 
discharging time is inversely proportional to the 
square of the orifice diameter. Therefore, the 
discharging time can be reduced to one-fourth by 
doubling the diameter of the orifice. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 



Solution The previous problem is reconsidered. The effect of the discharge pipe diameter on the time required to 
empty the pool completely as the diameter varíes from 1 to 10 cm in increments of 1 cm is to be investigated. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


g=9.81 "m/s2" 
rho=1000 "kg/m3" 
h=2 "m" 

D=d_pipe/100 "m" 

D_pool=10 "m" 

V_initial=SQRT(2*g*h) "mis" 
Ac=pi*D A 2/4 

V_dot=Ac*V_initial*1000 "m3/s" 

t=(D_pool/D) A 2*SQRT(2*h/g)/3600 

"hour" 


Pipe diameter 
D, m 

Discharge time 

t , h 

1 

177.4 

2 

44.3 

3 

19.7 

4 

11.1 

5 

7.1 

6 

4.9 

7 

3.6 

8 

2.8 

9 

2.2 

10 

1.8 



Discussion As you can see from the plot, the discharge time is drastically reduced by increasing the pipe diameter. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-55 

Solution Air flows upward at a specified rate through an inclined pipe whose diameter is reduced through a reducer. 
The differential height between fluid levels of the two arms of a water manometer attached across the reducer is to be 
determined. 


Assumptions 1 The flow through the duct is steady, incompressible and irrotational with negligible frictional effects (so 
that the Bernoulli equation is applicable). 2 Air is an ideal gas. 3 The effect of air column on the pressure change is 
negligible because of its low density. 4 The air flow is parallel to the entrance of each arm of the manometer, and thus no 
dynamic effects are involved. 

Properties We take the density of water to be p = 1000 kg/m 3 . The gas constant of air is R = 0.287 kPa-mVkgK. 


Analysis We take points 1 and 2 at the lower and upper connection points, respectively, of the two arms of the 
manometer, and take the lower connection point as the reference level. Noting that the effect of elevation on the pressure 
change of a gas is negligible, the application of the Bernoulli equation between points 1 and 2 gives 


V, 


1 , Pl , ^2 


- + z, = ■ 


pg 2 g 

where p air =^- = 


Pg 2 g 


+ Z 2 -» P ] - P 2 - Pa 


vi-v? 


llOkPa 


RT (0.287 kPa-m 3 /kg-K)(50 +273 K) 


= 1.19 kg/m 3 




V 


0.045 m 3 /s 


A 1 kD{I 4 ;r(0.06m) / 4 


= 15.9m/s 


F 2 = —= 


V 


0.045 m 3 /s 


A 2 ttD] / 4 ;r(0.04 m) 2 / 4 


= 35.8 m/s 


Substituting, 



P x -P 2 = (1.19 kg/m ) 


3 , (35.8 m/s) 2 -(15.9 m/s) 2 r 


1N 


1 kg - m/s" 


= 612 N/m" = 612 Pa The differential height of 


water in the manometer corresponding to this pressure change is determined from A P = p water gh to be 


h = 


P ~Pn 


612 N/m 


P water g (1000 kg/m 3 )(9.81 m/s 2 ) 


r 1 kg • m/s 2 ^ 
1N 


= 0.0624 m = 6.24 cm 


Discussioit When the effect of air column on pressure change is considered, the pressure change becomes 

PalriVi ~V?) 


Pl-Pl=- 


= (1.19kg/m 3 ) 


+ Pairg( z 2 -Z\) 

(35.8 m/s) 2 -(15.9m/s) 2 


+ (9.81 m/s 2 )(0.2m) 


1N 


1 kg - m/s* 


= (612 + 2) N/m 2 =614 N/m 2 =614Pa 

This difference between the two results (612 and 614 Pa) is less than 1%. Therefore, the effect of air column on pressure 
change is, indeed, negligible as assumed. In other words, the pressure change of air in the duct is almost entirely due to 
velocity change, and the effect of elevation change is negligible. Also, if we were to account for the Az of air flow, then it 
would be more proper to account for the Az of air in the manometer by using /? water - instead of p, f , M a when calculating h. 
The additional air column in the manometer tends to cancel out the change in pressure due to the elevation difference in the 
flow in this case. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-56E 

Solution Air is flowing through a venturi meter with known diameters and measured pressures. A relation for the 
flow rate is to be obtained, and its numerical valué is to be determined. 

Assmnptions lThe flow through the venturi is steady, incompressible, and irrotational with negligible frictional effects 
(so that the Bernoulli equation is applicable). 2 The effect of air column on the pressure change is negligible because of its 
low density, and thus the pressure can be assumed to be uniform at a given cross-section of the venturi meter (independent 
of elevation change). 3 The flow is horizontal (this assumption is usually unnecessary for gas flow.). 

Properties The density of air is given to be p = 0.075 lbm/ft 3 . 

Analysis We take point 1 at the main flow section and point 2 at the throat along the centerline of the venturi meter. 

Noting that = z 2 , the application of the Bernoulli equation between points 1 and 2 gives 


A+Zl 

Pg 2 g 


+ z i =- 


Pg 2 g 


- + z 0 




P\ Pi ~ P 



( 1 ) 


The flow is assumed to be incompressible and thus the density is constant. Then the conservation of mass relation for this 
single stream steady flow device can be expressed as 

V 1= V 2 =V -> a 1 V,=A 2 V 2 =V -> V¡ = — and V 2 = — (2) 


Substituting into Eq. (1), 

(V / a 2 y-(V / A x y P v- 


P\ ^2 -p~ 


2 Ai 


^ 2 _ 
A 2 

V A 1 


1— 


Solving for V gives the desired relation for the flow rate, 
V=a J- ,3, 





The flow rate for the given case can be determined by substituting the given valúes into this relation to be 


í 2 (P 1 -P 2 ) zr(l .8 /12 ft)" 

2 (12.2-11.8) psi 

144 lbf/ft 2 " 

"32.21bm-ñ/s 2 " 

\p[\-(D 2 ID x ) A ] 4 ^ 

(0.075 lbm/ft 3 )[l-(1.8/2.6) 4 ] 

l 1 Psi J 

l llbf J 


= 4.48 ft 3 /s 


Discussion Venturi meters are commonly used as flow meters to measure the flow rate of gases and liquids by simply 
measuring the pressure difference P\ - P 2 by a manometer or pressure transducers. The actual flow rate will be less than the 
valué obtained from Eq. (3) because of the friction losses along the wall surfaces in actual flow. But this difference can be 
as little as 1% in a well-designed venturi meter. The effects of deviation from the idealized Bernoulli flow can be accounted 
for by expressing Eq. (3) as 


V 


= c c A 2 


m-Pi) 

p[\-{A 2 IA x ) 2 } 


where C c is the venturi discharge coefficient whose valué is less than 1 (it is as large as 0.99 for well-designed venturi 
meters in certain ranges of flow). For Re > 10\ the valué of venturi discharge coefficient is usually greater than 0.96. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-57 

Solution The gage pressure in the water mains of a city at a particular location is given. It is to be determined if this 
main can serve water to neighborhoods that are at a given elevation relative to this location. 

Assuinptions Water is incompressible and thus its density is constant. 

Properties We take the density of water to be p = 1000 kg/m 3 . 


Analysis Noting that the gage pressure at a dept of h in a fluid is given by P = p water í 
column corresponding to a gage pressure of 400 kPa is determined to be 


, the height of a fluid 


h = - 


400,000 N/m 2 


P water & 


(1000 kg/m 3 )(9.81m/s 2 ) 


^lkg-m/s 2 ^ 
IN 


= 40.8 m 


Water Main, 400 kPa 


which is less than 50 m. Therefore, this main cannot serve water to 
neighborhoods that are 50 m above this location. 

Discussion Note that h must be much greater than 50 m for water to have enough pressure to serve the water needs of 
the neighborhood. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-58 

Solution A hand-held bicycle pump with a liquid reservoir is used as an atomizer by forcing air at a high velocity 
through a small hole. The mínimum speed that the pistón must be moved in the cylinder to initiate the atomizing effect is to 
be determined. 


Assumptions lThe flows of air and water are steady, incompressible, and irrotational with negligible frictional effects (so 
that the Bernoulli equation is applicable). 2 Air is an ideal gas. 3 The liquid reservoir is open to the atmosphere. 4 The 
device is held horizontal. 5 The water velocity through the tube is low. 


Properties We take the density of water to be p = 1000 kg/m 3 . The 
gas constant of air is R = 0.287 kPam 3 /kg-K. 

Aitalysis We take point 1 at the exit of the hole, point 2 in air far 
from the hole on a horizontal line, point 3 at the exit of the tube in air 
stream (so that points 1 and 3 coincide), and point 4 at the free surface 
of the liquid in the reservoir (P 2 = P 4 = P atm and P\ = P 2 ). We also take 
the level of the hole to be the reference level (so that z\=z 2 = z¡ =0 and 
z 4 = -h). Noting that V 2 = V 3 = V 4 = 0, the Bernoulli equation for the air 
and water streams becomes 



Water (3-4): 


^3 _p 4 Vi 

-1- b Z-j —-1 -b Z a 

pg 2 g pg 2 g 




A 

pg 


pg 


- + (-/?) Pi-P alm =-p mteT gh (1) 


V, 


V, 


Air (1-2): ^ + ^ +z x =^ + ^ +z 2 -> + ^ = 

Pg 2g pg 2g pg 2 g pg 


-> b = 


2(P at ,n-ñ) 


P air 


( 2 ) 


where 


Pair = ■ 


95 kPa 


= 1.13 kg/m 3 


RT (0.287 kPa-m 3 /kg-K)(20 +273 K) 
Combining Eqs. (1) and (2) and substituting the numerical valúes, 


b = 


2(P atm —P\) 2p water gh 2(1000kg/m )(9.81m/s )(0.1m) 


Pa 


P'á 


1.13 kg/m 3 


= 41.7 m/s 


Taking the flow of air to be steady and incompressible, the conservation of mass for air can be expressed as 


^pistón ^Aiole ^ ^pistón ^pistón bulle ^ hole ^ ^pistón 


Simplifying and substituting, the pistón velocity is determined to be 


^ lióle i/ _ hole / ^ i/ 
v hole - — T? TT V 1 


pistón 


^pistón / 4 


pistón 


D 


hole 


y-^pistón j 


b = 


0.3 cm 
5cm 


(41.7 m/s) = 0.15 m/s 


Discussioit In reality, the pistón velocity must be higher to overeóme the losses. Also, a lower pistón velocity will do the 
job if the diameter of the hole is reduced. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-59 

Solution The water height in an airtight pressurized tank is given. A hose pointing straight up is connected to the 
bottom of the tank. The máximum height to which the water stream could rise is to be determined. 


Assumptions 1 The flow is steady, incompressible, and irrotational with 
negligible frictional effects (so that the Bernoulli equation is applicable). 2 The 
friction between the water and air is negligible. 

Properties We take the density of water to be 1000 kg/m 3 . 

Aitalysis We take point 1 at the free surface of water in the tank, and point 

2 at the top of the water trajectory. Also, we take the reference level at the 
bottom of the tank. At the top of the water trajectory V 2 = 0, and atmospheric 


pressure pertains. Noting that z¡ = 20 m , P 


l.gage 


= 2 atm, P-, = P „i 


and that the 


fluid velocity at the free surface of the tank is very low (V¡ = 0), the Bernoulli 
equation between these two points simplifies to 


QnfV 



P¡ V¡ P■, 

——4-— + Zj = — 

pg 2 g pg 


Substituting, 


2 atm 


(1000 kg/m 3 )(9.81 m/s 2 ) 


V, 2 

P x 

- Y Z') —^ 

-h Zi — 

2g - 

Pg 

í101,325 N/m 2 ' 

lkg-m/s 2 

1 atm 

l 1N J 


-+Zo 


Pg 


+ 20 = 40.7 m 


P _ p 
1 1 1 atm 

pg 


+ z, = 


l.gage 

Pg 


+ z, 


Therefore, the water jet can rise as high as 40.7 m into the sky from the ground. 


Discussion The result obtained by the Bernoulli equation represents the upper limit, and should be interpreted 
accordingly. It tells us that the water cannot possibly rise more than 40.7 m (giving us an upper limit), and in all likelihood, 
the rise will be much less because of frictional losses. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-60 

Solution A Pitot-static probe equipped with a water manometer is held parallel to air flow, and the differential height 
of the water column is measured. The flow velocity of air is to be determined. 

Assumptions lThe flow of air is steady, incompressible, and irrotational with negligible frictional effects (so that the 
Bernoulli equation is applicable). 2 The effect of air column on the pressure change is negligible because of its low density, 
and thus the air column in the manometer can be ignored. 

Properties We take the density of water to be p = 1000 kg/m 3 . The density of air is given to be 1.25 kg/m 3 . 

Analysis We take point 1 on the side of the probe where the entrance is parallel to flow and is connected to the static 

arm of the Pitot-static probe, and point 2 at the tip of the probe where the entrance is normal to flow and is connected to the 
dynamic arm of the Pitot-static probe. Noting that point 2 is a stagnation point and thus V 2 = 0 and z, = z 2 , the application 
of the Bernoulli equation between points 1 and 2 gives 


3 _ 

Pg 


2 g 


JL+Ü. 

Pg 2 g 


Pg 2 g 



n = 


2(P 2 -P x ) 

Pair 


(i) 


The pressure rise at the tip of the Pitot-static probe is simply the pressure change indicated by the differential water column 
of the manometer, 

P 2-P\ = P water 8^ ( 2 ) 


Combining Eqs. (1) and (2) and substituting, the flow velocity is determined to be 


Vi 


j ^P water gfa 

V Pair 


12(1000 kg/m 3 )(9.81 m/s 2 )(0.073 m) „„ „ . 

---= 33.8 m/s 

\ 1.25 kg/m 3 



Manometer 



Discussion Note that flow velocity in a pipe or duct can be measured easily by a Pitot-static probe by inserting the 
probe into the pipe or duct parallel to flow, and reading the differential height. Also note that this is the velocity at the 
location of the tube. Several readings at several locations in a cross-section may be required to determine the mean flow 
velocity. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-61E 

Solution A Pitot-static probe equipped with a differential pressure gage is used to measure the air velocity in a duct. 
For a given differential pressure reading, the flow velocity of air is to be determined. 


Assumptions The flow of air is steady, incompressible, 
and irrotational with negligible frictional effects (so that the 
Bernoulli equation is applicable). 

Properties The gas constant of air is R — 0.3704 
psiaft 3 /lbmR. 

Analysis We take point 1 on the side of the probe 
where the entrance is parallel to flow and is connected to the 
static arm of the Pitot-static probe, and point 2 at the tip of 
the probe where the entrance is normal to flow and is 
connected to the dynamic arm of the Pitot-static probe. 
Noting that point 2 is a stagnation point and thus V 2 = 0 and 
zj = z 2 , the application of the Bernoulli equation between 
points 1 and 2 gives 



3 _ 

Pg 



i - 


Jí+R 

Pg 2 g 


- + Zn 



Pg 2g pg 




where 


P = 


13.4 psia 


■ = 0.0683 lbm/ft-' 


RT (0.3704 psia • ft 3 /lbm • R)(70 + 460 R) 

Substituting the given valúes, the flow velocity is determined to be 


Vr=. 


2(0.15 psi) 


0.0683 Ibm/ft 


144 lbf/ft 2 ' 

í 32.2 lbm- ft/s 2 ' 

l lpsi J 

l llbf J 


= 143 ft/s 


Discussion Note that flow velocity in a pipe or duct can be measured easily by a Pitot-static probe by inserting the 
probe into the pipe or duct parallel to flow, and reading the pressure differential. Also note that this is the velocity at the 
location of the tube. Several readings at several locations in a cross-section may be required to determine the mean flow 
velocity. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-62 

Solution In a power plant, water enters the nozzles of a hydraulic turbine at a specified pressure. The máximum 
velocity water can be accelerated to by the nozzles is to be determined. 

Assmnptions lThe flow of water is steady, incompressible, and irrotational with negligible frictional effects (so that the 
Bernoulli equation is applicable). 2 Water enters the nozzle with a low velocity. 

Properties We take the density of water to be p = 1000 kg/m 3 . 


Analysis We take points 1 and 2 at the inlet and exit of the nozzle, respectively. Noting that V¡ = 0 and z¡ = z 2 , the 
application of the Bernoulli equation between points 1 and 2 gives 


P\ K p i Vi 

— + — + z, = — + — + z, 

pg 2g pg 2g 


P VrT 
1 atm , ' 2 


Pg Pg 2g 




Vi = 


m-Parn) 


p 


Substituting the given valúes, the nozzle exit velocity is determined to be 


2(700-100) kPa 

"l000N/m 2 " 

lkg-m/s 2 ' 

1000 kg/m 3 

[ 1 kPa J 

l 1N J 


= 34.6 m/s 


Discussion This is the máximum nozzle exit velocity, and the actual 
velocity will be less because of friction between water and the walls of the 
nozzle. 



Energy Equation 


5-63C 

Solution We are to analyze whether temperature can decrease during steady adiabatic flow of an incompressible 
fluid. 

Analysis It is impossible for the fluid temperature to decrease during steady, incompressible, adiabatic flow of an 
incompressible fluid, since this would require the entropy of an adiabatic system to decrease, which would be a violation of 
the 2 nd law of thermodynamics. 

Discussion The entropy of a fluid can decrease, but only if we remo ve heat. 


5-64C 

Solution We are to determine if frictional effects are negligible in the steady adiabatic flow of an incompressible 
fluid if the temperature remains constant. 

Analysis Yes, the frictional effects are negligible if the fluid temperature remains constant during steady, 
incompressible flow since any irreversibility such as friction would cause the entropy and thus temperature of the fluid to 
increase during adiabatic flow. 

Discussion Thus, this scenario would never occur in real life since all fluid flows have frictional effects. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 

5-65C 

Solution We are to define and discuss irreversible head loss. 


Aitalysis Irreversible head loss is the loss of mechanical energy due to irreversible processes (such as friction) in 
piping expressed as an equivalent column height of fluid, i.e., head. Irreversible head loss is related to the mechanical 


energy loss in piping by 


, ^mech loss, piping 

^ mech loss, piping 

"L 

g 

mg 


Discussion h L is always positive. It can never be negative, since this would viólate the second law of thermodynamics. 


5-66C 

Solution We are to define and discuss useful pump head. 

Aitalysis Useful pump head is the useful power input to the pump expressed as an equivalent column height of 


fluid. It is related to the useful pumping power input by 


w 

j pump, u 

w 

" pump, u 

' z pump 


g 

mg 


Discussion Part of the power supplied to the pump is not useful, but rather is wasted because of irreversible losses in 
the pump. This is the reason that pumps have a pump efficiency that is always less than one. 


5-67C 

Solution We are to define and discuss the kinetic energy correction factor. 

Aitalysis The kinetic energy’ correction factor is a correction factor to account for the fact that kinetic energy 
using average velocity is not the same as the actual kinetic energy using the actual velocity profile (the square of a 
sum is not equal to the sum of the squares of its components). The effect of kinetic energy factor is usually negligible, 
especially for turbulent pipe flows. However, for laminar pipe flows, the effect of a is sometimes significant. 

Discussion Even though the effect of ignoring a is usually insignificant, it is wise to keep a in our analyses to increase 
accuracy and so that we do not forget about it in situations where it is significant, such as in some laminar pipe flows. 


5-68C 

Solution We are to analyze the cause of some strange behavior of a water jet. 

Aitalysis The problem does not State whether the water in the tank is open to the atmosphere or not. Let’s assume that 

the water surface is exposed to atmospheric pressure. By the Bernoulli equation, the máximum theoretical height to which 
the water stream could rise is the tank water level, which is 20 meters above the ground. Since the water rises above the 
tank level, the tank cover must be airtight, containing pressurized air above the water surface. In other words, the water in 
the tank is not exposed to atmospheric pressure. 

Discussion Alternatively, a pump would have to pressurize the water somewhere in the hose. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-69 

Solution Underground water is pumped to a pool at a given elevation. The máximum flow rate and the pressures at 
the inlet and outlet of the pump are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The elevation difference between the inlet and the outlet of the 
pump is negligible. 3 We assume the frictional effects in piping to be negligible since the máximum flow rate is to be 

determined, £ meC hioss,pipping = 0. 4 The effect of the kinetic energy correction factors is negligible, a = 1. 

Properties We take the density of water to be 1 kg/L = 1000 kg/m 3 . 

Analysis (a) The pump-motor draws 3-kW of power, and is 70% efficient. Then the useful mechanical (shaft) power 
it delivers to the fluid is 


%,u = '/pump-motorElectric = (0.70)(3 kW) = 2.1 kW 

We take point 1 at the free surface of underground water, which is also taken as the reference level (z, = 0), and point 2 at 
the free surface of the pool. Also, both 1 and 2 are open to the atmosphere (P¡ = P 2 = /%,„), the velocities are negligible at 
both points (V\ = V 2 = 0), and frictional losses in piping are disregarded. Then the energy equation for steady 

incompressible flow through a control volume between these two points that ineludes the pump and the pipes reduces to 


m 


P\ 

-+ a \-r + g z \ 
P 2 




+ ^pump =m 


í p 2 vi 

- + a 2 — + g z 2 

P 2 


A 


+ W t 


turbine 


In the absence of a turbine, E mechJoss = £ mcch | 0SS 

, pump 

W = W — F 

' pump, u ' pump meen loss, pump * 


^'incch loss, piping ^"4 


Thus, W pumpu =mgz 2 . 

Then the mass and volume flow rates of water become 


W, 


pump, u 


2.1kJ/s 


V = ” = 


gz 2 (9.81m/s z )(30m) 
7.14 kg/s 


^1000 m 2 /s 2 ^ 
lkJ 


= 7.14 kg/s 


p 1000 kg/m 3 


7.14x10 3 m 3 /s 



( b ) We take points 3 and 4 at the inlet and the exit of the pump, respectively, where the flow velocities are 


F 3 =- 


V 


V 


7.14xl0 3 m 3 /s 


V 


kD 2 / 4 


, =1.86 m/s , V A = 

^■(0.07 m) 2 /4 A. 


V 


nDl / 4 


7.14xlQ -3 m 3 /s 
^■(0.05 m) 2 / 4 


= 3.64 m/s 


We take the pump as the control volume. Noting that z 3 = z 4 , the energy equation for this control volume reduces to 


m 


V-f 


- + a 


3 ' 


v / 2 
Substituting, 


- + g z 3 


4-W =171 

^ rr pump ,n 


vi 


- + a A 


P 


- + g z 4 


w„ 


+ W +É ~^>P -P - pa ^ V ^ ~ V ^ i " pump,u 

' rr turbine mech loss, pump 7 ^43 ^ 


v 


p -P = 

1 4 


(1000 kg/m 3 )(1.0)[(1.86 m/s) 2 -(3.64 m/s) 2 ] 


( 1 kN 

] 2.1 kJ/s 

'\ kN-m^i 

[lOOO kg • m/s 2 

j ' 7.14xl0' 3 m 3 /s 

s 1 kJ J 


= (-4.9 + 294.1) kN/m 2 = 289.2 kPa £ 289 kPa 


Discussion In an actual system, the flow rate of water will be less because of friction in the pipes. Also, the effect of 
flow velocities on the pressure change across the pump is negligible in this case (under 2%) and can be ignored. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-70 

Solution Underground water is pumped to a pool at a given elevation. For a given head loss, the flow rate and the 
pressures at the inlet and outlet of the pump are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The elevation difference between the inlet and the outlet of the 
pump is negligible. 3 The effect of the kinetic energy correction factors is negligible, a = 1. 

Properties We take the density of water to be 1 kg/L = 1000 kg/m 3 . 

Analysis (a) The pump-motor draws 3-kW of power, and is 70% efficient. Then the useful mechanical (shaft) power 
it delivers to the fluid is 


W„, 


= 7 


pump-motor 


Electric = (0.70)(3 kW) = 2. lkW 


We take point 1 at the free surface of underground water, which is also taken as the reference level (z¡ = 0), and point 2 at 
the free surface of the pool. Also, both 1 and 2 are open to the atmosphere (P¡ = P 2 = P Mm ), and the velocities are negligible 
at both points ( V\ = V 2 = 0). Then the energy equation for steady incompressible flow through a control volume between 
these two points that ineludes the pump and the pipes reduces to 


P x Vf 

— + a i— + g z i 
P 2 




+ ^pump =m 


P 2 Vi 

—+ «2 ~^ + g z 2 
P 2 




^turbine 7^ mech,loss 


In the absence of a turbine, £ mccMoss = E me ch ioss,pum P 


" T^mech loss, piping ^0 lTp um p^ u ^pump ^mech loss, pump ^^0 thus 


Noting that É 


W„, 


O^piimp. u m S z 2 T^mech loss, piping 

mech, loss = > the mass and volume flow rates of water become 


W, 


pump, u 


g z 2+g h L g( z 2 +h L ) 

2.1 kJ/s 


^1000 m 2 /s 2 ^ 


(9.81m/s 2 )(30 + 5m) 


lkJ 


= 6.116kg/s 


V = — = 6 - 116k g /s - 6.116m 3 /s = 6.12x10 3 m 3 /s 
P 1000 kg/m 3 



(b) We take points 3 and 4 at the inlet and the exit of the pump, respectively, where the flow velocities are 
' ó.llóxlO -3 m 3 /s V V 6.116xl0 -3 m 3 /s 


F 3 = —= 


■ = 1.589 m/s, V 4 =— = - 


= 3.115m/s 


A 3 jtDI / 4 ;r(0.07 m) 2 / 4 A 4 / 4 ^(0.05 m) 2 /4 

We take the pump as the control volume. Noting that z 3 = z 4 , the energy equation for this control volume reduces to 


'P 3 V¡ ' 

—+ «3—+ ^ z 3 

P 2 


V 


+ W — th 

rr pump 


Tr2 - + gz 1 + fF +É -+P -P - pa(V ^ ) | ^P um P- u 

T 4 ' yv turbine ' mech loss, pump T 1 4 ~ ^ 


- + a 


ví 


4 ' 


V 


y 


V 


Substituting, 

(1000 kg/m 3 )(1.0)[(1.589 m/s) 2 -(3.115 m/s) 2 ] 


P -P = 

1 A 1 3 


1 kN 


1000 kg- m/s 2 


2.1 kJ/s 


6.116x10 m /si 1 kJ 


1 kN-m 


= (-3.6 + 343.4) kN/m 2 =339.8 kPa £340kPa 


Discussion Note that frictional losses in the pipes causes the flow rate of water to decrease. Also, the effect of flow 
velocities on the pressure change across the pump is negligible in this case (about 1%) and can be ignored. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-71E 

Solution In a hydroelectric power plant, the elevation difference, the power generation, and the overall turbine- 
generator efficiency are given. The mínimum flow rate required is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The 
water levels at the reservoir and the discharge site remain 
constant. 3 We assume the flow to be frictionless since the 
mínimum flow rate is to be determined, É mech loss = 0. 

Properties We take the density of water to be p = 62.4 
lbm/ft 3 . 

Aitalysis We take point 1 at the free surface of the 
reservoir and point 2 at the free surface of the discharge water 
stream, which is also taken as the reference level (z 2 = 0). Also, 
both 1 and 2 are open to the atmosphere (P¡ = P 2 = the 
velocities are negligible at both points (V¡ = V 2 = 0), and 
frictional losses are disregarded. Then the energy equation in 
terms of heads for steady incompressible flow through a control 
volume between these two points that ineludes the turbine and 
the pipes reduces to 



- t-a¡ -1- z, + h 


Pg 


2 g 


pump, u 


P V 1 

= — + a 2 ~ + z 2 + ¿turbine,e + ¿Z 

Pg 2 g 


h 


turbine, e 


= z i 


Substituting and noting that lÉ turbine elect = turbine-gen^^¿turbine, e > the extracted turbine head and the mass and volume flow 
rates of water are determined to be 

¿turbine, e = ^ = 240 ft 


m = 


^turbine,elect 100 kW 

' 25,037 ft 2 /s 2N 

( 0.9478 Btu/s 3 ! 

^turbine-gen^turbine 0.83(32.2 ft/s )(240 ft) 

1 Btu/lbm 

t lkW J 


= 370 Ibm/s 


V = ”L= 37Qlbm/s = 5.93 ft 3 /s 
p 62.4 lbm/ft 3 

Therefore, the flow rate of water must be at least 5.93 ft 3 /s to generate the desired electric power while overcoming friction 
losses in pipes. 

Discussioit In an actual system, the flow rate of water will be more because of frictional losses in pipes. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-72E 

Solution In a hydroelectric power plant, the elevation difference, the head loss, the power generation, and the overall 
turbine-generator efficiency are given. The flow rate required is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The 
water levels at the reservoir and the discharge site remain 
constant. 

Properties We take the density of water to be p = 62.4 
lbm/ft 3 . 

Analysis We take point 1 at the free surface of the 
reservoir and point 2 at the free surface of the discharge water 
stream, which is also taken as the reference level (z 2 = 0). Also, 
both 1 and 2 are open to the atmosphere (P\ = P 2 = P a tm), the 
velocities are negligible at both points ( V¡ = V 2 = 0). Then the 
energy equation in tenns of heads for steady incompressible 
flow through a control volume between these two points that 
ineludes the turbine and the pipes reduces to 



V , 2 . P, V 2 


1 1 v i r r 2 y 2 

- + a l — + z \ + ¿pump,u =- + a 2 ~g~ + Z 

pg 2g Pg 2 g 


2 ¿turbine, e ¿I 


—> 


¿turbine, e -! 


Substituting and noting that fÉ turbine elect = ^turbme-gen'^turbine, e ’ the extracted turbine head and the mass and volume flow 
rates of water are determined to be 

¿turbine,e = Z 1 “ h L = 240 “ 36 = 204 ft 


W, 


turbine,elect 


V turbine-gen turbine 


100 kW 

' 25,037 ft 2 /s 2 ' 

( 0.9478 Btu/s 3 

0.83(32.2 ft/s 2 )(204 ft) 

1 Btu/lbm 

l lkW J 


= 435 Ibm/s 



435 Ibm/s =6 98f ,i /s 
62.4 lbm/ft 3 


Therefore, the flow rate of water must be at least 6.98 ft 3 /s to generate the desired electric power while overcoming friction 
losses in pipes. 


Discussion Note that the effect of frictional losses in the pipes is to increase the required flow rate of water to generate a 
specified amount of electric power. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-73 [Also solved using EES on enclosed D VD\ 

Solution A fan is to ventílate a bathroom by replacing the entire volume of air once every 10 minutes while air 
velocity remains below a specified valué. The wattage of the fan-motor unit, the diameter of the fan casing, and the pressure 
difference across the fan are to be determined. 


O 


Assumptions 1 The flow is steady and incompressible. 2 Frictional losses 
along the flow (other than those due to the fan-motor inefficiency) are 
negligible. 3 The fan unit is horizontal so that z = constant along the flow (or, 
the elevation effects are negligible because of the low density of air). 4 The 
effect of the kinetic energy correction factors is negligible, a = 1. 

Properties The density of air is given to be 1.25 kg/nT. 

Analysis (a) The volume of air in the bathroom is V= 2mx3mx3m=18 m 3 . 
Then the volume and mass flow rates of air through the casing must be 
.3 


Air 
8 m/s 


\/ = 


V 18 m 


■ = 0.03 ur/s 


D 


© 


A t 10x60s 

m = pV = (1.25 kg/m 3 )(0.03 m 3 /s) = 0.0375 kg/s 

We take points 1 and 2 on the inlet and exit sides of the fan, respectively. Point 1 is sufficiently far from the fan so that P , 
= P Mm and the flow velocity is negligible (V¡ = 0). Also, P 2 = -P atm . Then the energy equation for this control volume 
between the points 1 and 2 reduces to 


/ 


ni 


V 


— + a i— + 8 z i 

P 2 


\ 


/ 


4-IV = m 
^ rr pump " 1 


\ 


V 


1 2 v 2 
— + a 2 ~Z~ + S z 2 
P 2 


_1_ JV 4- F 

rr turbine mech,loss 


V 2 

-> ^fan,u='««2 — 


since loss ^inech loss, pump in this case and W pump u = W pump - 

^mech loss, pump 


^fan,u = ™a 2 *Y = (0.0375 kg/sX1.0) 


(8m/s) ¿ 


IN 


lkg-m/s‘ 


1W 3 

1N • m/s J 


. Substituting, 
= 1.2 W 


and 






fan,u 


fan, elect 


V fan-n 


1.2 W 
0.5 


2.4 W 


Therefore, the electric power rating of the fan/motor unit must be 2.4 W. 

(b) For air mean velocity to remain below the specified valué, the diameter of the fan casing should be 

V =A 2 V 2 ={7rDl! 4)V 2 



4(0.03 m 3 /s) 


2 y ^(8 m/s) 


= 0.069 m = 6.9 cm 


(c) To determine the pressure difference across the fan unit, we take points 3 and 4 to be on the two sides of the fan on a 
horizontal line. Noting that z 3 = z 4 and V 2 = V 4 since the fan is a narrow cross-section and neglecting flow loses (other than 
the loses of the fan unit, which is accounted for by the efficiency), the energy equation for the fan section reduces to 


© • 
rn -+ Iffan,, 

p 


P4 „ ^fan,u 


= th —— -> P 4 ~P 3 = 

P 


W t 


fan, u 


m! p 


Substituting, 


P 4 -P 3 = 


1.2 W f 1N ■ m/s3 


0.03 m 3 /s V 1W ) 


= 40 N/m 3 = 40 Pa 


Therefore, the fan will raise the pressure of air by 40 Pa before discharging it. 

Discussiott Note that only half of the electric energy consumed by the fan-motor unit is converted to the mechanical 
energy of air while the remaining half is converted to heat because of imperfections. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-74 

Solution Water is pumped from a large lake to a higher reservoir. The head loss of the piping system is given. The 
mechanical efficiency of the pump is to be determined. 

Assumptions 1 The tlow is steady and incompressible. 2 The 
elevation difference between the lake and the reservoir is constant. 

Properties We take the density of water to be p = 1000 kg/m 3 . 

Aitalysis We choose points 1 and 2 at the free surfaces of the 

lake and the reservoir, respectively, and take the surface of the lake as 
the reference level (z¡ = 0). Both points are open to the atmosphere (P¡ 

= P 2 = P.iiw) and the velocities at both locations are negligible (V¡ = V 2 
= 0). Then the energy equation for steady incompressible flow through 
a control volume between these two points that ineludes the pump and 
the pipes reduces to 



m 


— + a. 


Vi 


- + gz¡ 


+ W = YYl 
' rr pump rn 


P 2 Vi 

— + a 2 ~é~ + S z 2 

P 2 


"t" ^turbine -^mech.loss 


-» 


^pump.u = ™g Z 2 +E 


mech loss, piping 


since, in the absence of a turbine, ¿ mec h, íoss -^mech loss, pump "*"^mech loss, piping ^pump,u ^pump ^mech loss, pump • Noting 

that ¿ mech loss, piping = ñgh L , the useful pump power is 


^pump.u = ™g z 2 + ™g h L = pVg( z 2 + ) 

= (1000 kg/m 3 )(0.025 m 3 /s)(9.81/w / s 2 )[(25 + 7) m] 


= 7.85 kNm/s = 7.85 kW 

Then the mechanical efficiency of the pump becomes 


lkN 


1000 kg ■ m/s 2 




w s 


shaft 


7.85 kW 
10 kW 


= 0.785 = 78.5% 


Discussion A more practical measure of performance of the pump is the overall efficiency, which can be obtained by 
multiplying the pump efficiency by the motor efficiency. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 




5-75 VZ+A 

Solution The previous problem is reconsidered. The effect of head loss on mechanical efficiency of the pump. as the 
head loss varies 0 to 20 m in increments of 2 m is to be investigated. 

Aitalysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 "m/s2" 
rho=1000 "kg/m3" 
z2=25 "m" 

W_shaft=10 "kW" 

V_dot=0.025 "m3/s" 

W_pump_u=rho*V_dot*g*(z2+h_L)/1000 "kW" 

Eta_pump=W_pump_u/W_shaft 


Head Loss, 
h L , m 

Pumping power 

W 

rr pump, u 

Efficiency 

Vpump 

0 

6.13 

0.613 

1 

6.38 

0.638 

2 

6.62 

0.662 

3 

6.87 

0.687 

4 

7.11 

0.711 

5 

7.36 

0.736 

6 

7.60 

0.760 

7 

7.85 

0.785 

8 

8.09 

0.809 

9 

8.34 

0.834 

10 

8.58 

0.858 

11 

8.83 

0.883 

12 

9.07 

0.907 

13 

9.32 

0.932 

14 

9.56 

0.956 

15 

9.81 

0.981 



Discussion Note that the useful pumping power is used to raise the fluid and to overeóme head losses. For a given 
power input, the pump that overcomes more head loss is more efficient. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-76 

Solution A pump with a specified shaft power and efficiency is used to raise water to a higher elevation. The 
máximum flow rate of water is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The elevation difference between the reservoirs is constant. 3 
We assume the flow in the pipes to be frictionless since the máximum flow rate is to be determined, £ meC h loss, piping = 0- 


Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis We choose points 1 and 2 at the free surfaces of the lower and upper reservoirs, respectively, and take the 
surface of the lower reservoir as the reference level (z¡ = 0). Both points are open to the atmosphere (P¡ =Pi = P¡¡ tm ) and the 
velocities at both locations are negligible ( V¡ = V 2 = 0). Then the energy equation for steady incompressible flow through a 
control volume between these two points that includes the pump and the pipes reduces to 


m 


- + a , 


- + gz i 


+ W = m 
^ rr pump 


- + a 9 


- + gz 2 


^turbinc ^mcchjoss 


^pump.u = mgz2 = pVgz 2 


since £" mech; ] oss -^mech loss, pump in this case and lF pump , u = lf pump - 

^mech loss, pump * 

The useful pumping power is 

^pump.u = Vpump^pump,shaft = (0.82)(7 hp) = 5.74 hp 
Substituting, the volume flow rate of water is determined to be 


^pump,u 5.74 hp 

í 745.7 W 'j 

(lN'm/s'j 

1 kg ■ m/s 2 

pgz 2 (1000 kg/m 3 )(9.81 m/s 2 )(15 m) 

l Ihp J 

l iw J 

l 1N J 


= 0.0291 m 3 /s 


Discussion This is the máximum flow rate since the frictional effects are ignored. 
In an actual system, the flow rate of water will be less because of friction in pipes. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-77 

Solution Water flows at a specified rate in a horizontal pipe whose diameter is decreased by a reducer. The pressures 
are measured before and after the reducer. The head loss in the reducer is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The pipe is horizontal. 3 The kinetic energy correction factors 
are given to be a\ = a 2 = a = 1.05. 

Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis We take points 1 and 2 along the centerline of the pipe before and after the reducer, respectively. Noting 

that z\ = z 2 , the energy equation for steady incompressible flow through a control volume between these two points reduces 
to 


P x V -! 2 

— + a \ ~ + z i + 

Pg 2 g 


h 


pump, u 


p y ¿ 

— + a 2 ~r^ + Z2 +/7 turbine,e +h L 

Pg 2 g 


-> 


P1-P2 , o^Vx-Vi) 

Pg 2 g 


where 


V 


0.035 m 3 /s 


V l = — = . 

A x tzD\ /4 7t( 0.15 m) 2 /4 


= 1.98 m/s 


Ft = —= 
^2 




0.035 m 3 /s 


kD\ /4 7t( 0.08 m) 2 /4 


= 6.96 m/s 



Reducer 


Substituting, the head loss in the reducer is determined to be 


h L =- 


(470-440)kPa 

"lkN/m 2 ' 

^1000 kg-m/s 2 

1.05[(1.98m/s) 2 -(6.96m/s) 2 ] 

(1000 kg/m 3 )(9.81 m/s 2 ) 

l lkPa J 

l lkN J 

2(9.81 m/s 2 ) 


= 3.06-2.38 = 0.68 m 

Discussioit Note that the 0.79 m of the head loss is due to frictional effects and 2.27 m is due to the increase in velocity. 
This head loss corresponds to a power potential loss of 


^mech loss, piping = pVgh L = (1000 kg/m 3 )(0.035 m 3 /s)(9.81 in/s 2 )(0.79 m) 


IN 


1 kg-m/s’ 


1W 


1N • m/s 


271W 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-78 

Solution A hose connected to the bottom of a tank is equipped with a nozzle at the end pointing straight up. The 
water is pressurized by a pump, and the height of the water jet is measured. The minimum pressure rise supplied by the 
pump is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 Friction between the water and air as well as friction in the hose 
is negligible. 3 The water surface is open to the atmosphere. 


Properties 


We take the density of water to be p = 1000 kg/nr'. 


Analysis We take point 1 at the free surface of water in the tank, and point 2 at the top of the water trajectory where 
V 2 = 0 and P\= P 2 = /\ lm . Also, we take the reference level at the bottom of the tank. Noting that z, =20 in and z 2 = 27 m, 
h L =0 (to get the minimum valué for required pressure rise), and that the fluid velocity at the free surface of the tank is very 
low (V\ = 0), the energy equation for steady incompressible flow through a control volume between these two points that 
ineludes the pump and the water stream reduces to 


p y 2 p ' y 2 

— + Ui -Z— + z i +^pump,u = — + «2 ~ + z 2 + ^turbine,e + h L 

Pg 2 g pg 2 g 

^pump.u = z 2 ~ z \ 

Substituting, 

^pump.u = 27-20 = 7m 

A water column height of 7 m corresponds to a pressure rise of 

( IN ^ 

^pump.mm =/^ A pump.u = (1000 kg/m 3 )(9.81 m/ S 2 )(7m) - 


= 68.7 kN/nr =68.7 kPa 


1000 kg -m/s ¿ 



Therefore, the pump must supply a minimum pressure rise of 68.7 kPa. 


Discussion The result obtained above represents the minimum valué, and should be interpreted accordingly. In reality, a 
larger pressure rise will need to be supplied to overeóme friction. 


5-79 

Solution The available head of a hydraulic turbine and its overall efficiency are given. The electric power output of 
this turbine is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The available head remains constant. 


Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis When the turbine head is available, the corresponding power output is 
determined from 

^turbine — V turbine ttlgh turbine — turbine P^g^ turbine 


Eff.=78% 



Substituting, 


ffturbme = 0.78(1000 kg/m 3 )(0.25 m 3 /s)(9.81m/s 2 )(85 m) 


IN 


lkg-m/s’ 


lkW 


1000N-m/s 


= 163 kW 


Discussion The power output of a hydraulic turbine is proportional to the available turbine head and the flow rate. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-80 

Solution An entrepreneur is to build a large reservoir above the lake level, and pump water from the lake to the 
reservoir at night using cheap power, and let the water flow from the reservoir back to the lake during the day, producing 
power. The potential revenue this system can generate per year is to be determined. 


Assumptions 1 The flow in each direction is steady and 
incompressible. 2 The elevation difference between the lake 
and the reservoir can be taken to be constant, and the elevation 
change of reservoir during charging and discharging is 
disregarded. 3 The given unit prices remain constant. 4 The 
system operates every day of the year for 10 hours in each 
mode. 

Properties We take the density of water to be p = 1000 
kg/m 3 . 



Analysis We choose points 1 and 2 at the free surfaces of the lake and the reservoir, respectively, and take the surface 
of the lake as the reference level. Both points are open to the atmosphere (P¡ = P 2 = Patín) and the velocities at both locations 
are negligible ( V¡ = V 2 = 0). Then the energy equation in terms of heads for steady incompressible flow through a control 
volume between these two points that ineludes the pump (or the turbine) and the pipes reduces to 


Pump mode : 


- + «. 


Pg 


2 g 


+ Z 1 + ¿pump,u 


P 2 

~ - + a 2 — + z 2 + ¿turbine,e + ¿i 

Pg 2 g 


-» 


¿pump, u z 2 ¿L 


40 + 4 = 44 m 


Turbine mode'. (switch points 1 and 2 so that 1 is on inlet side) 
The pump and turbine power corresponding to these heads are 


—> 


¿turbine,e = z l~ h L = 40 - 4 = 36 m 


W, 


w. 


pump, u 


pVgh 


pump, u 


pump, elect 


V pump-motor ^7 pump-motor 

(1000 kg/m 3 )(2 m 3 /s)(9.81m/s 2 )(44 m) 


0.75 


IN 


lkg-m/s" 


lkW 


1000N-m/s 


= 1151kW 


^turbine d turbine- gen ¿f?¿turbine, e V turbine-gen/ , ^¿ turbine. 


= 0.75(1000 kg/m 3 )(2 m 3 /s)(9.81 m/s 2 )(36 m) 


IN 


lkg-m/s" 


í lkW 
V1000 N-m/s 


= 530 kW 


Then the power cost of the pump, the revenue generated by the turbine, and the net income (revenue minus cost) per year 
become 


Cost = fC pump elect At xUnit price = (1151 kW)(365x 10 h/year)($0.03/kWh) = $126,035/year 

Revenue = !T turbine A?xUnit price = (530 kW)(365xl0 h/year)($0.08/kWh) = $154,760/year 

Net income = Revenue - Cost = 154,760 -126,035 = $28,725/year = $28,700/year 

Discussioit It appears that this pump-turbine system has a potential annual income of about $29,000. A decisión on 
such a system will depend on the initial cost of the system, its life, the operating and maintenance costs, the interest rate, 
and the length of the contract period, among other things. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-81 

Solution Water flows through a horizontal pipe at a specified rate. The pressure drop across a valve in the pipe is 
measured. The corresponding head loss and the power needed to overeóme it are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The pipe is given to be horizontal (otherwise the elevation 
difference across the valve is negligible). 3 The mean flow velocities at the inlet and the exit of the valve are equal since 
the pipe diameter is constant. 

Properties We take the density of water to be p = 1000 kg/m 3 . 


Analysis We take the valve as the control volume, and points 1 and 2 at the inlet and exit of the valve, respectively. 
Noting that z, = z 2 and V¡ = V 2 , the energy equation for steady incompressible flow through this control volume reduces to 


P\ V? , Pi P2 

- + a \ ~— + Z 1 +"pump,u - + a 2 — + z 2 + " 

Pg 2g Pg 2 g 


_L h 

turbine,e ' ri L 


„ f =^L 


Pg 


Substituting, 

h = 


2kN/m- 


(1000 kg/m 3 )(9.81 m/s 2 ) 


3 lOOOkg-m/s 2 ^ 
lkN 


0.204 m 


' V " J 

The useful pumping power needed to overeóme this head loss is 
^pump.u =mgh L =pVgh L 

= (1000 kg/m 3 )(0.020m 3 /s)(9.81m/s 2 )(0.204 m) 



1N 


lkg-m/s‘ 


1W 


1N • m/s 


40 W 


Therefore, this valve would cause a head loss of 0.204 m, and it would take 40 W of useful pumping power to overeóme it. 
Discussion The required useful pumping power could also be determined from 

W =VAP = (0.020 m 3 /s)(2000Pa)|- 1W [ = 40 W 

' v lPa-m 3 /s J 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-82E 

Solution A hose connected to the bottom of a pressurized tank is equipped with a nozzle at the end pointing straight 
up. The mínimum tank air pressure (gage) corresponding to a given height of water jet is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 Friction between water and air as well as friction in the hose is 
negligible. 3 The water surface is open to the atmosphere. 


Properties We take the density of water to be p = 62.4 lbm/fr. 

Analysis We take point 1 at the free surface of water in the tank, and point 

2 at the top of the water trajectory where V 2 = 0 and P\= P 2 = P ¡¡ tm . Also, we 
take the reference level at the bottom of the tank. Noting that z, = 66 ft and z 2 = 
90 ft, h L = 0 (to get the mínimum valué for the required air pressure), and that 
the fluid velocity at the free surface of the tank is very low (íj = 0), the energy 
equation for steady incompressible flow through a control volume between these 
two points reduces to 


v<: , _ ?2 p i 

- + a \ ~ + z l +/, pump,u “- + 0l 2 ~ 

pg 2 g pg 2 g 


+ z 2 + /j turbine,e +ll L 



or 


P — P 

± 1 1 atm 


— Z 7 Z, —> 


1 .gage 


Pg Pg 

Rearranging and substituting, the gage pressure of pressurized air in the tank is determined to be 


1, gage 


: pg(z 2 -z i) = (62.4 lbm/ft 3 )(32.2 ft/s 2 ) (90 - 66 ft) 


í llbf 1 

í 1 psi 1 

1,32.2 lbm-ft/s 2 J 

1144 lbf/ft 2 J 


10.4 psi 


Therefore, the gage air pressure on top of the water tank must be at least 10.4 psi. 


Discussion The result obtained above represents the mínimum valué, and should be interpreted accordingly. In reality, a 
larger pressure will be needed to overeóme friction. 


5-83 

Solution A water tank open to the atmosphere is initially fdled with water. A sharp-edged orifice at the bottom drains 
to the atmosphere. The initial discharge velocity from the tank is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The tank is open to the atmosphere. 3 The kinetic energy 
correction factor at the orifice is given to be a 2 = a= 1.2. 


Analysis We take point 1 at the free surface of the tank, and point 2 at the exit of the orifice. Noting that the fluid at 
both points is open to the atmosphere (and thus P\ = P 2 = P a tm) and that the fluid velocity at the free surface of the tank is 
very low (Vi = 0), the energy equation between these two points (in terms of heads) simplifies to 

d tz2 


Pg 

which yields 


P\ 

2 "*" Z 1 "*"^pump,u 


-+a~, 


pg 


2 g 


+ z 2 + /j turbine,e +ll L 


V 2 


z l+«2— = z 2+’l L 
2 g 

Solving for V 2 and substituting, 

V 2 = p g(zj -z 2 -h L )/a = A /2(9.81m/s 2 )(2-0.3m)/1.2 = 5.27 m/s 



Discussion This is the velocity that will prevail at the beginning. The mean flow velocity will decrease as the water 
level in the tank decreases. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-84 

Solution Water enters a hydraulic turbine-generator system with a known flow rate, pressure drop, and efficiency. 
The net electric power output is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 All losses in the turbine are accounted for by turbine efficiency 
and thus h L = 0. 3 The elevation difference across the turbine is negligible. 4 The effect of the kinetic energy correction 
factors is negligible, a\ = a 2 = a = 1. 

Properties We take the density of water to be 1000 kg/m 3 and the density of mercury to be 13,560 kg/m 3 . 

Analysis We choose points 1 and 2 at the inlet and the exit of the turbine, respectively. Noting that the elevation 

effects are negligible, the energy equation in terms of heads for the turbine reduces to 


"*"®1 ,, ~*~ z l ~*~^pump,u +OI 2 +Z 2 + ^turbine,e 

Pg 2 g pg 2 g 


h 


turbine, e 


P1-P2 , aiVx-Vi) (1) 

P water S 2g 


where 


Vi=- 


V 


V 


0.6 m/s 


lj nD[ /4 ^(0.30 m) /4 


■ = 8.49 m/s 


\/ 


0.6 m/s 


- = 12.2 m/s 


V 2 = — = 

A 2 ttD^IA ^-(0.25 m)-/4 

The pressure drop corresponding to a differential height of 1.2 m in the mercury 
manometer is 


P\~ P 2 ^(^Hg-Pwater)^ 

= [(13,560 -1000) kg/m 3 ](9.81 m/s 2 )(1.2 m) 

= 148 kN/m 2 = 148 kPa 
Substituting into Eq. (1), the turbine head is determined to be 
148 kN/m 2 


lkN 


1000 kg-m/s" 


^1000 kg • m/s 2 ^ 


turbine, e ( 1000 kg/m 3 )(9 g j ^2 j 


lkN 


+ ( 1 . 0 ) 


(8.49m/s) 2 -(12.2m/s)' 
2(9.81 m/s 2 ) 



= 15.1-3.9 = 11.2 m 


Then the net electric power output of this hydroelectric turbine becomes 

^turbine — V turbine-gen turbine, e — ^7 turbine-genturbine, e 

/ 

= 0.83(1000 kg/m 3 )(0.6 m 3 /s)(9.81m/s 2 )(l 1.2 m) 


IN 


lkg-m/s J 


í lkW 
llOOON-m/s 


55 kW 


Discussion It appears that this hydroelectric turbine will generate 55 kW of electric power under given conditions. Note 
that almost half of the available pressure head is discarded as kinetic energy. This demonstrates the need for a larger turbine 
exit area and better recovery. For example, the power output can be increased to 74 kW by redesigning the turbine and 
making the exit diameter of the pipe equal to the inlet diameter, D 2 = Further, if a much larger exit diameter is used and 
the exit velocity is reduced to a very low level, the power generation can increase to as much as 92 kW. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-85 

Solution The velocity profile for turbulent flow in a circular pipe is given. The kinetic energy correction factor for 
this flow is to be determined. 


Analysis The velocity profile is given by u(r) = « max (1 -r i R) Un with n — 1 The kinetic energy correction factor is 
then expressed as 


C-if 
A J. 


r 

u{r) 

JA 

V 

\ avg y 


dA = ■ 


1 


AV J j a 

avg 


í u(r) 2 dA = 1 f { 2m-)dr = ^t\ R í 1 ”-] 

1a kR vl, g ir=o R) R 2 vL J '=°V Rj 


R 2 V 3 

r avg 


1- rdr 

=ol 7?. 


where the average velocity is 

V av g = 4 f u(r)dA = -1— [ a^íl- 
AJa 7tR~ J>= o V 

From integral tables, 


— | (2 m~)dr = 






1-| rdr 

=ol i?. 


j" (a + ¿>x)' ! 


xdx = 


(a + bx) n+2 a(a + bx) n+1 


b 2 (n + 2) ¿ 2 (/2 + 1) 


£ 


^ »(r) 


A 

V 


2r 


a 


Then, 


p i? pi? 

u(r)rdr = 

Jr=0 Jr=0 


1/n 

1 —— I rdr = 

R 


(1 -r/Ry +1 (1 -r/R)^ +1 


R 


2 (T + 2 ) 


R 


2 (t + 1) 


2 d 2 

72 R 


(77 + 1)(272 + 1) 


r =0 


í*2f , rü 

u(r) rdr = 
Jr=0 Jr- 


Vn 

1 —— | rdr = 

ol i? 


(1 -r/R)" +2 (1 -r/R)" +l 


JTlh 1) 


2 r> 2 

n R 


(w + 3)(2w + 3) 


r=0 


Substituting, 


F _ 2 «max » 2 ^ 2 _ 2 77 2 77 max 

^ i? 2 (72 + 1)(277 + 1) (72 + 1)(277 + 1) 


= 0.8167w„ 


and 


2m: 


a = - 


R- 


272 2 27 


(72 + 1) ( 272 + 1) 


77 2 7? 2 


(77 + 3)(277 + 3) 


(77 + 1) 3 (277 + l) 3 

477 4 (77 + 3)(277 + 3) 


(7 + 1) 3 (2x7 + 1) 3 _ 1Q6 

4x7 4 (7 + 3)(2x7 + 3) 


Discussion Note that ignoring the kinetic energy correction factor results in an error of just 6% in this case in the 
kinetic energy term (which may be small itself). Considering that the uncertainties in some terms are usually more that 6%, 
we can usually ignore this correction factor in turbulent pipe flow analyses. Flowever, for laminar pipe flow analyses, a is 
equal to 2.0 for fully developed laminar pipe flow, and ignoring a may lead to significant errors. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-86 

Soiution A pump is pumping oil at a specified rate. The pressure rise of oil in the pump is measured, and the motor 
efficiency is specified. The mechanical efficiency of the pump is to be detennined. 

Assumptions 1 The flow is steady and incompressible. 2 The elevation difference across the pump is negligible. 3 All the 
losses in the pump are accounted for by the pump efficiency and thus /?/ = 0. 4 The kinetic energy correction factors are 
given to be a\ = a 2 = a = 1.05. 

Properties The density of oil is given to be p = 860 kg/m 3 . 


Analysis We take points 1 and 2 at the inlet and the exit of the pump, respectively. Noting that z\ = z%, the energy 
equation for the pump reduces to 


P V 2 P V 2 

— + Oi\ ~T— + Z \ + /7 pump,u = —+ « 2 ~ + z 2 + ^turbine,e + ll L 

Pg 2 g pg 2 g 


-> 


h 


pump, u 


P2-P1 | aiVi-Vi) 
Pg 2 g 


where 


18 kW 


y t - v -r- 


V 


0.1m/s 


A¡ xDf/4 ;r(0.08 m) 2 /4 


= 19.9 m/s 


F, = — = 




0.1m 3 /s 


A 2 tzDI 14 ^-(0.12 m) 2 / 4 


= 8.84 m/s 


Substituting, the useful pump head and the corresponding useful pumping power 
are determined to be 



400,000 N/m 2 


pump, u 


(860 kg/m 3 )(9.81 m/s 2 ) 


f \ kg-m/s 2 ^ 
IN 


+ L05[(8.84m/s) 2 -(19.9m/s) 2 ] = 4? 4 _ 1? Q = 30 . 4m 
2(9.81 m/s 2 ) 


^pump.u =pVgh pump,u = (860 kg/m 3 )(0.1 m 3 /s)(9.81 m/s 2 )(30.4 m) 


lkN 


( lkW ") 


1000kg-m/s 2 JvlkN-m/sJ 


= 25.6 kW 


Then the shaft pumping power and the mechanical efficiency of the pump become 
^p„ m p,shaft = 7mo,oratorio = (0.90)(35 kW) = 31.5 kW 


n 


pump 


W m . 


w„ 


pump, shaft 


25.6 kW 
31.5 kW 


= 0.813 = 81.3% 


Discussion The overall efficiency of this pump/motor unit is the product of the mechanical and motor efficiencies, 
which is 0.9 x 0.813 = 0.73. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-87E 

Solution Water is pumped from a lake to a nearby pool by a pump with specified power and efficiency. The head 
loss of the piping system and the mechanical power used to overeóme it are to be determined. 

Assmnptions 1 The flow is steady and incompressible. 2 The elevation difference between the lake and the free surface of 
the pool is constant. 3 All the losses in the pump are accounted for by the pump efficiency and thus h L represents the losses 
in piping. 

Properties We take the density of water to be p = 62.4 lbm/ft 3 . 

Analysis The usefnl pumping power and the corresponding usefiil pumping head are 

^pump.u = ^pump^pump = (0.73X12 hp) = 8.76 hp 


w w 

pump, u pump, u 

mg pVg 


8.76 hp 

" 32.2 lbm • ft/s 2 2 

í 550 lbf • ft/s ^ 

(62.4 lbm/ft 3 XI.2 ft 3 /s)(32.2 ft/s 2 ) 

l llbf J 

l Ihp J 


We choose points 1 and 2 at the free surfaces of the lake and the pool, respectively. Both points are open to the atmosphere 
(P i = P 2 = P atm) and the velocities at both locations are negligible ( V\ = V 2 = 0). Then the energy equation for steady 
incompressible flow through a control volume between these two points that ineludes the pump and the pipes reduces to 


P x Vf _ P 2 vi 

- + a l — + z \ +"pump,u - + a 2 — + z 2 

Pg 2 g pg 2 g 

Substituting, the head loss is determined to be 

h = A puffip , u -(z 2 - ^) = 64.3 - 35 = 29.3 ft 

Then the power used to overeóme it becomes 

^mech loss, piping = pVgh L 

= (62.4 lbm/ft 3 )(1.2 ft 3 /s)(32.2 ft/s 2 )(29.31 

= 4.0 hp 


^turbme.c ^ ^L ^pump.u Z \ z 2 



llbf Y 1 hp 'j 
32.2 lbm ■ ft/s 2 ){ 550 lbf • ft/s J 


Discussion Note that the pump must raise the water an additional height of 29.3 ft to overeóme the frictional losses in 
pipes, which requires an additional usefiil pumping power of about 4 hp. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-88 

Solution A fireboat is fighting fires by drawing sea water and discharging it through a nozzle. The head loss of the 
system and the elevation of the nozzle are given. The shaft power input to the pump and the water discharge velocity are to 
be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The effect of the kinetic energy correction factors is negligible, 
a= 1. 

Properties The density of sea water is given to be p =1030 kg/m 3 . 

Analysis We take point 1 at the free surface of the sea and point 

2 at the nozzle exit. Noting that P\ = P 2 = P ñtm and V¡ =0 (point 1 is at 
the free surface; not at the pipe inlet), the energy equation for the 
control volume between 1 and 2 that ineludes the pump and the piping 
system reduces to 


M ' \ i *2 *2 i 

- + a l ~ + z l + ^pump,u -- + a 2 — + z 2 + h 


~ i *pump, 

Pg 2 g Pg 

where the water discharge velocity is 

V V 0 . 1 m 3 /s 

* 1 " 


2g 


-I- h 
turbine,e 1 ,l L 



= 50.93 m/s = 50.9 m/s 


A 2 kD;_/ 4 /T(0.05 m) / 4 

Substituting, the useful pump head and the corresponding useful pump power are 
determined to be 


pump, 


u = (4 m) + (1) 


(50.93 m/s) 2 
2(9.81m/s 2 ) 


+ (3 m) = 139.2 m 


^pump, u =pVgh pum P ,u =(1030 kg/m 3 )(0.1m 3 /s)(9.81 m/s 2 )(139.2m) 
= 140.7 kW 

Then the required shaft power input to the pump becomes 


lkN 


1000 kg- m/s 2 


( lkW 
^ 1 kN ■ m/s 


W, 




pump, shaft 


140.7 kW 
0.70 


201 kW 


Discussion Note that the pump power is used primarily to increase the kinetic energy of water. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


Review Problems 


5-89 

Solution A water tank open to the atmosphere is initially fílled with water. The tank discharges to the atmosphere 
through a long pipe connected to a valve. The initial discharge velocity from the tank and the time required to empty the 
tank are to be determined. 

Assumptions 1 The flow is incompressible. 2 The draining pipe is horizontal. 3 The tank is considered to be empty when 
the water level drops to the center of the valve. 


Analysis 


V = 


(a) Substituting the known quantities, the discharge velocity can be expressed as 

= JOA212g¿ 


2 gz 


1.5 + ¡LID 


2 gz 


[1.5 + 0.015(100 m)/(0.10m) 

Then the initial discharge velocity becomes 

V¡ = JO.1212gz x = ^/o.l212(9.81m/s 2 )(2 m) = 1.54 m/s 

where z is the water height relative to the center of the orifice at that time. 

(h) The flow rate of water from the tank can be obtained by multiplying the 
discharge velocity by the pipe cross-sectional area, 

2 

V=A pipe V 2 = —J0.1212gz 

Then the amount of water that flows through the pipe during a differential time interval dt is 



dV = Vdt = JO.UUgzdt 


( 1 ) 


which, from conservation of mass, must be equal to the decrease in the volume of water in the tank, 


dV =A t an¿(-cfe) = - 




dz 


( 2 ) 


where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 




JO.1212 gzdt = - 


ftDn 


dz —> dt = - 


D Á 


dz 


DÁ 


D 2 J0.1212gz D 2 J0.1212g 


1 dz 


The last relation can be integrated easily since the variables are separated. Letting tf be the discharge time and integrating it 
from t = 0 when z =z\ to t = tf when z = 0 (completely drained tank) gives 


dt = • 

it =o 


Da 


D 2 J0.1212g 


r 

Jz- 


z Xl2 dz —> tf =• 


Di 

1_ 

z 2 

D 2 Jo.1212g 

1 

2 


2Dá 


D 2 J0.1212g 


Simplifying and substituting the valúes given, the draining time is determined to be 
\2 


t f -■ 


2 D 


D 


-i 


2(10 m) 


0-1212g (0.1 m) 2 V 0.1212(9.81m/s 2 ) 


2 m 


= 25,940 s = 7.21 h 


Discussion The draining time can be shortened considerably by installing a pump in the pipe. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-90 

Solution The rate of accumulation of water in a pool and the rate of discharge are given. The rate supply of water to 
the pool is to be determined. 


Assumptions 1 Water is supplied and discharged steadily. 2 The rate of 
evaporation of water is negligible. 3 No water is supplied or removed 
through other means. 

Analysis The conservation of mass principie applied to the pool 
requires that the rate of increase in the amount of water in the pool be equal 
to the difference between the rate of supply of water and the rate of 
discharge. That is, 


din, 


pool 


dm. 


dt 


-> 


pool 


dt 


+ m. 


V =- 


dV„ 


pool 


dt 



since the density of water is constant and thus the conservation of mass is equivalent to conservation of volume. The rate of 
discharge of water is 

V e = A e V e = (/zD 2 /4)F e =[/r(0.05 m) 2 /4](5 m/s) = 0.00982 m 3 /s 

The rate of accumulation of water in the pool is equal to the cross-section of the pool times the rate at which the water level 
rises, 

dV 

-^—= ^cross-section^level = (3 mx 4 m)(0.015 m/min) = 0.18 m 3 /min =0.00300 m 3 /s 

dt 


Substituting, the rate at which water is supplied to the pool is determined to be 

V-^ + V =0.003 + 0.00982 = 0.01282 m 3 /s = 0.0128m 3 /s 
' dt 

Therefore, water is supplied at a rate of 0.01282 m 3 /s = 12.82 L/s. 


Discussion This is a very simple application of the conservation of mass equations. 


5-91 

Solution A fluid is flowing in a circular pipe. A relation is to be obtained for the average fluid velocity in terms of 
V(r), R , and r. 


Analysis Choosing a circular ring of area dA = 2nrdr as our 
sectional area can be expressed as 


m = J pV{r)dA = J pV{r)l7rrdr 


Setting this equal to and solving for F avg , 

V ^=J2¡j( r ) rdr 


differential area, the mass flow rate through 



a cross- 


Discussion If V were a ñmction of both r and 6 , we would also need to intégrate with respect to 0. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-92 

Solution 

Assumptions 

Properties 

Analysis 


Air is accelerated in a nozzle. The density of air at the nozzle exit is to be determined. 
Flow through the nozzle is steady. 

The density of air is given to be 4.18 kg/m 3 at the inlet. 

There is only one inlet and one exit, and thus /;/, = m 2 = m . Then, 


m í - th 2 

p¡AiV¡ = p 2 A 2 V 2 

Pi = 2 Ion < 4 - 18k § /m3 ) = 2 - 64 k § /m3 

A 2 V 2 380 m/s 

Discussioit Note that the density of air decreases considerably despite a decrease in the cross-sectional area of the 
nozzle. 



5-93 

Solution The air in a hospital room is to be replaced every 20 minutes. The mínimum diameter of the duct is to be 
determined if the air velocity is not to exceed a certain valué. 


Assumptions 1 The volume occupied by the furniture etc in the room is negligible. 2 The incoming conditioned air does 
not mix with the air in the room. 


Analysis The volume of the room is 

V= (6 m)(5 m)(4 m) = 120 m 3 
To empty this air in 20 min, the volume flow rate must be 


V = — = 


V 120 m 3 


■ = 0.10 m 3 /s 


At 20x60s 

If the mean velocity is 5 m/s, the diameter of the duct is 

v = av = ^v - P = M= ) 4 (°- 10m S 

4 V kV V ^(5 m/s) 


= 0.16m 



Hospital Room 
6x5x4 m 
10 bulbs 


Therefore, the diameter of the duct must be at least 0.16 m to ensure that the air in the room is exchanged completely within 
20 min while the mean velocity does not exceed 5 m/s. 


Discussion This problem shows that engineering systems are sized to satisfy certain constraints imposed by certain 
considerations. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-94 

Solution Water discharges from the orífice at the bottom of a pressurized tank. The time it will take for half of the 
water in the tank to be discharged and the water level after 10 s are to be determined. 

Assumptions 1 The tlow is incompressible, and the frictional effects are negligible. 2 The tank air pressure above the 
water level is maintained constant. 

Properties We take the density of water to be 1000 kg/m 3 . 

Aitalysis We take point 1 at the free surface of the tank, and point 2 at the exit of orífice. We take the positive 
direction of z to be upwards with reference level at the orífice (z 2 = 0). Fluid at point 2 is open to the atmosphere (and thus 
P 2 = P atm) and the velocity at the free surface is very low (V¡ = 0). Then, 


Pg 2 g 


- + Zl 


Pg 2 g 


—+ ^i=—+ ^- -> V 2 =j2gz l+ 2P lgase /p 

Pg Pg 2g v 


or, V 2 = y¡2gz + 2f¡ gagc ! p where z is the water height in the tank at any time t. Water surface moves down as the tank 

drains, and the valué of z changes from H initially to 0 when the tank is emptied completely. 

We denote the diameter of the orífice by D, and the diameter of the tank by D a . The flow rate of water from the 
tank is obtained by multiplying the discharge velocity by the orifice cross-sectional area, 


^ ^orífice ^2 


ttD 


y]2gz + 2P hme / p 


^ \ " l.gage ' 

Then the amount of water that flows through the orifice during a differential time interval dt is 


dV = Vdt = 


nD 




+ 2P 1 


l.gage 


/ pdt 


(1) 


which, from conservation of mass, must be equal to the decrease in the volunie of water in the tank, 


dV = ^tank (-*) = “ 


JlDn 


-dz 


( 2 ) 


where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 

r,2 

-pgz + 2P lg 


nD- 


l.gage 


/ pdt = - 




■dz 


-» 



1 


J P 


-dz 


dt = - - 

D 2 ]¡2gz + 2P lgage , 

The last relation can be integrated since the variables are separated. Letting t¡ be the discharge time and integrating it from t 
= 0 when z = z 0 to t — t when z = z gives 


2z n 2R 


hgage 


2z 2 P 1 


hgage 


where 


g 

2P, 


Pg 


g 


Pg ' 


Do 
D 2 


l.gage 


2(450-100) kN/m 3 


Pg ' 


(1000 kg/m 3 )(9.8 lm/s ¿ ) 


2x2 


^ lOOOkg-m/s 2 A 
lkN 


= 7.274 s- 


V y 

The time for half of the water in the tank to be discharged (z = z 0 l 2) is 

-1 —^ t = 


2(3 m) - +7.274 s 2 - 


9.81 m/s V 9.81m/s 

2(3 m) 


2(1.5m) 2 (0.1 m)' 

v ’ +7.274s 2 =- v 


22.0 s 


(2 m) 



(b) Water level after lOs is 


9.81 m/s‘ 


■ + 7.274 s - 


2z 


.... 2 (O.lm)"' 

- + 7.274 s~ =- 


(10s) —>z =2.31 m 


9.81m/s“ (2my 

Discussion Note that the discharging time is inversely proportional to the square of the orifice diameter. Therefore, the 
discharging time can be reduced to one-fourth by doubling the diameter of the orifice. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-95 

Solution Air flows through a pipe that consists of two sections at a specified rate. The differential height of a water 
manometer placed between the two pipe sections is to be determined. 

Assumptions lThe flow through the pipe is steady, incompressible, and irrotational with negligible friction (so that the 
Bernoulli equation is applicable). 2 The losses in the reducing section are negligible. 3 The pressure difference across an air 
column is negligible because of the low density of air, and thus the air column in the manometer can be ignored. 

Properties The density of air is given to be p mr = 1.20 kg/m 3 . We take the density of water to be p v . = 1000 kg/m 3 . 

Analysis We take points 1 and 2 along the centerline of the pipe over the two tubes of the manometer. Noting that z\ 

= z 2 (or, the elevation effects are negligible for gases), the Bernoulli equation between points 1 and 2 gives 


Pg 


K 

2 g 


+ z 


A 

pg 



p l -p 2 = 


PzíriVi-V?) 


( 1 ) 


We let the differential height of the water manometer be /?. Then the pressure difference P 2 - P\ can also be expressed as 


p \~ p 2 =P w S h ( 2 ) 


Combining Eqs. (1) and (2) and solving for h, 


PmAVi -Vi) 


= P w gh 


-> 


h = 


Pair ( P 2 — V] ) VP-V, 2 


2 - 2 gp 

Calculating the velocities and substituting, 

V 0.2m 3 /s 


2 gPw I Pair 


r t -A- 


A, TiDf 14 ff(0.2m) ¿ /4 


= 6.37 m/s 




\/ 


0.2 rn/s 


A 2 7iD 2 /4 ;r(0.1 m)“/4 


■ = 25.5 m/s 


/? = 


(25.5 m/s) 2 -(6,37m/s)~ 
2(9.81 m/s 2 )(1000/1.20) 


= 0.037 m = 3.7 cm 



Therefore, the differential height of the water column will be 3.7 cm. 

Discussioit Note that the differential height of the manometer is inversely proportional to the density of the manometer 
fluid. Therefore, heavy íluids such as mercury are used when measuring large pressure differences. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-96 [Also solved using EES on enclosed D VD] 

Solution Air flows through a horizontal duct of variable cross-section. For a given differential height of a water 
manometer placed between the two pipe sections, the downstream velocity of air is to be determined, and an error analysis 
is to be conducted. 


Assumptions 1 The flow through the duct is steady, incompressible, and irrotational with negligible friction (so that the 
Bernoulli equation is applicable). 2 The losses in this section of the duct are negligible. 3 The pressure difference across an 
air column is negligible because of the low density of air, and thus the air column in the manometer can be ignored. 

Properties The gas constant of air is R = 0.287 kPamVkg-K. We take the density of water to be f\ = 1000 kg/nT. 


Analysis We take points 1 and 2 along the centerline of the duct over the two tubes of the manometer. Noting that z, 
= z 2 (or, the elevation effects are negligible for gases) and V¡ = 0, the Bernoulli equation between points 1 and 2 gives 


! i 


V, 


p 2 v¿ p x p 2 ví 

- + —^— + z l =— + ^- + z 2 -A — = — + — 
pg 2 g pg 2g Pg Pg 2 g 


V 2 = 


m-p 2 ) 


Pa 


(1) 


where /) - P 2 = p w gh 


and 


P air 


100 kPa 


= 1.17 kg/m 3 


RT (0.287 kPa-m 3 /kg-K)(298K) 

Substituting into (1), the downstream velocity of air V 2 is determined to be 


Air 


^2 = 


2 p w gh 2(1000 kg/m )(9.81 m/s )(0.08 m) 


Pa 


1.17kg/m~ 


= 36.6 m/s (2) 


Therefore, the velocity of air increases from a low level in the First section to 36.6 
m/s in the second section. 



Error Analysis We observe from Eq. (2) that the velocity is proportional to the square root of the differential height of the 
manometer fluid. That is, V 2 = k-Jh . 


Taking the differential: 


Dividing by V 2 : 


dV 2 


dV 2 


= \k 


dh 

«Jh 

dh 


1 




dV 2 


dh 

2h 


±2 mm 


= ± 0.013 


V 2 ¿ Jh kjh V 2 2h 2x80 mm 

Therefore, the uncertainty in the velocity corresponding to an uncertainty of 2 mm in the differential height of water is 
1.3%, which corresponds to 0.013x(36.6 m/s) = 0.5m/s. Then the discharge velocity can be expressed as 


V 2 =36.6 ±0.5 m/s 


Discussion The error analysis does not inelude the effects of friction in the duct; the error due to frictional losses is 
most likely more severe than the error calculated here. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-97 

Solution A tap is opened on the wall of a very large tank that contains air. The máximum flow rate of air through the 
tap is to be determined, and the effect of a larger diameter lead section is to be assessed. 


Assumptions Flow through the tap is steady, incompressible, and irrotational with negligible ffiction (so that the flow rate 
is máximum, and the Bernoulli equation is applicable). 

Properties The gas constant of air is R = 0.287 kPa mVkg-K. 

Aitalysis The density of air in the tank is 


P air 


P 

~RT 


102 kPa 

(0.287 kPa-m 3 /kg-K)(293K) 


= 1.21kg/m 3 


We take point 1 in the tank, and point 2 at the exit of the tap along the same horizontal line. Noting that z, = z 2 (or, the 
elevation effects are negligible for gases) and V¡ = 0, the Bernoulli equation between points 1 and 2 gives 


p i , V{ P 2 

-H-h Z i = ■ 


vi 


pg 2 g 


Pg 2 g 


- + Zi 


P x P 2 V 2 2 
— L = —+ ^- 
Pg Pg 2 g 


V 2 = 


2 (Pj~P 2 ) 

P air 


Substituting, the discharge velocity and the flow rate becomes 


V 2 = 


2(P l —P 2 ) 2(102-100) kN/m 2 


Pa 


1.21 kg/m J 


1000 kg-m/s 
lkN 


2 "\ 


= 57.5 m/s 


v = av 2 = 


no; 


- V , = 


n{ 0.02 m) 2 


(57.5 m/s) = 0.0181 m 3 /s 


This is the máximum flow rate since it is determined by assuming 
frictionless flow. The actual flow rate will be less. 



Adding a 2-m long larger diameter lead section will have no effect on the flow rate since the flow is frictionless 
(by using the Bernoulli equation, it can be shown that the velocity in this section increases, but the pressure decreases, and 
there is a smaller pressure difference to drive the flow through the tab, with zero net effect on the discharge rate). 

Discussioit If the pressure in the tank were 300 kPa, the flow is no longer incompressible, and thus the problem in that 
case should be analyzed using compressible flow theory. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-98 

Solution Water is flowing through a venturi meter with known diameters and measured pressures. The flow rate of 
water is to be determined for the case of frictionless flow. 


Assumptions 1 The flow through the venturi is steady, incompressible, and irrotational with negligible friction (so that the 
Bernoulli equation is applicable). 2 The flow is horizontal so that elevation along the centerline is constant. 3 The pressure 
is uniform at a given cross-section of the venturi meter (or the elevation effects on pressure measurement are negligible). 

Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis We take point 1 at the main flow section and point 2 at the throat along the centerline of the venturi meter. 

Noting that z\ = z 2 , the application of the Bernoulli equation between points 1 and 2 gives 


T 

Pg 2 g 


+ z, =- 


Yi 

Pg 2 g 


- + z , 


P\ P 2 ~ P 


V 2 - V\ 


( 1 ) 


The flow is assumed to be incompressible and thus the density is 
single stream steady flow device can be expressed as 

Vj =V 2 =V -> A 1 V 1 =A 2 V 2 =V -> v¡=— and 


Substituting into Eq. (1), 

(V / A 2 ) 2 -(V / A,) 1 pV - 


P\-P 2 — p- 


2 Ai 


1 - 




Solving for V gives the desired relation for the flow rate, 

V--aJ (3, 

lili -(AjIA,) 2 ] 


constant. Then the conservation of mass relation for this 

V 2 ~ ( 2 ) 

A 2 


430 kPa 

120 kPa 



The flow rate for the given case can be determined by substituting the given valúes into this relation to be 
y _ I z.\r v ~r 2 ) _ TTIU.UH m; Z^JU-lZUjKlN/IIl 1UUU K.g ■ 111/s = 0 0331m 3 /s 


2(P l —P 2 ) x(0.04 m) :2 

2(430-120) kN/m 2 

1000kg-m/s 2 

p[l-(D 2 /Dy] 4 ]¡ 

(1000 kg/m 3 )[1 - (4/7) 4 ] 

l lkN J 


Discussion Venturi meters are commonly used as flow meters to measure the flow rate of gases and liquids by simply 
measuring the pressure difference P\ - P 2 by a manometer or pressure transducers. The actual flow rate will be less than the 
valué obtained from Eq. (3) because of the friction losses along the wall surfaces in actual flow. But this difference can be 
as little as 1% in a well-designed venturi meter. The effects of deviation from the idealized Bemoulli flow can be accounted 
for by expressing Eq. (3) as 


V 


- C d A 2 


2(P l ~P 2 ) 
p[\-{A 2 ! A,) 2 ] 


where Cj is the venturi discharge coefficient whose valué is less than 1 (it is as large as 0.99 for well-designed venturi 
meters in certain ranges of flow). For Re > 10\ the valué of venturi discharge coefficient is usually greater than 0.96. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-99E 

Solution A hose is connected to the bottom of a water tank open to the atmosphere. The hose is equipped with a 
pump and a nozzle at the end. The máximum height to which the water stream could rise is to be determined. 


Assumptions 1 The flow is incompressible with negligible friction. 2 The 
friction between the water and air is negligible. 3 We take the head loss to be 
zero {h L = 0) to determine the máximum rise of water jet. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Aitalysis We take point 1 at the free surface of the tank, and point 2 at the 

top of the water trajectory where V 2 = 0. We take the reference level at the 
bottom of the tank. Noting that the fluid at both points is open to the atmosphere 
(and thus P\ = P 2 = T’atm) and that the fluid velocity at the free surface is very 
low (V¡ = 0), the energy equation for a control volume between these two points 
(in terms of heads) simplifies to 


Q=rf*>' 



O 


_ 

: : :s 

3 ft 

M 



/j V{ , 

- +a \ — + Z 1 + «pump, u 

Pg 2 g 

where the useful pump head is 
h 


P 2 Vy 
— + a 2 — 
Pg “ 2 g 


+ z 2 +^turbine,e + ,J L 


Z\+h 


pump, u 


A>ump 10pSÍ 

"144 lbf/ft 2 ' 

" 32.2 lbm-ft/s 2 " 

pg (62.4 lbm/ft 3 )(32.2 ft/s 2 ) 

. 1 psi , 

l llbf J 


= 23.1 ft 






Substituting, the máximum height rise of water jet from the ground level is determined to be 
*2 = + W =80 + 23.1 = 103.1 ft = 103 ft 

Discussioit The actual rise of water will be less because of the frictional effects between the water and the hose walls 
and between the water jet and air. 


5-100 

Solution A wind tunnel draws atmospheric air by a large fan. For a given air velocity, the pressure in the tunnel is to 
be determined. 


Assumptions lThe flow through the pipe is steady, incompressible, and irrotational with negligible friction (so that the 
Bernoulli equation is applicable). 2 Air is and ideal gas. 

Properties The gas constant of air is R = 0.287 kPa-mVkg-K. 


Analysis We take point 1 in atmospheric air before it enters the wind tunnel (and thus P, = P atm and V\ = 0), and point 
2 in the wind tunnel. Noting that zi = z 2 (or, the elevation effects are negligible for gases), the Bernoulli equation between 
points 1 and 2 gives 


A 

pg 


2g 


- + z i = - 


A. 

Pg 2 g 



where 


(1) 


P = 


P 

RT 


_101,3 kPa_ 

(0.287 kPa • m 3 /kg • K)(293 K) 


1.205 kg/m 3 


n 


Wind tunnel 


20°C v - y + 
101.3 kPa 



Substituting, the pressure in the wind tunnel is determined to be 


P 2 =(101.3 kPa)-(1.205kg/m 3 ) 


(80 m/s) 2 


f IN > 

( 1 kPa 

^lkg-m/s 2 ^ 

Vl000N/m 2 J 


97.4 kPa 


Discussioit Note that the velocity in a wind tunnel increases at the expense of pressure. In reality, the pressure will be 
even lower because of losses. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-101 

Solution Water flows through the enlargement section of a horizontal pipe at a specified rate. For a given head loss, 
the pressure change across the enlargement section is to be determined. 


Assumptions 1 The flow through the pipe is steady and incompressible. 2 The pipe is horizontal. 3 The kinetic energy 
correction factors are given to be a¡ = a 2 = a= 1.05. 


Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis We take points 1 and 2 at the inlet and exit of the enlargement section along the centerline of the pipe. 
Noting that z\~z 2 , the energy equation for a control volume between these two points (in terms of heads) simplifies to 


- + «, 


Pg 


2 g 


+ Z 1 +^pump,u 


- + a 2 


Pg 


V£ 

2 g 


- + z 


2 + ^turbine.e + 


—> P 2 ~P\ - p 


a(V¡ 2 - V 2 2 ) 


~Pgh L 


where the inlet and exit velocities are 

V V 0.025 m 3 /s 

1 A¡ tiD\I4 7t( 0.06 m) 2 / 4 

V V 0.025 m 3 /s 

2 A 2 t:D 2 / 4 zr(0.11 m) 2 /4 


= 8.84 m/s 


= 2.63 m/s 



Substituting, the change in static pressure across the enlargement section is determined to be 


P 2 -/> =(1000kg/m 3 ) 

= 33.0 kPa 


1.05[(8.84m/s) 2 -(2.63 m/s)"] _^^^ m) 


Y IN 1 

( 1 kPa ") 

^lkg-m/s 2 , 

llOOO N/m 2 J 


Therefore, the water pressure increases by 33 kPa across the enlargement section. 

Discussion Note that the pressure increases despite the head loss in the enlargement section. This is due to dynamic 
pressure being converted to static pressure. But the total pressure (static + dynamic) decreases by 0.45 m (or 4.41 kPa) as a 
result of frictional effects. 


5-102 

Solution A water tank open to the atmosphere is initially fdled with water. A sharp-edged orífice at the bottom drains 
to the atmosphere through a long pipe with a specified head loss. The initial discharge velocity is to be determined. 


Assumptions 1 The flow is incompressible. 2 The draining pipe is horizontal. 

3 There are no pumps or turbines in the system. 4 The effect of the kinetic 
energy correction factor is negligible, a= 1. 

Analysis We take point 1 at the free surface of the tank, and point 2 at the 
exit of the pipe. We take the reference level at the centerline of the orífice (z 2 = 

0. Noting that the fluid at both points is open to the atmosphere (and thus P¡ = 
P 2 = P atm) and that the fluid velocity at the free surface is very low (V , = 0), the 
energy equation between these two points (in terms of heads) simplifies to 

p y 2 p y 2 

— + a \^— + Z\+h pumvu =— + a 2 ^ + z 2 +h turVm ee +h L -» Z\ 

Pg 2 g pg 2 g 



1 100 m 

0 -» 

í 10 C111 (¿) 


where a 2 = 1 and the head loss is given to be h L = 1.5 m. Solving for V 2 and substituting, the discharge velocity of water is 
determined to be 


V 2 = pg(z l -h L ) = A /2(9.81m/s 2 )(2-1.5)m = 3.13 m/s 

Discussion Note that this is the discharge velocity at the beginning, and the velocity will decrease as the water level in 
the tank drops. The head loss in that case will change since it depends on velocity. 
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Chapter 5 Mass, Bernoulli, and Energy Equations 


5-103 



Solution The previous problem is reconsidered. The effect of the tank height on the initial discharge velocity of water 
from the completely filled tank as the tank height varíes from 2 to 20 m in increments of 2 m at constant heat loss is to be 
investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


g=9.81 "m/s2" 
rho=1000 "kg/m3" 
h_L=1.5 "m" 

D=0.10 "m" 

V_initial=SQRT(2*g*(z1-h_L)) "m/s" 


Tank height, 
zl, m 

Head Loss, 
h L , m 

Initial velocity 

^initial? m/s 

2 

1.5 

3.13 

3 

1.5 

5.42 

4 

1.5 

7.00 

5 

1.5 

8.29 

6 

1.5 

9.40 

7 

1.5 

10.39 

8 

1.5 

11.29 

9 

1.5 

12.13 

10 

1.5 

12.91 

11 

1.5 

13.65 

12 

1.5 

14.35 



2 4 6 8 10 12 

zi, m 


Discussion The dependence of V on height is not linear, but rather V changes as the square root of z¡. 
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Chapter 5 Mass, Bemoulli, and Energy Equations 


5-104 

Solution A water tank open to the atmosphere is initially filled with water. A sharp-edged orifice at the bottom drains 
to the atmosphere through a long pipe equipped with a pump with a specified head loss. The required pump head to assure a 
certain velocity is to be determined. 

Assumptions 1 The flow is incompressible. 2 The draining pipe is horizontal. 3 The effect of the kinetic energy correction 
factor is negligible, a= 1. 


Analysis We take point 1 at the free surface of the tank, and point 2 at the exit of the pipe. We take the reference 
level at the centerline of the orifice (z 2 = 0), and take the positive direction of z to be upwards. Noting that the fluid at both 
points is open to the atmosphere (and thus P\= P 2 = P íam ) and that the fluid velocity at the free surface is very low (V¡ = 0), 
the energy equation between these two points (in terms of heads) simplifies to 


- + a, 


Pg 


2g 


- + z 


. h 

1 ' ' 1 pump, u 


- + a 1 


pg 


2 g 


- + z 


2 + ^turbine.e + h L 


7 . 4 - h 

" 1 1 Aí pump, u 


= CC 1 


vi 

2 g 


- + hj 


where a 2 = 1 and the head loss is given to be h L = 1.5 m. Solving for h pxl mp ,u 
and substituting, the required useful pump head is determined to be 


h 


pump, u 



Zj + h L 


(6 m/s) 2 
2(9.81m/s 2 ) 


-(2m) + (1.5m) =1.15m 


Discussion Note that this is the required useíul pump head at the beginning, 
and it will need to be increased as the water level in the tank drops to make up 
for the lost elevation head to maintain the constant discharge velocity. 



Design and Essay Problems 


5-105 to 5-109 

Solution Students’ essays and designs should be unique and will differ from each other. 


5-110 

Solution We are to evalúate a proposed modification to a wind turbine. 

Analysis Using the mass and the Bernoulli equations, it can be shown that this is a bad idea - the velocity at the exit 

of nozzle is equal to the wind velocity. (The velocity at nozzle inlet is much lower). Sample calculation using EES using a 
wind velocity of 10 m/s: 

V0=10 "m/s" 

rho=1.2 "kg/m3" F„=l0m/s 

g=9.81 "m/s2" 

Al =2 "m2" - 

A2=1 "m2" -*. 

Al *V1=A2*V2 _^ 

P1/rho+V1 A 2/2=V2 A 2/2 
m=rho*A1*V1 
m*V0 A 2/2=m*V2 A 2/2 

Results. V\ = 5 m/s, V 2 = 10 m/s, m = 12 kg/s (mass flow rate). 

Discussion Students’ approaches may be different, but they should come to the same conclusión - this does not help. 
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Chapter 6 Momentum Analysis of Flow Systems 


Newton’s Laws and Conservation of Momentum 


6-1C 

Solution We are to express Newton’s three laws. 

Analysis Newton ’s first law States that “a body at rest remains at rest, and a body in motion remains in motion at 
the same velocity in a straight path when the net forcé aeting on it is zero.” Therefore, a body tends to preserve its State 
or inertia. Newton ’s second law States that “the acceleration of a body is proportional to the net forcé aeting on it and is 
inversely proportional to its mass.” Newton ’s third law States “ when a body exerts a forcé on a second body, the second 
body exerts an equal and opposite forcé on the first.” 

Discussion As we shall see in later chapters, the differential equation of fluid motion is based on Newton’s second law. 


6-2 C 

Solution We are to discuss if momentum is a vector, and its direction. 

Analysis Since momentum ( m V ) is the product of a vector (velocity) and a scalar (mass), momentum musí be a 

vector that points in the same direction as the velocity vector. 

Discussion In the general case, we must solve three components of the linear momentum equation, since it is a vector 
equation. 


6-3 C 

Solution We are to discuss the conservation of momentum principie. 

Analysis The conservation of momentum principie is expressed as “the momentum of a system remains constant 
when the net forcé aeting on it is zero, and thus the momentum of such Systems is conserved”. The momentum of a 
body remains constant if the net forcé aeting on it is zero. 

Discussion Momentum is not conserved in general, because when we apply a forcé, the momentum changes. 


6-4C 

Solution We are to discuss Newton’s second law for rotating bodies. 

Analysis Newton’s second law of motion, also called the angular momentum equation, is expressed as “the rate of 
change of the angular momentum of a body is equal to the net torque aeting it.” For a non-rigid body with zero net 
torque, the angular momentum remains constant, but the angular velocity changes in accordance with la = constant 
where / is the moment of inertia of the body. 

Discussion Angular momentum is analogous to linear momentum in this way: Linear momentum does not change 
unless a forcé acts on it. Angular momentum does not change unless a torque acts on it. 


6-5C 

Solution We are to compare the angular momentum of two rotating bodies 

Analysis No. The two bodies do not necessarily have the same angular momentum. Two rigid bodies having the 
same mass and angular speed may have different angular momentums unless they also have the same moment of inertia I. 

Discussion The reason why flywheels have most of their mass at the outermost radius, is to maximize the angular 
momentum. 
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Chapter 6 Momentum Analysis of Flow Systems 


Linear Momentum Equation 


6-6 C 

Solution We are to discuss the importance of the RTT, and its relationship to the linear momentum equation. 

Analysis The relationship between the time rates of change of an extensive property for a system and for a 
control volume is expressed by the Reynolds transport theorem (RTT), which provides the link between the system and 

control volume concepts. The linear momentum equation is obtained by setting b = V and thus /i = m V in the Reynolds 
transport theorem. 

Discussion Newton’s second law applies directly to a system of fixed mass, but we use the RTT to transform from the 
system formulation to the control volume formulation. 


6-7C 

Solution We are to describe and discuss body forces and surface forces. 

Analysis The forces acting on the control volume consist of body forces that act throughout the entire body of the 
control volume (such as gravity, electric, and magnetic forces) and surface forces that act on the control surface (such as 
the pressure forces and reaction forces at points of contact). The net forcé acting on a control volume is the sum of all body 
and surface forces. Fluid weight is a body forcé, and pressure is a surface forcé (acting per unit area). 

Discussion In a general fluid flow, the flow is influenced by both body and surface forces. 


6-8C 

Solution We are to discuss surface forces in a control volume analysis. 

Analysis All surface forces arise as the control volume is isolated from its surroundings for analysis, and the 
effect of any detached object is accounted for by a forcé at that iocation. We can minimize the number of surface forces 
exposed by choosing the control volume (wisely) such that the forces that we are not interested in remain internal, 
and thus they do not complícate the analysis. A well-chosen control volume exposes only the forces that are to be 
determined (such as reaction forces) and a mínimum number of other forces. 

Discussion There are many choices of control volume for a given problem. Although there are not really “wrong” and 
“right” choices of control volume, there certainly are “wise” and “unwise” choices of control volume. 


6-9 C 

Solution We are to discuss the momentum flux correction factor, and its significance. 


Analysis The momentum- flux correction factor ¡3 enab les us to express the momentum flux in terms of the mass flow 
rate and mean flow velocity as pV(V ■ h)dA c = j3mV . The valué of is unity for uniform flow, such as a jet flow, 


nearly unity for fully developed turbulent pipe flow (between 1.01 and 1.04), but about 1.3 for fully developed laminar pipe 
flow. So it is signiíicant and should be considered in laminar flow; it is often ignored in turbulent flow. 


Discussion Even though f! is nearly unity for many turbulent flows, it is wise not to ignore it. 
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Chapter 6 Momentum Analysis of Flow Systems 

6-10C 

Solution We are to discuss the momentum equation for steady one-D flow with no external forces. 

Analysis The momentum equation for steady one-dimensional flow for the case of no external forces is 

YjF = 0 = £/?/ñF-£y3/«F 


where the left hand side is the net forcé aeting on the control volume (which is zero here), the first term on the right hand 
side is the incoming momentum flux, and the second term on the right is the outgoing momentum flux by mass. 

Discussion This is a special simplified case of the more general momentum equation, since there are no forces. In this 
case we can say that momentum is conserved. 


6-11C 

Solution We are to explain why we can usually work with gage pressure rather than absolute pressure. 

Analysis In the application of the momentum equation, we can disregard the atmospheric pressure and work with 

gage pressures only since the atmospheric pressure acts in all directions, and its effect caneéis out in every direction. 

Discussion In some applications, it is better to use absolute pressure everywhere, but for most practical engineering 

problems, it is simpler to use gage pressure everywhere, with no loss of accuracy. 


6-12C 

Solution We are to compare the reaction forcé on two fire hoses. 

Analysis The flreman who holds the hose backwards so that the water makes a U-turn before being discharged 
will experience a greater reaction forcé. This is because of the vector nature of the momentum equation. Specifically, the 
inflow and outflow terms end up with the same sign (they add together) for the case with the U-turn, whereas they have 
opposite signs (one partially caneéis out the other) for the case without the U-turn. 

Discussion Direction is not an issue with the conservation of mass or energy equations, since they are scalar equations. 


6-13C 

Solution We are to discuss if the upper limit of a rocket’s velocity is limited to V, its discharge velocity. 

Analysis No, V is not the upper limit to the rocket’s ultímate velocity. Without friction the rocket velocity will 

continué to increase (i.e., it will continué to accelerate) as more gas is expelled out the nozzle. 

Discussion This is a simple application of Newton’s second law. As long as there is a forcé aeting on the rocket, it will 
continué to accelerate, regardless of how that forcé is generated. 


6-14C 

Solution We are to describe how a helicopter can hover. 

Analysis A helicopter hovers because the strong downdraft of air, caused by the overhead propeller blades, 
manifests a momentum in the air stream. This momentum must be countered by the helicopter lift forcé. 

Discussion In essence, the helicopter stays aloft by pushing down on the air with a net forcé equal to its weight. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-15C 

Solution We are to discuss the power required for a helicopter to hover at various altitudes. 

Analysis Since the air density decreases, it requires more energy for a helicopter to hover at higher altitudes, 

because more air must be forced into the downdraft by the helicopter blades to provide the same lift forcé. Therefore, it 
takes more power for a helicopter to hover on the top of a high mountain than it does at sea level. 

Discussion This is consistent with the limiting case - if there were no air, the helicopter woidd not be able to hover at 
all. There would be no air to push down. 


6-16C 

Solution We are to discuss helicopter performance in summer versus winter. 

Analysis In winter the air is generally colder, and thus denser. Therefore, less air must be driven by the blades to 
provide the same helicopter lift, requiring less power. Less energy is required in the winter. 

Discussion However, it is also harder for the blades to move through the denser coid air, so there is more torque 
required of the engine in coid weather. 


6-17C 

Solution We are to discuss if the forcé required to hold a píate stationary doubles when the jet velocity doubles. 

Analysis No, the forcé will not double. In fact, the forcé required to hold the píate against the horizontal water 

stream will increase by a factor of 4 when the velocity is doubled since 

F = mV = (pAV)V - pAV 1 

and thus the forcé is proportional to the square of the velocity. 

Discussion You can think of it this way: Since momentum flux is mass flow rate times velocity, a doubling of the 
velocity doubles both the mass flow rate and the velocity, increasing the momentum flux by a factor of four. 


6-18C 

Solution We are to discuss the acceleration of a cart hit by a water jet. 

Analysis The acceleration is not be constant since the forcé is not constant. The impulse forcé exerted by the 
water on the píate is F = mV = (pA V)V = pA V 2 , where V is the relative velocity between the water and the píate, which is 
moving. The magnitude of the píate acceleration is thus a = F/m. But as the píate begins to move, V decreases, so the 
acceleration must also decrease. 

Discussion lt is the relative velocity of the water jet on the cart that contributes to the cart’s acceleration. 


6-19C 

Solution We are to discuss the máximum possible velocity of a cart hit by a water jet. 

Analysis The máximum possible velocity for the píate is the velocity of the water jet. As long as the píate is 
moving slower than the jet, the water exerts a forcé on the píate, which causes it to accelerate, until terminal jet velocity is 
reached. 

Discussion Once the relative velocity is zero, the jet supplies no forcé to the cart, and thus it cannot accelerate further. 
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6-20 

Solution It is to be shown that the forcé exerted by a liquid jet of velocity Fon a stationary nozzle is proportional to 
V 2 , or alternatively, to m 2 . 

Assumptions 1 The flow is steady and incompressible. 2 The nozzle is given to be stationary. 3 The nozzle involves a 
90° turn and thus the incoming and outgoing flow streams are normal to each other. 4 The water is discharged to the 
atmosphere, and thus the gage pressure at the outlet is zero. 

Analysis We take the nozzle as the control volume, and the flow 
direction at the outlet as the x axis. Note that the nozzle makes a 90° 
turn, and thus it does not contribute to any pressure forcé or momentum 
flux term at the inlet in the x direction. Noting that m = pAV where A 
is the nozzle outlet area and F is the average nozzle outlet velocity, the 
momentum equation for steady one-dimensional flow in the x direction 
reduces to 

'£F = '£f*hV-'£/3mV -A Ffa = Pm out V out = fimV 

out in 

where F Rx is the reaction forcé on the nozzle due to liquid jet at the nozzle outlet. Then, 


m = pAV -A Ffa = ¡3m V = fpA W = fpA V 1 or 

Therefore, the forcé exerted by a liquid jet of velocity V on this stationary nozzle is proportional to V 2 , or 
alternatively, to m 2 . 

Discussion lf there were not a 90° turn, we would need to take into account the momentum flux and pressure 
contributions at the inlet. 


= P™ V = Pm — = P — 7 


m 

pA 


, m 
pA 


Frx 

■ 

Nozzle 

Liquid I 



6-21 

Solution A water jet of velocity V impinges on a píate moving toward the water jet with velocity ViV. The forcé 
required to move the píate towards the jet is to be detennined in terms of F acting on the stationary píate. 

Assumptions 1 The flow is steady and incompressible. 2 The píate is vertical and the jet is normal to píate. 3 The pressure 
on both sides of the píate is atmospheric pressure (and thus its effect caneéis out). 4 Fiction during motion is negligible. 5 
There is no acceleration of the píate. 6 The water splashes off the sides of the píate in a plañe normal to the jet. 6 Jet flow is 
nearly uniform and thus the effect of the momentum-flux correction factor is negligible, 1. 


Analysis We take the píate as the control volume. The relative velocity between the píate and the jet is V when the 
píate is stationary, and 1.5F when the píate is moving with a velocity 'AV towards the píate. Then the momentum equation 
for steady one-dimensional flow in the horizontal direction reduces to 


^ Pm F - ^ Pin F 


-> ~ f r =~m l V i 


-> F r =m t V t 


Stationary’píate: ( V¡ =V and m¡ = pAV¡ = pAV ) — » F R = pAV 2 = F 

Moving píate: (F,=1.5F and m¡ = pAV¡ = pA( 1.5F)) 

-> F r =pA(1.5V) 2 =2.25pAV 2 =2.25F 


1/2 F 


Wateijet 


~©- (PT 


Therefore, the forcé required to hold the píate stationary against the oncoming water jet becomes 2.25 times greater 
when the jet velocity becomes 1.5 times greater. 

Discussion Note that when the píate is stationary, V is also the jet velocity. But if the píate moves toward the stream 
with velocity 'AV, then the relative velocity is 1.5 F, and the amount of mass striking the píate (and falling off its sides) per 
unit time also increases by 50%. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-22 

Solution A 90° elbow deflects water upwards and discharges it to the atmosphere at a specified rate. The gage 
pressure at the inlet of the elbow and the anchoring forcé needed to hold the elbow in place are to be determined. 

Assumptions 1 The flow is steady, frictionless, incompressible, and irrotational (so that the Bernoulli equation is 
applicable). 2 The weight of the elbow and the water in it is negligible. 3 The water is discharged to the atmosphere, and 
thus the gage pressure at the outlet is zero. 4 The momentum-flux correction factor for each inlet and outlet is given to be f:í 
= 1.03. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis ( a ) We take the elbow as the control volume, and desígnate the entrance by 1 and the outlet by 2. We also 

desígnate the horizontal coordínate by x (with the direction of flow as being the positive direction) and the vertical 
coordínate by z. The continuity equation for this one-inlet one-outlet steady flow system is m x = m 2 =m = 30kg/s. Noting 
that m = pAV , the mean inlet and outlet velocities of water are 


V = Vj = F = ^ =_-_=_ 25k § /s _ 

pA p(xD 2 /4) (1000 kg/m 3 )[;r(0.1m) 2 / 4] 


= 3.18 m/s 


Noting that V¡ = V 2 and P 2 = P a tm; the Bernoidli equation for a streamline going through the center of the reducing elbow is 
expressed as 


Pg 


V, P, F, / x 

~ + z l= — + XT + Z 2 P \~ P 2= Pg\ z 2~ z \) 

2 g Pg 2 g 


:=Pg( Z 2~ Z l) 


Substituting, 

P. = í 1000 kg/mM^.gl m/s^fO^ m) -—-- = 3.434 kN/m 2 =3.434 kPas3.43kPa 

l Bi8e y B P P ^1000 kg-m/s 2 J 

(b) The momentum equation for steady one-dimensional flow is /]m V - füm V . We let the x- and z- 

out in 

components of the anchoring forcé of the elbow be F Rx and F Rz , and assume them to be in the positive directions. We also 
use gage pressures to avoid dealing with the atmospheric pressure which acts on all surfaces. Then the momentum 
equations along the x and y axes become 


Fr* + ^l,gage A = 0 - ) - -/W* V 

F Rz =Pm(+V 2 ) = pmV 

Solving for F Rx and F Rz , and substituting the given valúes, 


FRx ¡5mV P\ g a g C - I[ 


=-1.03(25 kg/s)(3.18 m/s) 
= -109 N 


IN 


1 kg-m/s" 


-(3434 N/m 2 )[^(0.1 m) 2 /4] 


F Ry = PmV = 1.03(25 kg/s)(3.18 m/s) 


IN 


1 kg-m/s^ 


= 81.9 N 



and F r 


pl+F¡y = V(-109) 2 +81.9 2 = 136 N, 


0 = tan 



-i 


81 9 

-= -37° = 143° 

-109 


Discussion Note that the magnitude of the anchoring forcé is 136 N, and its line of action makes 143° from the positive 
x direction. Also, a negative valué for F Rx indicates the assumed direction is wrong, and should be reversed. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-23 

Solution A 180° elbow forces the flow to make a U-turn and discharges it to the atmosphere at a specified rate. The 
gage pressure at the inlet of the elbow and the anchoring forcé needed to hold the elbow in place are to be determined. 

Assumptions 1 The flow is steady, frictionless, one-dimensional, incompressible, and irrotational (so that the Bernoulli 
equation is applicable). 2 The weight of the elbow and the water in it is negligible. 3 The water is discharged to the 
atmosphere, and thus the gage pressure at the outlet is zero. 4 The momentum-flux correction factor for each inlet and 
outlet is given to be /3= 1.03. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis (a) We take the elbow as the control volume, and desígnate the entrance by 1 and the outlet by 2. We also 

desígnate the horizontal coordínate by x (with the direction of flow as being the positive direction) and the vertical 
coordínate by z. The continuity equation for this one-inlet one-outlet steady flow system is m x = m 2 =m = 30kg/s. Noting 
that m = pAV , the mean inlet and outlet velocities of water are 


V\=V 2 = V = — = 
pA 


25 kg/s 


p{nD 2 ! 4) (1000 kg/m 3 )[;r(0.1m) 2 /4] 


= 3.18 m/s 


Noting that V¡ = V 2 and P 2 = /\ tm . the Bernoulli equation for a streamline going through the center of the reducing elbow is 
expressed as 


Pg 2 g 


Pg 2 g 


-z 2 -> P x -P 2 =pg{z 2 -z x ) -> íí.gage =Pg(Zl-Z X ) 


Substituting, 


1. gage 


= (1000 kg/m 3 )(9.81 m/s 2 )(0.70 m) 


lkN 


= 6.867 kN/m- = 6.867 kPa = 6.87 kPa 


v 1000 kg-m/s 

(h) The momentum equation for steady one-dimensional flow is ^ F = ^ ¡3m V - ^ ¡5m V . We let the x- and z- 


components of the anchoring forcé of the elbow be F Rx and F Rz , and assume them to be in the positive directions. We also 
use gage pressures to avoid dealing with the atmospheric pressure which acts on all surfaces. Then the momentum 
equations along the x and z axes become 


F Rx + P h gage^l = m~V 2 ) - 1 ) = -2/*» V 

Frz= 0 

Solving for F Rí and substituting the given valúes, 


F Rx =-2(imV-P x 


A 

1, gage ^1 


= -2 X 1.03(25 kg/s)(3.18 m/s) 
= -218 N 


IN 


1 kg-m/s" 


(6867N/m 2 )[;r(0.1m) 2 / 4] 


and F r = F Rx = -218 N since the v-componcnt of the anchoring forcé is zero. 
Therefore, the anchoring forcé has a magnitude of 218 N and it acts in the negative 
x direction. 



Discussion Note that a negative valué for F Rx indicates the assumed direction is wrong, and should be reversed. 
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6-24E 

Solution A horizontal water jet strikes a vertical stationary píate normally at a specified velocity. For a given 
anchoring forcé needed to hold the píate in place, the flow rate of water is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water splatters ofif the sides of the píate in a plañe normal to 
the jet. 3 The water jet is exposed to the atmosphere, and thus the pressure of the water jet and the splattered water is the 
atmospheric pressure which is disregarded since it acts on the entire control surface. 4 The vertical forces and momentum 
fluxes are not considered since they have no effect on the horizontal reaction forcé. 5 Jet flow is nearly uniform and thus the 
effect of the momentum-flux correction factor is negligible, /?= I. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Analysis We take the píate as the control volume such that it contains the entire píate and cuts through the water jet 

and the support bar normally, and the direction of flow as the positive direction of x axis. The momentum equation for 
steady one-dimensional flow in the x (flow) direction reduces in this case to 

'£ i F = '£ i /3mV~Y i flhV -> -F Rx =-mV l -> F R = mV ] 

out in 


We note that the reaction forcé acts in the opposite direction to flow, and we should not forget the negative sign for forces 
and velocities in the negative x-direction. Solving for m and substituting the given valúes, 


350 lbf 


V¡ 30 ft/s 


32.2 lbm • ft/s 


2 A 


1 lbf 


= 376 lbm/s 


Frx = 350 lbf 


Then the volume flow rate becomes 
376 lbm/s 


• yyi 
V = — = ■ 


6.02 ft 3 /s 



p 62.4 lbm/ft J 


Therefore, the volume flow rate of water under stated assumptions must be 6.02 ft /s. 


Discussion In reality, some water will be scattered back, and this will add to the reaction forcé of water. The flow rate in 
that case will be less. 


6-9 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 




















Chapter 6 Momentum Analysis of Flow Systems 


6-25 

Solution A reducing elbow deflects water upwards and discharges it to the atmosphere at a specified rate. The 
anchoring forcé needed to hold the elbow in place is to be determined. 

Assumptions 1 The flow is steady, frictionless, one-dimensional, incompressible, and irrotational (so that the Bemoulli 
equation is applicable). 2 The weight of the elbow and the water in it is considered. 3 The water is discharged to the 
atmosphere, and thus the gage pressure at the outlet is zero. 4 The momentum-flux correction factor for each inlet and 
outlet is given to be f}= 1.03. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The weight of the elbow and the water in it is 
W = mg = (50 kg)(9.81 m/s 2 ) = 490.5 N = 0.4905 kN 

We take the elbow as the control volume, and desígnate the 
entrance by 1 and the outlet by 2. We also desígnate the 
horizontal coordínate by x (with the direction of flow as being 
the positive direction) and the vertical coordínate by z. The 
continuity equation for this one-inlet one-outlet steady flow 
system is m x = m 2 = m = 30kg/s. Noting that m = pAV, the 
inlet and outlet velocities of water are 
m 30kg/s 

pA\ 

m 30kg/s 



Vi=- 


(1000 kg/m 3 )(0.0150m 2 ) 


= 2.0 m/s 


V 2 =' 


■ = 12 m/s 


pA 2 (1000 kg/m 3 )(0.0025m 2 ) 

Taking the center of the inlet cross section as the reference level (z¡ = 0) and noting that P 2 = P al m, the Bernoulli equation 
for a streamline going through the center of the reducing elbow is expressed as 


pg 2g pg 2g 




2 g 


+ - z. 


M,gage PS 


f vZ-v? 


2g 


Substituting, 

P 

1, gage 


P, „„„„ = (1000 kg/m 3 )(9.81 m/s 2 ) 


^(12 m/s) 2 - (2 m/s) 2 
2(9.81 m/s 2 ) 


+ 0.4 


lkN 


1000 kg-m/s 2 


= 73.9 kN/m' = 73.9kPa 


The momentum equation for steady one-dimensional flow is I'-I ///;/ V — /]m V . We Ict the x- and z- components 

out in 

of the anchoring forcé of the elbow be F Rx and F R: . and assume them to be in the positive directions. We also use gage 
pressures to avoid dealing with the atmospheric pressure which acts on all surfaces. Then the momentum equations along 
the x and z axes become 

Frx + ^i,gage-^i = 2 eos 9 - fimV x and F & —W = /3ríiV 2 sin 0 


Solving for F Rx and F R: , and substituting the given valúes, 


F Rx = j3m(V 2 cos0-V\-Py^A = 1-03(30 kg/s)[(12cos45°-2) m/s] 


1 kN 


1000 kg • m/s" 


-(73.9 kN/m 2 )(0.0150 m 1 ) 


= -0.908 kN 


F Rz = ¡3mV 2 sin 9 + W = 1.03(30 kg/s)(12sin45° m/s) 


lkN 


1000 kg- m/s 2 


Fr =4Ftx+Fl = V (—0.908) 2 + (0.753) 2 =1.18kN, ^ = tan- 1 -^ = 

r , 


+ 0.4905 kN= 0.753 kN 
i 0.753 


tan" 


& -0.908 


39.7 C 


Discussion Note that the magnitude of the anchoring forcé is 1.18 kN, and its line of action makes -39.7° from +x 
direction. Negative valué for F Rx indicates the assumed direction is wrong. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-26 

Solution A reducing elbow deflects water upwards and discharges it to the atmosphere at a specified rate. The 
anchoring forcé needed to hold the elbow in place is to be determined. 

Assumptions 1 The flow is steady, frictionless, one-dimensional, incompressible, and irrotational (so that the Bernoulli 
equation is applicable). 2 The weight of the elbow and the water in it is considered. 3 The water is discharged to the 
atmosphere, and thus the gage pressure at the outlet is zero. 4 The momentum-flux correction factor for each inlet and 
outlet is given to be J3= 1.03. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The weight of the elbow and the water in it is 
W = mg = (50 kg)(9.81 m/s 2 ) = 490.5 N = 0.4905 kN 

We take the elbow as the control volume, and desígnate the entrance 
by 1 and the outlet by 2. We also desígnate the horizontal coordínate 
by x (with the direction of flow as being the positive direction) and 
the vertical coordínate by z. The continuity equation for this one-inlet 
one-outlet steady flow system is m í = m 2 = m = 30kg/s. Noting that 
m = pA V . the inlet and outlet velocities of water are 
ni 30kg/s 

1 pA x (1000 kg/m 3 )(0.0150m 2 ) 



V 2 =- 


30 kg/s 


- = 2.0 m/s 

■ = 12 m/s 


pA 2 (1000 kg/m 3 )(0.0025m 2 ) 

Taking the center of the inlet cross section as the reference level (z¡ = 0) and noting that P 2 = P¡,tm, the Bernoulli equation 
for a streamline going through the center of the reducing elbow is expressed as 


P t K, 2 P 2 V, 2 

— + — + Zj = + - L - 

pg 2g pg 2g 

( 


p \~ p i= PS 


r v 2 2 -v 2 


2 g 


r l, gage ' 


Pg 


2 g 


or > p u 


(1000 kg/m 3 )(9.81 m/s 2 ) 


(12 m/s) 2 -(2 m/s) 2 
2(9.81 m/s 2 ) 


-0.4 


1 kN 


1000 kg ■ m/s" 


= 73.9 kN/m- = 73.9 kPa 


The momentum equation for steady one-dimensional flow is /]m V — fírn V . We let the x- and y- components 

out in 

of the anchoring forcé of the elbow be F Rx and F Rz , and assume them to be in the positive directions. We also use gage 
pressures to avoid dealing with the atmospheric pressure which acts on all surfaces. Then the momentum equations along 
the x and z axes become 

Frx + p i , g age = Pñi V 2 eos 0 - finí V¡ and F Ry - W = finí V 2 sin 6 

Solving for F Rí and F R: , and substituting the given valúes, 

F Kx = [ím(V 2 eos 0-V x )-P x A x 


= 1.03(30 kg/s)[(12cosl 10° - 2) m/s] 


1 kN 


1000 kg-m/s" 


and 


p Rz = PñV 2 sin 6 + W = 1.03(30 kg/s)(12sinl 10° m/s) 

Fr='¡FÍ+FÍ = Ví-1-297) 2 +0.8389 2 =1.54kN 
, F Rz , 0.8389 


-(73.9kN/m 2 )(0.0150m 2 ) = -1.297 kN 
1 kN 




1000 kg-m/s" 


+ 0.4905 kN= 0.8389 kN 


9 = tan 


= tan" 


-1.297 


-32.9 C 


Discussion Note that the magnitude of the anchoring forcé is 1.54 kN, and its line of action makes -32.9° from +x 
direction. Negative valué for F Rx indicates assumed direction is wrong, and should be reversed. 


6-11 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 

































Chapter 6 Momentum Analysis of Flow Systems 


6-27 

Solution Water accelerated by a nozzle strikes the back surface of a cart moving horizontally at a constant velocity. 
The braking forcé and the power wasted by the brakes are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The water splatters off the sides of the píate in all directions in 
the plañe of the back surface. 3 The water jet is exposed to the atmosphere, and thus the pressure of the water jet and the 
splattered water is the atmospheric pressure which is disregarded since it acts on all surfaces. 4 Fiction during motion is 
negligible. 5 There is no acceleration of the cart. 7 The motions of the water jet and the cart are horizontal. 6 Jet flow is 
nearly uniform and thus the effect of the momentum-flux correction factor is negligible, [í= 1. 


Analysis We take the cart as the control volume, and the 
direction of flow as the positive direction of x axis. The relative 
velocity between the cart and the jet is 

V r = Vj c i — V can =15 — 10 = 10 m/s 

Therefore, we can view the cart as being stationary and the jet moving 
with a velocity of 10 m/s. Noting that water leaves the nozzle at 15 m/s 
and the corresponding mass flow rate relative to nozzle exit is 25 kg/s, 
the mass flow rate of water striking the cart corresponding to a water jet 
velocity of 10 m/s relative to the cart is 


5 m/s 



V. 


jet 


(25 kg/s) = 16.67 kg/s 

15 m/s 


The momentum equation for steady one-dimensional flow in the x (flow) direction reduces in this case to 
'YJ'= ^PmV-Y^PmV -> F Rx =-m,V i -> F bake =-m r V r 

out in 


We note that the brake forcé acts in the opposite direction to flow, and we should not forget the negative sign for forces and 
velocities in the negative x-direction. Substituting the given valúes, 


f 

F hmke = ~>h r V r = -(16.67 kg/s)(+10 m/s) 

v 


IN 

lkg-m/s 2 


\ 


y 


= -166.7 N s -167 N 


The negative sign indicates that the braking forcé acts in the opposite direction to motion, as expected. Noting that work is 
forcé times distance and the distance traveled by the cart per unit time is the cart velocity, the power wasted by the brakes is 


W = ^brake 


K cart =(166.7 N)(5 m/s) 


1W 'i 

1N • m/s J 


= 833 W 


Discussion Note that the power wasted is equivalent to the máximum power that can be generated as the cart velocity is 
maintained constant. 


6-28 

Solution Water accelerated by a nozzle strikes the back surface of a cart moving horizontally. The acceleration of the 
cart if the brakes fail is to be determined. 

5 m/s 


Analysis The braking forcé was determined in previous problem 
to be 167 N. When the brakes fail, this forcé will propel the cart 
forward, and the acceleration will be 


F 

a =- 


m 


cart 


167 N lkg-m/s 2 
300 kg ( ÍÑ y 


= 0.556 m/s 2 


15 m/s 


> 



Waterjet 


300 kg 



Hq) -(or 


Discussion This is the acceleration at the moment the brakes fail. The acceleration will decrease as the relative velocity 
between the waterjet and the cart (and thus the forcé) decreases. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-29E 

Solution A water jet hits a stationary splitter, such that half of the flow is diverted upward at 45°, and the other half is 
directed down. The forcé required to hold the splitter in place is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 
The water jet is exposed to the atmosphere, and thus the 
pressure of the water jet before and after the split is the 
atmospheric pressure which is disregarded since it acts on all 
surfaces. 3 The gravitational effects are disregarded. 4 Jet flow 
is nearly uniform and thus the effect of the momentum-flux 
correction factor is negligible, ¡3=1. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 
Analysis The mass flow rate of water jet is 

m = pV = (62.4 lbm/ft 3 )(100 ft 3 /s) = 6240 lbm/s 



We take the splitting section of water jet, including the splitter as the control volume, and desígnate the entrance by 1 and 
the outlet of either arm by 2 (both arms have the same velocity and mass flow rate). We also desígnate the horizontal 
coordínate by x with the direction of flow as being the positive direction and the vertical coordínate by z. 

The momentum equation for steady one-dimensional flow is /3mV . We let the x- and y- 

out in 

components of the anchoring forcé of the splitter be F Rx and F R: . and assume them to be in the positive directions. Noting 
that V 2 = V\ = V and m 2 = \m , the momentum equations along the x andz axes become 

F Rx =2(4- th)V 2 eos 6-mV 1 = mV (eos 6-1) 

Ffc =jtit(+V 2 sin 6) + 4" m(—E 2 sin 6)- 0 = 0 

Substituting the given valúes, 

F^ =(6240 lbm/s)(20 ft/s)(cos45°-1)1-—-- 1 = —1135 lbf = -1140Ibf 

y 32.2 lbm- ft/s" J 

The negative valué for F Rx indicates the assumed direction is wrong, and should be reversed. Therefore, a forcé of 1140 lbf 
must be applied to the splitter in the opposite direction to flow to hold it in place. No holding forcé is necessary in the 
vertical direction. This can also be concluded from the symmetry. 

Discussiott In reality, the gravitational effects will cause the upper stream to slow down and the lower stream to speed 
up after the split. But for short distances, these effects are indeed negligible. 
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Chapter 6 Momentum Analysis of Flow Systems 




Solution The previous problem is reconsidered. The effect of splitter angle on the forcé exerted on the splitter as the 
half splitter angle varíes from 0 to 180° in increments of 10° is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=32.2 "ft/s2" 
rho=62.4 "Ibm/ft3" 

V_dot=100 "ft3/s" 

V=20 "ft/s" 
m_dot=rho*V_dot 

F_R=-m_dot*V*(cos(theta)-1 )/g "Ibf" 




0 20 40 60 80 100 120 140 160 180 

0 , ° 


Discussion The forcé rises from zero at 0= 0 o to a máximum at 6= 180°, as expected, but the relationship is not linear. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-31 

Solution A horizontal water jet impinges normally upon a vertical píate which is held on a frictionless track and is 
initially stationary. The initial acceleration of the píate, the time it takes to reach a certain velocity, and the velocity at a 
given time are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water always splatters in the plañe of the retreating píate. 3 
The water jet is exposed to the atmosphere, and thus the pressure of the water jet and the splattered water is the atmospheric 
pressure which is disregarded since it acts on all surfaces. 4 The tract is nearly frictionless, and thus fiction during motion is 
negligible. 5 The motions of the water jet and the cart are horizontal. 6 The velocity of the jet relative to the píate remains 
constant, V T = Vjet= V. 7 Jet flow is nearly uniform and thus the effect of the momentum-flux correction factor is negligible, 

/!' I- 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis (a) We take the vertical píate on the frictionless track as the control volume, and the direction of flow as the 
positive direction of x axis. The mass flow rate of water in the jet is 

th = pVA - (1000 kg/m 3 )(18 m/s)[7r(0.05 m) 2 /4] = 35.34 kg/s 

The momentum equation for steady one-dimensional flow in the x (flow) direction reduces in this case to 

^F^fimV-^flhV -> F Rx =-m i V i -> F Rx =-rhV 

out in 


where F Rx is the reaction forcé required to hold the píate in place. When the píate is released, an equal and opposite impulse 
forcé acts on the píate, which is determined to 


Aplate = ~ f Rx = = (35.34 kg/s)(18 m/s) 


Then the initial acceleration of the píate becomes 


IN 


\ 


lkg-m/s' 


= 636 N 


píate 636 N 


'«píate 1000 k g 


1 kg - m/s 
1 N 


2 A 


= 0.636 m/s 2 


This acceleration will remain constant during motion since the forcé acting 
on the píate remains constant. 


18 m/s 


Waterjet 



Frictionless track 


(b) Noting that a = dV/dt = AV/At since the acceleration a is constant, the time it takes for the píate to reach a velocity of 9 
m/s is 


At = ^W = (9 ~ 0) m/s =142s 
o 0.636 m/s 2 

(c) Noting that a = dV/dt and thus dV= adt and that the acceleration a is constant, the píate velocity in 20 s becomes 
kpiate = v o, p late + aAt = 0+(0-636 m/s 2 )(20s) = 12.7 m/s 

Discussion The assumption that the relative velocity between the waterjet and the plate remains constant is valid only 
for the initial moments of motion when the plate velocity is low unless the waterjet is moving with the plate at the same 
velocity as the plate. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-32 

Solution A 90° reducer elbow detlects water downwards into a smaller diameter pipe. The resultant forcé exerted on 
the reducer by water is to be determined. 

Assumptions 1 The flow is steady, frictionless, one-dimensional, incompressible, and irrotational (so that the Bernoulli 
equation is applicable). 2 The weight of the elbow and the water in it is disregarded since the gravitational effects are 
negligible. 3 The momentum-flux correction factor for each inlet and outlet is given to be P= 1.04. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis We take the elbow as the control volume, and desígnate the 
entrance by 1 and the outlet by 2. We also desígnate the horizontal coordínate by 
x (with the direction of flow as being the positive direction) and the vertical 
coordínate by z. The continuity equation for this one-inlet one-outlet steady flow 
system is m l = m 2 = m = 353.4 kg/s. Noting that m = pAV , the mass flow rate 
of water and its outlet velocity are 

m=pV 1 A 1 = pV l (nD?/ 4) = (1000 kg/m 3 )(5 m/s)[;r(0.3 m) 2 / 4] = 353.4 kg/s 
m 353.4 kg/s 


F 2 = 


■ = 20 m/s 


pA 2 pnD\ /4 (1000 kg/m 3 )[>r(0.15 m) 2 / 4] 

The Bernoulli equation for a streamline going through the center of the reducing elbow is expressed as 



pg 2 g 


p 2 v 2 

' Z 1 =^ + ^ + z 2 
Pg 2 g 


P 2 = P \+ Pg 




2 g 


+ z, -z , 


Substituting, the gage pressure at the outlet becomes 


P 2 = (300 kPa) +(1000 kg/m 3 )(9.81m/s z ) 


(5 m/s) 2 - (20 m/s)~ 


2(9.81 m/s') 


-0.5 


lkN 


1000 kg-m/s J(lkN/m 


1 kPa 


= 117.4 kPa 


The momentum equation for steady one-dimensional flow is J3m V - ^ Pm V . We let the x- and z- components 

out in 

of the anchoring forcé of the elbow be F Rx and F R: , and assume them to be in the positive directions. Then the momentum 
equations along the x and z axes become 

f rx + p \w ge A \ =0-ftmV¡ 

Frz-Pi, e wA 2 =m-V 2 )-0 

Note that we should not forget the negative sign for forces and velocities in the negative x or z direction. Solving for F Rx 
and F R: , and substituting the given valúes, 


F ílx =-/3mV í — Pi t gpg e A-[ = —1.04(353.4 kg/s)(5 m/s) 


lkN 


Fr= =~PmV 2 +P 2 , me A l = -1.04(353.4 kg/s)(20m/s) 


1000 kg-m/s 

v 


- (300 kN/m 2 ) 22(0,3 m) ~ 


= -23.0 kN 


lkN 


1000 kg • m/s ¿ 


+ (117.4 kN/m 2 ) ;r( °' 15m) = -5.28 kN and 


Fr = V (-23.0) 2 + (-5.28) 2 = 23.6 kN 

0 = tan" 1 ^ = tan" 1 = 12.9° 

F Kx -23.0 

Discussion The magnitude of the anchoring forcé is 23.6 kN, and its line of action makes 12.9° from +x direction. 
Negative valúes for F Rx and F R} indícate that the assumed directions are wrong, and should be reversed. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-33 \Also solved using EES on enclosed D VD ] 

Solution A wind turbine with a given span diameter and efficiency is subjected to steady winds. The power generated 
and the horizontal forcé on the supporting mast of the turbine are to be determined. 

Assumptions 1 The wind flow is steady and incompressible. 2 The efficiency of the turbine-generator is independent of 
wind speed. 3 The frictional effects are negligible, and thus none of the incoming kinetic energy is converted to thermal 
energy. 4 Wind flow is uniform and thus the momentum-flux correction factor is nearly unity, //si. 



^act = V wind turbine^max = (0.32)(1330 kW) = 426 kW 


{tí) The frictional effects are assumed to be negligible, and thus the portion of incoming kinetic energy not converted to 
electric power leaves the wind turbine as outgoing kinetic energy. Therefore, 

V? V? 

mke 2 = mke 1 (1 - p wind turbinc ) m — = m — (1 - / 7 wind turblnc ) 

or 

v 2 = v i V 1 " 7 /wind turbine = (6-94 m/s)>/l-0.32 = 5.72 m/s 


We choose the control volume around the wind turbine such that the wind is normal to the control surface at the inlet and 
the outlet, and the entire control surface is at the atmospheric pressure. The momentum equation for steady one-dimensional 
flow is [3m V - ^ ¡5m V . Writing it along the x-direction (without forgetting the negative sign for forces and 

out in 

velocities in the negative x-direction) and assuming the flow velocity through the turbine to be equal to the wind velocity 
give 


F r = rhV 2 -mV l =m(V 2 -VJ = (55,200kg/s)(5.72-6.94m/s) 


lkN 


1000 kg-m/s ‘ 


-67.3 kN 


The negative sign indicates that the reaction forcé acts in the negative x direction, as expected. 

Discussion This forcé acts on top of the tower where the wind turbine is installed, and the bending moment it generates 
at the bottom of the tower is obtained by multiplying this forcé by the tower height. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-34E 

Solution A horizontal water jet strikes a curved píate, which deflects the water back to its original direction. The 
forcé required to hold the píate against the water stream is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The water jet 
is exposed to the atmosphere, and thus the pressure of the water jet and 
the splattered water is the atmospheric pressure, which is disregarded 
since it acts on all surfaces. 3 Friction between the píate and the surface it 
is on is negligible (or the friction forcé can be included in the required 
forcé to hold the píate). 4 There is no splashing of water or the 
deformation of the jet, and the reversedjet leaves horizontally at the same 
velocity and flow rate. 5 Jet flow is nearly uniform and thus the 
momentum-flux correction factor is nearly unity, f:¡= 1. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 



Analysis We take the píate together with the curved water jet as the control volume, and desígnate the jet inlet by 1 
and the outlet by 2. We also desígnate the horizontal coordínate by x (with the direction of incoming flow as being the 
positive direction). The continuity equation for this one-inlet one-outlet steady flow system is m l = m 2 = m where 


m = pVA = pV\jzD 2 1 4] = (62.4 lbm/ft 3 )(140 ft/s)[zr(3 /12 ft) 2 / 4] = 428.8 lbm/s 
The momentum equation for steady one-dimensional flow is finí V . Letting the reaction forcé to hold 

out in 

the píate be F Rx and assuming it to be in the positive direction, the momentum equation along the x axis becomes 
F fo = m(-V 2 ) - m(+V l ) = -2 ni V 
Substituting, 

F Rx = -2(428.8 lbm/s) (140 ft/s)|-—--1 = -3729 lbf = -3730 Ibf 

y32.2 lbm-ft/s ) 


Therefore, a forcé of 3730 lbf must be applied on the píate in the negative x direction to hold it in place. 

Discussion Note that a negative valué for F Rx indicates the assumed direction is wrong (as expected), and should be 
reversed. Also, there is no need for an analysis in the vertical direction since the fluid streams are horizontal. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-35E 

Solution A horizontal water jet strikes a bent píate, which deflects the water by 135° from its original direction. The 
forcé required to hold the píate against the water stream is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water jet is exposed to the atmosphere, and thus the pressure 
of the water jet and the splattered water is the atmospheric pressure, which is disregarded since it acts on all surfaces. 3 
Frictional and gravitational effects are negligible. 4 There is no splattering of water or the deformation of the jet, and the 
reversed jet leaves horizontally at the same velocity and flow rate. 5 Jet flow is nearly unifonn and thus the momentum-flux 
correction factor is nearly unity, f:¡ = 1. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Analysis We take the píate together with the curved water jet as the control volume, and desígnate the jet inlet by 1 
and the outlet by 2. We also desígnate the horizontal coordínate by x (with the direction of incoming flow as being the 
positive direction), and the vertical coordínate by z. The continuity equation for this one-inlet one-outlet steady flow system 
is m i = m 2 = m where 


m = pVA = pV[nD 2 / 4] = (62.4 lbm/ft 3 )(140 ft/s)[zr(3/12 ft) 2 / 4] = 428.8 lbm/s 
The momentum equation for steady one-dimensional flow is fin V — ^ film V . We Ict the x- and z- components 

out in 

of the anchoring forcé of the píate be F Rx and F R: , and assume them to be in the positive directions. Then the momentum 
equations along the x and y axes become 

Frx - w(-F 2 ) eos 45° - m(+V [ ) = —m V(l + eos 45°) 

Frz = m(+V 2 ) sin 45° = mV sin 45° 

Substituting the given valúes, 

F^ = -2(428.8 lbm/s)(140 ft/s)(l + cos45°)| 

= -6365 lbf 


llbf 


F Rz = (428.8 lbm/s)( 140 ft/s)sin45‘ 


.32.2 lbm • ft/s 
llbf 


32.2 lbm - ft/s “ 



= 1318 lbf 


an d f r = \l F l + F í = V(-63 65) 2 +13 1 8 2 = 65 0 0 lbf, = tan 1 ^ = tan 1 =-11.7° = 168.3° = 168 


-6365 


Discussion Note that the magnitude of the anchoring forcé is 6500 lbf, and its line of action is 168° from the positive x 
direction. Also, a negative valué for F Rz indicates the assumed direction is wrong, and should be reversed. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-36 

Solution Firemen are holding a nozzle at the end of a hose while trying to extinguish a fue. The average water outlet 
velocity and the resistance forcé required of the firemen to hold the nozzle are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water jet is exposed to the atmosphere, and thus the pressure 
of the water jet is the atmospheric pressure, which is disregarded since it acts on all surfaces. 3 Gravitational effects and 
vertical forces are disregarded since the horizontal resistance forcé is to be determined. 5 Jet flow is nearly uniform and 
thus the momentum-flux correction factor can be taken to be unity, J3= 1. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis (a) We take the nozzle and the horizontal 

portion of the hose as the system such that water enters the 
control volume vertically and outlets horizontally (this way 
the pressure forcé and the momentum flux at the inlet are in 
the vertical direction, with no contribution to the forcé balance 
in the horizontal direction), and desígnate the entrance by 1 
and the outlet by 2. We also desígnate the horizontal 
coordínate by x (with the direction of flow as being the 
positive direction). The average outlet velocity and the mass 
flow rate of water are determined from 



5 nr/min 



V 

vD 2 ¡ 4 


5 m 3 /min 
;r(0.06m) 2 /4 


= 1768 m/min = 29.5 m/s 


m = pV = (1000 kg/m 3 )(5 m 3 /min) = 5000 kg/min = 83.3 kg/s 


( b ) The momentum equation for steady one-dimensional flow is fim V. We let horizontal forcé 


applied by the firemen to the nozzle to hold it be F Rx . and assume it to be in the positive x direction. Then the momentum 
equation along the x direction gives 

1 N 


F^ = mV e - 0 = mV = (83.3 kg/s)(29.5 m/s) 


lkg- m/s 2 


= 2457 N = 2460 N 


Therefore, the firemen must be able to resist a forcé of 2460 N to hold the nozzle in place. 


Discussion The forcé of 2460 N is equivalent to the weight of about 250 kg. That is, holding the nozzle requires the 
strength of holding a weight of 250 kg, which cannot be done by a single person. This demonstrates why several firemen 
are used to hold a hose with a high flow rate. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-37 

Solution A horizontal jet of water with a given velocity strikes a fíat píate that is moving in the same direction at a 
specified velocity. The forcé that the water stream exerts against the píate is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The water splatters in all directions in the plañe of the píate. 3 
The water jet is exposed to the atmosphere, and thus the pressure of the water jet and the splattered water is the atmospheric 
pressure, which is disregarded since it acts on all surfaces. 4 The vertical forces and momentum fluxes are not considered 
since they have no effect on the horizontal forcé exerted on the píate. 5 The velocity of the píate, and the velocity of the 
water jet relative to the píate, are constant. 6 Jet flow is nearly uniform and thus the momentum-flux correction factor can 
be taken to be unity, fi=\. 


Properties We take the density of water to be 1000 kg/m 3 . 


10 m/s 


Analysis We take the píate as the control volume, and the flow 
direction as the positive direction of x axis. The relative velocity 
between the píate and the jet is 

^=^jet-Aplate =30-10 = 20 m/s 5 

Therefore, we can view the píate as being stationary and the jet to be 
moving with a velocity of 20 m/s. The mass flow rate of water relative 
to the píate [i.e., the flow rate at which water strikes the píate] is 

kD 1 , ji( 0 05 m] 2 

m r = pV r A = pV r — = (1000 kg/m 3 )(20 m/s) ^—— = 39.27 kg/s 


30 m/s 



The momentum equation for steady one-dimensional flow is 


jBmV — . We let the horizontal reaction 


forcé applied to the píate in the negative x direction to counteract the impulse of the water jet be F Rx . Then the momentum 
equation along the x direction gives 


- F Rx = 0 - mV¡ -> F Rx = m r V r = (39.27 kg/s)(20 m/s) 


IN 


\ 


lkg-m/s‘ 


= 785 N 


v A ° y 

Therefore, the water jet applies a forcé of 785 N on the píate in the direction of motion, and an equal and opposite forcé 
must be applied on the píate if its velocity is to remain constant. 


Discussion Note that we used the relative velocity in the determination of the mass flow rate of water in the momentum 
analysis since water will enter the control volume at this rate. (In the limiting case of the píate and the water jet moving at 
the same velocity, the mass flow rate of water relative to the píate will be zero since no water will be able to strike the 
píate). 
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Chapter 6 Momentum Analysis of Flow Systems 



Solution The previous problem is reconsidered. The effect of thc píate velocity on the forcé exerted on the píate as 
the píate velocity varíes from 0 to 30 m/s in increments of 3 m/s is to be investigated. 


Analysis 


The EES Equations window is printed below, followed by the tabulated and plotted results. 


rho=1000 "kg/m3" 
D=0.05 "m" 
VJet=30 "m/s" 

Ac=pi*D A 2/4 
V_r=VJet-V_plate 
m_dot=rho*Ac*V_r 
F R=m dot*V r "N" 




Discussion When the píate velocity reaches 30 m/s, there is no relative motion between the jet and the píate; henee, 
there can be no forcé acting. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-39E 

Solution A fan moves air at sea level at a specified rate. The forcé required to hold the fan and the mínimum power 
input required for the fan are to be determined. 

Assumptions 1 The flow of air is steady and incompressible. 2 Standard atmospheric conditions exist so that the pressure 
at sea level is 1 atm. 3 Air leaves the fan at a uniform velocity at atmospheric pressure. 4 Air approaches the fan through a 
large area at atmospheric pressure with negligible velocity. 5 The frictional effects are negligible, and thus the entire 
mechanical power input is converted to kinetic energy of air (no conversión to thermal energy through frictional effects). 6 
Wind flow is nearly uniform and thus the momentum-flux correction factor can be taken to be unity, f:l= I. 


Properties The gas constant of air is R = 0.3704 
psi ft Vlbm-R. The standard atmospheric pressure at sea level is 
1 atm = 14.7 psi. 

Analysis (a) We take the control volume to be a 
horizontal hyperbolic cylinder bounded by streamlines on the 
sides with air entering through the large cross-section (section 
1) and the fan located at the narrow cross-section at the end 
(section 2), and let its centerline be the x axis. The density, 
mass flow rate, and discharge velocity of air are 

p = -L =--= 0.0749 lbm/ft 3 

RT (0.3704 psi •ft 3 /lbm-R)(530R) 

th = pV = (0.0749 lbm/ft 3 )(2000 ft 3 /min) = 149.8 lbm/min = 2.50 lbm/s 


2000 cfin 


k 2 =- 


V 


V 


nD 2 / 4 


2000 ft /min 
7t(2 ñ) 2 / 4 



= 636.6 ft/min = 10.6 ft/s 


The momentum equation for steady one-dimensional flow is Pm V . Letting the reaction forcé to hold 

out in 

the fan be F Rx and assuming it to be in the positive x (i.e., the flow) direction, the momentum equation along the x axis 
becomes 


F = m(V 2 ) -0 = rhV = (2.50 lbm/s)(10.6 ft/s) 


1 lbf 


32.2 lbm- ft/s" 


0.82 lbf 


Therefore, a forcé of 0.82 lbf must be applied (through friction at the base, for example) to prevent the fan from moving in 
the horizontal direction under the influence of this forcé. 

(b) Noting that P 1 = P 2 = P atm and V¡ = 0, the energy equation for the selected control volume reduces to 


m 


P\ Vi 
~ + ^r + gz i 
P 2 


4 - W — yyi 

1 rr pump,u ní 


r p 2 v} 

~^ + ^~ + gZ 2 

p 2 


+ w + F 

fT turbine mech,loss 


-> 


w f 


fan, 


= m 


Substituting, 




( 1 lbf 3 

[ 1W 1 

V32.2 lbm- ft/s 2 ) 

1,0.73756 lbf- ft/s J 


5.91 W 


Therefore, a useful mechanical power of 5.91 W must be supplied to air. This is the mínimum required power input required 
for the fan. 

Discussion The actual power input to the fan will be larger than 5.91 W because of the fan inefficiency in converting 
mechanical power to kinetic energy. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-40 

Solution A helicopter hovers at sea level while being loaded. The volumetric air flow rate and the required power 
input during unloaded hover, and the rpm and the required power input during loaded hover are to be determined. 

Assumptions 1 The flow of air is steady and incompressible. 2 Air leaves the blades at a uniform velocity at atmospheric 
pressure. 3 Air approaches the blades from the top through a large area at atmospheric pressure with negligible velocity. 4 
The frictional effects are negligible, and thus the entire mechanical power input is converted to kinetic energy of air (no 
conversión to thermal energy through frictional effects). 5 The change in air pressure with elevation is negligible because 
of the low density of air. 6 There is no acceleration of the helicopter, and thus the lift generated is equal to the total weight. 
7 Air flow is nearly uniform and thus the momentum-flux correction factor can be taken to be unity, ¡3 = 1. 

Properties The density of air is given to be 1.18 kg/m 3 . 


Analysis (a) We take the control volume to be a vertical hyperbolic cylinder bounded by streamlines on the sides 
with air entering through the large cross-section (section 1) at the top and the fan located at the narrow cross-section at the 
bottom (section 2), and let its centerline be the z axis with upwards being the positive direction. 

The momentum equation for steady one-dimensional flow is Z^=Z ¡3m V — © ¡3m V . Noting that the only 


forcé acting on the control volume is the total weight W and it acts in the negative z direction, the momentum equation 
along the z axis gives 


W = mV 2 = (pAV 2 )V 2 = pA Vi 


-W = m(-V 2 )~ 0 -> 

where A is the blade span area, 

A = 7tD 2 /4 = ;r(15 m) 2 /4 = 176.7 m 2 
Then the discharge velocity, volume flow rate, and the mass flow rate 
of air in the unloaded mode become 


-» 


v 2 = .\— 


© 


■15 m 


V- 


2, unloaded 


«unloaded? (10,000 kg)(9.81 m/s ) 


pA 


' (1.18 kg/m 3 )(176.7 m 2 ) 


= 21.7 m/s 


= (176.7 m 2 )(21.7 m/s) = 3834 m 3 /s = 3830 m 3 /s 


^unloaded ^ ^2,unloaded 

^unloaded — /©unloaded = (1T8 kg/m 3 )(3834 m 3 /s) = 4524 kg/s 



Noting that F\ = P 2 = P íM „, Vi = 0, the elevation effects are negligible, and the frictional effects are disregarded, the energy 
equation for the selected control volume reduces to 


/ 


v 


1 1 Vf 
—+ ©- + ?- 7 1 
p 2 




/ 


4 -W — ffl 

1 rr pump,u 




\ 


\ 


r 2 y 2 

^ + ^- + gz 2 

p 2 


^©írbine -^mech.loss 


. © 

~^ ^fan, u — tn ~~Z~ 


y 


Substituting, 


W„ r 


© v;-^ 

m — 


= (4524 kg/s) 


(21.7 m/s)‘ 


1 kN 


1000 kg-m/s 2 


1 kW 
1 kN • m/s 


= 1065 kW = 1070 kW 


(b) We now repeat the calculations for the loaded helicopter, whose mass is 10,000+15,000 = 25,000 kg: 


V- 


2,loaded 


«loaded? _ | (25,000kg)(9.81 m/s") 
pA 


1 (1.18kg/m 3 )(176.7 m 2 ) 


= 34.3 m/s 


«loaded = /©loaded = /^©loaded = í 1 - 18 kg/m 3 )(176.7 m 2 )(34.3m/s) = 7152 kg/s 


W 

r ' rv 


© F© 

m — 


©152 kg/s) (34Jm/s)2 


1 kN 


lkW 


1000 kg • m/s J v 1 kN • m/s 


= 4207 kW = 4210 kW 


Noting that the average flow velocity is proportional to the overhead blade rotational velocity, the rpm of the loaded 
helicopter blades becomes 


V 2 = kit —> 


2,loaded 


1 loaded 


2,unloaded ^unloaded 


. y 2, loaded . 34.3 , . „ „ . 

-> «loaded = --«unloaded = ^7^ ( 400 f P m ) = 632 r P m 


2, unloaded 


21.7 


Discussion The actual power input to the helicopter blades will be considerably larger than the calculated power input 
because of the fan inefficiency in converting mechanical power to kinetic energy. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-41 

Solution A helicopter hovers on top of a high mountain where the air density considerably lower than that at sea 
level. The blade rotational velocity to hover at the higher altitude and the percent increase in the required power input to 
hover at high altitude relative to that at sea level are to be determined. 

Assumptions 1 The flow of air is steady and incompressible. 2 The air leaves the blades at a uniform velocity at 
atmospheric pressure. 3 Air approaches the blades from the top through a large area at atmospheric pressure with negligible 
velocity. 4 The frictional effects are negligible, and thus the entire mechanical power input is converted to kinetic energy of 
air. 5 The change in air pressure with elevation while hovering at a given location is negligible because of the low density 
of air. 6 There is no acceleration of the helicopter, and thus the lift generated is equal to the total weight. 7 Air flow is 
nearly uniform and thus the momentum-flux correction factor can be taken to be unity, J3= 1. 

Properties The density of air is given to be 1.18 kg/m 3 at sea level, and 0.79 kg/m 3 on top of the mountain. 


Analysis (a) We take the control volume to be a vertical hyperbolic cylinder bounded by streamlines on the sides 
with air entering through the large cross-section (section 1) at the top and the fan located at the narrow cross-section at the 
bottom (section 2), and let its centerline be the z axis with upwards being the positive direction. 

The momentum equation for steady one-dimensional flow is I'-Z finí V - finí V . Noting that the only forcé 


acting on the control volume is the total weight W and it acts in the negative z direction, the momentum equation along the z 
axis gives 

-W = m(-V 2 )-0 -» W = mV 2 = (pAV 2 )V 2 = pAV 2 -» V 2 = 

where A is the blade span area. Then for a given weight W, the ratio of discharge velocities becomes 



2, mountain 


v- 


2,sea 


yjW / mountain ^ _ j Psea 
JwJ Psea A \P mountain 


1.18 kg/m 3 

--—- = 1.222 

0.79 kg/m 3 


Noting that the average flow velocity is proportional to the overhead blade rotational velocity, the rpm of the helicopter 
blades on top of the mountain becomes 


n = kV 2 


V- 




2, mountain 


2,sea 


-> n„ 


2, mountain 


2,sea 


= 1.222(400 rpm) = 489 rpm 


Noting that P\= P 2 = P atm , V\ = 0, the elevation effect are negligible, and the frictional effects are disregarded, the energy 
equation for the selected control volume reduces to 




m 


\ 


v 


¿i v i 

—+ —+ ^i 

P 2 


4-W = m 

1 rr pump,u 


f p 2 v 2 

— + ^~ + gZ 2 
P 2 


+ w 4- F 

rr turbine mech,loss 


y 2 y 2 y 3 ^ 

or W fan>u = m^- = pAV 2 -j- = pA-2- = jpA 


A 3 


= JP A 


f \ 1.5 

f w 


pA 


Then the ratio of the required power input on top of the mountain to 
that at sea level becomes 


^mountain fan,u 9.5 W ! P moun i a [ n A 


Psea = j l-18kg/nr 
^seafan,u 0.5 W 15 / Jp se¡l A ^mountain V 0.79 kg/m 3 


= 1.222 


Therefore, the required power input will increase by 22.2% on top of 
the mountain relative to the sea level. 



Load 
15,000 kg 


Discussion Note that both the rpm and the required power input to the helicopter are inversely proportional to the 
square root of air density. Therefore, more power is required at higher elevations for the helicopter to opérate because air is 
less dense, and more air must be forced by the blades into the downdraft. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-42 

Solution The flow rate in a channel is controlled by a sluice gate by raising or lowering a vertical píate. A relation for 
the forcé acting on a sluice gate of width w for steady and uniform flow is to be developed. 

Assumptions 1 The flow is steady, incompressible, frictionless, and uniform (and thus the Bernoulli equation is 
applicable.) 2 Wall shear forces at surfaces are negligible. 3 The channel is exposed to the atmosphere, and thus the 
pressure at free surfaces is the atmospheric pressure. 4 The flow is horizontal. 5 Water flow is nearly uniform and thus the 
momentum-flux correction factor can be taken to be unity, f:l=\. 

Analysis We take point 1 at the free surface of the upstream flow before the gate and point 2 at the free surface of the 
downstream flow after the gate. We also take the bottom surface of the channel as the reference level so that the elevations 
of points 1 and 2 are y i and y 2 , respectively. The application of the Bernoulli equation between points 1 and 2 gives 


Py_ 

Pg 


F¡ P 2 V 2 

-—+yi=—+—+y 2 

2 g pg 2 g 




Vi — V\ =2g(y 1 -y 2 ) 


( 1 ) 


The flow is assumed to be incompressible and thus the density is constant. Then the conservation of mass relation for this 
single stream steady flow device can be expressed as 


V ] =V 2 =V a 1 v 1 =a 2 v 2 =v 

Substituting into Eq. (1), 


V V 


-> V, = — = - 


V V 


Ai wy¡ 


and V 2 =-= 


W 2 


( 2 ) 


í ^ ] 

2 

í ^ 1 

Ut 2 J 




. „ 2 g(y x -y 2 ) „ 

= 2g(j! - y 2 ) -» V =wj ' , 22 -» V =wy 2 


1/ y 2 -i/ji 

Substituting Eq. (3) into Eqs. (2) gives the following relations for velocities 

and V 2 = 


2g(ji -y 2 ) 

1 2,2 

1 -T 2 'y 1 


fí= — 


y 2 l 2 g(yi-y 2 ) 


Ti y i-y 2 /yi 


2g(Ti -y 2 ) 
1-T 2 2 /Ti 2 


(4) 


(3) 


We choose the control volume as the water body surrounded by the vertical cross-sections of the upstream and downstream 
flows, free surfaces of water, the inner surface of the sluice gate, and the bottom surface of the channel. The momentum 
equation for steady one-dimensional flow is ^ F = ^ /3m V - ^ fírii V . The forcé acting on the sluice gate F Rx is 

out in 

horizontal since the wall shear at the surfaces is negligible, and it is equal and opposite to the forcé applied on water by the 
sluice gate. Noting that the pressure forcé acting on a vertical surface is equal to the product of the pressure at the centroid 
of the surface and the surface area, the momentum equation along the x direction gives 

-F Rx +PiAi-P 2 A 2 =mV 2 -mVi -> -F Rx Jpg ^\w yi )-(pg ^\wy 2 ) = m(V 2 -V^ 


Rearranging, the forcé acting on the sluice gate is determined to be 


Frx = ™( v \ ~ y 2 ) + y Pgiy 2 - T 2 ) 


(5) 


where V¡ and V 2 are given in Eq. (4). 


Discussion Note that for y 1 »T2, Eq. (3) simplifies to 
V = y 2 Wyl2gyi or V 2 = if^gy^ which is the Toricelli equation for 

frictionless flow from a tank through a hole a distanccy below the free 
surface. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-43 

Solution Water enters a centrifugal pump axially at a specified rate and velocity, and leaves in the normal direction 
along the pump casing. The forcé acting on the shaft in the axial direction is to be determined. 


Properties We take the density of water to be 1000 kg/m 3 . 

Assumptions 1 The flow is steady and incompressible. 2 The forces 
acting on the piping system in the horizontal direction are negligible. 3 
The atmospheric pressure is disregarded since it acts on all surfaces. 

Analysis We take the pump as the control volume, and the inlet 
direction of flow as the positive direction of x axis. The momentum 
equation for steady one-dimensional flow in the x (flow) direction 
reduces in this case to 

'YjF = 'Y J PmV-'YjPmV -F Rx =-mV¡ -> F Rx =mV¡ 



out 


in 


Note that the reaction forcé acts in the opposite direction to flow, and we should not forget the negative sign for forces and 
velocities in the negative x-direction. Substituting the given valúes, 

F bmk e =(1000kg/m 3 )(0.12m 3 /s)(7 m/s) 

v * “o " / 

Discussion To find the total forcé acting on the shaft, we also need to do a forcé balance for the vertical direction, and 
find the vertical component of the reaction forcé. 


IN 


1 k(J • m/s“ 


840 N 


Angular Momentum Equation 

6-44C 

Solution We are to discuss how the angular momentum equation is obtained from the RTT. 

Analysis The angular momentum equation is obtained by replacing B in the Reynolds transport theorem by the 
total angular momentum H , and b by the angular momentum per unit mass r x V . 

Discussion The RTT is a general equation that holds for any property B. either scalar or (as in this case) vector. 


6-45C 

Solution We are to express the angular momentum equation for a specific (restricted) control volume. 


Analysis 


The angular momentum equation in this case is expressed as 


Ia = —rx m V 


where a is the angular 


acceleration of the control volume, and r is the vector from the axis of rotation to any point on the line of action of F . 


Discussion This is a simplification of the more general angular momentum equation (many terms have dropped out). 


6-46C 

Solution We are to express the angular momentum equation in scalar form about a specified axis. 


Analysis 


^ M = rm V — ^ 7777 V 


The angular momentum equation about a given fixed axis in this case can be expressed in scalar form as 
where r is the moment arm, V is the magnitude of the radial velocity, and m is the mass 


flow rate. 


Discussion This is a simplification of the more general angular momentum equation (many terms have dropped out). 
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Chapter 6 Momentum Analysis of Flow Systems 


6-47 

Solution Water is pumped through a piping section. The moment acting on the elbow for the cases of downward and 
upward discharge is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water is discharged to the atmosphere, and thus the gage 
pressure at the outlet is zero. 3 Effects of water falling down during upward discharge is disregarded. 4 Pipe outlet diameter 
is small compared to the moment arm, and thus we use average valúes of radius and velocity at the outlet. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis We take the entire pipe as the control volume, and desígnate the 

inlet by 1 and the outlet by 2. We also take the x and y coordinates as shown. 

The control volume and the reference frame are fixed. The conservation of mass 
equation for this one-inlet one-outlet steady flow system is m, = m 2 = ni, and 
V¡ =V 2 =V since A c = constant. The mass flow rate and the weight of the 
horizontal section of the pipe are 

m = pA c V - (1000 kg/m 3 )[/r(0.12 m) 2 /4](4 m/s) = 45.24 kg/s 



W-mg = ( 15 kg/m)(2 m)(9.81m/s 


1N 


lkg-m/s^ 


= 294.3 N/m 


(a) Downward discharge: To determine the moment acting on the pipe at point A, we need to take the moment of all 
forces and momentum flows about that point. This is a steady and uniform flow problem, and all forces and momentum 
flows are in the same plañe. Therefore, the angular momentum equation in this case can be expressed as 


M = ^ rmV - y’’ rmV where r is the moment arm, all moments in the counterclockwise direction are positive, and all 


out in 


in the clockwise direction are negative. 

The free body diagram of the pipe section is given in the figure. Noting that the moments of all forces and 
momentum flows passing through point A are zero, the only forcé that will yield a moment about point A is the weight W of 
the horizontal pipe section, and the only momentum flow that will yield a moment is the outlet stream (both are negative 
since both moments are in the clockwise direction). Then the angular momentum equation about point A becomes 


M A — rfV = —r 2 mV 2 


Solving for M ¡ and substituting, 


M A = r x W-r 2 mV 2 = (1 m)(294.3 N) - (2 m)(45.54 kg/s)(4 m/s) 


IN 


1 kg-m/s‘ 


= -70.0 N m 


The negative sign indicates that the assumed direction for M Á is wrong, and should be reversed. Therefore, a moment of 70 
N m acts at the stem of the pipe in the clockwise direction. 


( b ) Upward discharge: The moment due to discharge stream is positive in this case, and the moment acting on the pipe at 
point A is 


M A =r 1 W + r 2 mV 2 =(lm)(294.3N) + (2m)(45.54kg/s)(4m/s) 


IN 


X 


1 kg-m/s“ 


= 659 N m 


Discussion Note direction of discharge can make a big difference in the moments applied on a piping system. This 
problem also shows the importance of accounting for the moments of momentums of flow streams when performing 
evaluating the stresses in pipe materials at critical cross-sections. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-48E 

Solution A two-armed sprinkler is used to generate electric power. For a specified flow rate and rotational speed, the 
power produced is to be determined. 


Assumptions 1 The flow is cyclically steady (i.e., steady from a 
frame of reference rotating with the sprinkler head). 2 The water is 
discharged to the atmosphere, and thus the gage pressure at the nozzle 
outlet is zero. 3 Generator losses and air drag of rotating components 
are neglected. 4 The nozzle diameter is small compared to the moment 
arm, and thus we use average valúes of radius and velocity at the outlet. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Analysis We take the disk that endoses the sprinkler arms as the 

control volume, which is a stationary control volume. The conservation 
of mass equation for this steady flow system is m , = m 2 = m . Noting 
that the two nozzles are identical, we have m nozzle = ?h / 2 or 

V nozzle = Vtotal / 2 since the density of water is constant. The average 
jet outlet velocity relative to the nozzle is 


v . = - 

v jet 


v, 


nozzle 


jet 


4 gal/s 


[zr(0.5/12 ft) 2 / 4] 


lft 


3 A 


7.480 gal 


= 392.2 ft/s 


The angular and tangential velocities of the nozzles are 


co = 2 m = 2^(250 rev/min)|^ j = 26.18 rad/s 

Nozzle = r( ° = (2 ft)(26.18 rad/s) = 52.36 ft/s 

The velocity of water jet relative to the control volume (or relative to a 
fíxed location on earth) is 

v r = v )cí - V nozzle = 392.2 -52.36 = 339.8 ft/s 

The angular momentum equation can be expressed as 
^ M = ^ nii V - ^ /-/i? V where all moments in the 



777 


nozzle 



counterclockwise direction are positive, and all in the clockwise 
direction are negative. Then the angular momentum equation about the 
axis of rotation becomes 


^shaft 2/ 777 nozz | e V r 


or 




iK 


Substituting, the torque transmitted through the shaft is determined to be 

^shaft =^totai^ =(2ft)(66.741bm/s)(339.8fl/s)í llbf 2 

v32.2 lbm- ft/s 

since 777 jot al = total = (62.4 lbm/ft 3 )(8/ 7.480 ft 3 /s) = 66.74 lbm/s . Then the power generated becomes 


= 1409 lbf • ft 


W = 2^M shaft = fi7M shaft = (26.18 rad/s)(1409 lbf • ft)í ^ 

V737.56 lbf • ft/s 

Therefore, this sprinkler-type turbine has the potential to produce 50 kW of power. 


50.0 kW 


Discussion This is, of course, the máximum possible power. The actual power generated would be much smaller than 
this due to all the irreversible losses that we have ignored in this analysis. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-49E 

Solution A two-armed sprinkler is used to generate electric power. For a specified flow rate and rotational speed, the 
moment acting on the rotating head when the head is stnck is to be determined. 




Assumptions 1 The flow is uniform and steady. 2 The water is discharged to the atmosphere, and thus the gage pressure 
at the nozzle outlet is zero. 3 The nozzle diameter is small compared to the moment arm, and thus we use average valúes of 
radius and velocity at the outlet. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

Analysis We take the disk that endoses the sprinkler arms as the control volume, which is a stationary control 

volume. The conservation of mass equation for this steady flow system is rh x = m 2 = m . Noting that the two nozzles are 

identical, we have m nozz | c = m/ 2 or \Z nozzle = \Z total /2 since the density of water is constant. The average jet outlet velocity 
relative to the nozzle is 


v&=- 


V , 


nozzle 


4 gal/s 


A jet [^-(0.5/12 ft) 2 / 4] 


f lft 3 A 
7.480 gal 


= 392.2 ft/s 


The angular momentum equation can be expressed as ^ M = nn V - ^ rm V where all moments in the 


out in 

counterclockwise direction are positive, and all in the clockwise direction are negative. Then the angular momentum 
equation about the axis of rotation becomes 

— -^shaft — — 2/ dt n0 zzle ^jet ^ sha II — total ^jet 


Substituting, the torque transmitted through the shaft is determined to be 


M shañ = rrh toUÚ V Je¡ = (2 ft)(66.74 lbm/s)(392.2 ft/s) 


1 lbf 3 
32.2 lbm-ft/s 2 J 


= 1626 lbf ft = 1630 lbf ft 


since m total =/7V total =(62.4 lbm/ft 3 )(8 / 7.480 ft Vs) = 66.74 lbm/s . 

Discussion When the sprinkler is stuck and thus the angular velocity is zero, the torque developed is máximum since 
F n0Z zie = 0 an d thus V T = Fj et = 392.2 ft/s, giving M shaft max = 1630 lbf ft . But the power generated is zero in this case 

since the shaft does not rotate. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-50 

Solution A three-armed sprinkler is used to water a garden. For a specified flow rate and resistance torque, the 
angular velocity of the sprinkler head is to be determined. 

Assumptions 1 The flow is uniform and cyclically steady (i.e., steady from a frame of reference rotating with the 
sprinkler head). 2 The water is discharged to the atmosphere, and thus the gage pressure at the nozzle outlet is zero. 3 Air 
drag of rotating components are neglected. 4 The nozzle diameter is small compared to the moment arm, and thus we use 
average valúes of radius and velocity at the outlet. 

We take the density of water to be 1000 kg/m 3; 


Properties 


1 kg/L. 


Analysis We take the disk that endoses the sprinkler arms as the 
control volume, which is a stationary control volume. The conservation 
of mass equation for this steady flow system is m , = m 2 = m . Noting 
that the three nozzles are identical, we have m nozzle =m/3 or 

l/ n0Z z,c = Vtotal / 3 since the density of water is constant. The average jet 
outlet velocity relative to the nozzle and the mass flow rate are 

^nozzle 40 L/S 


Vj*=- 


r lm 3 > 


v 1000L y 


A jet 3[;r(0.012 m) / 4] 

"'total = PV total = (1 kg/L)(40 L/s) = 40 kg/s 
The angular momentum equation can be expressed as 


= 117.9m/s 


^ M = ^ rm V — ^ rrh V 


where all moments in the counterclockwise direction are positive, and 
all in the clockwise direction are negative. Then the angular 
momentum equation about the axis of rotation becomes 


- T 0 = - 3r "'nozzle K ,- 


or 


T 0 total V r 


Solving for the relative velocity V r and substituting, 


V,. =■ 


50 N • m 


1 total 


(0.40 m)(40 kg/s) 


^lkg-m/s 2 ^ 
IN 


= 3.1m/s 


Then the tangential and angular velocity of the nozzles become 
Nozzle =Fjet-F r =117.9-3.1 = 114.8m/s 




V... 


co = ■ 


114.8 m/s 


co 


0.4 m 
287 rad/s/ 60 s 


287 rad/s 


= 2741 rpm = 2740 rpm 


2 n 2 k \ \ mm , 

Therefore, this sprinkler will rotate at 2740 revolutions per minute (to three significant digits). 

Discussioit The actual rotation rate will be somewhat lower than this due to air friction as the arms rotate. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-51 

Solution A Pelton wheel is considered for power generation in a hydroelectric power plant. A relation is to be 
obtained for power generation, and its numerical valué is to be obtained. 



Assumptions 1 The flow is uniform and cyclically steady. 2 The water is discharged to the atmosphere, and thus the gage 
pressure at the nozzle outlet is zero. 3 Friction and losses due to air drag of rotating components are neglected. 4 The nozzle 
diameter is small compared to the moment arm, and thus we use average valúes of radius and velocity at the outlet. 

Properties We take the density of water to be 1000 kg/m 3 = 1 kg/L. 

Analysis The tangential velocity of buckets corresponding to an angular velocity of co = 2 mi is F bucket = reo . Then 
the relative velocity of the jet (relative to the bucket) becomes 

V r =Vj-V- bucket = Vj - reo 


We take the imaginary disk that contains the Pelton wheel as the control volume. The inlet velocity of the fluid into this 
control volume is V r , and the component of outlet velocity normal to the moment arm is V r cos/3. The angular momentum 
equation can be expressed as ^ M = ^ nh V - ^ rm V where all moments in the counterclockwise direction are 


positive, and all in the clockwise direction are negative. Then the angular momentum equation about the axis of rotation 
becomes 


—M s h a ft = ™ K COS P ~ ™ Vr or ^shaft = ™ K (1 “ C0S P) = j ~ reo)( 1 - COS fi) 

Noting that JÉ shaft = 2mM simft = eoM shañ and m = pV , the shaft power output of a Pelton turbine becomes 
^shaft = pVroXVj - reo){ 1 - cos /?) 

which is the desired relation. For given valúes, the shaft power output is determined to be 

a a ( 1 MW 

W shañ = (1000 kg/m 3 )(10 m 3 /s)(2 m)(15.71 rad/s)(50 -2x15.71 m/s)(l-cosl60°) —- = 11.3 MW 

VIO 6 N• m/s J 


where eo = 2 m = 2^(150 rev/min) ^^ n j = 15.71 rad/s 

Discussion The actual power will be somewhat lower than this due to air drag and friction. Note that this is the shaft 
power; the electrical power generated by the generator connected to the shaft is be lower due to generator inefficiencies. 
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Chapter 6 Momentum Analysis of Flow Systems 



Solution The previous problem is reconsidered. The effect of J3 on the power generation as ¡3 varíes from 0 o to 180° 
is to be determined, and the fraction of power loss at 160° is to be assessed. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

rho=1000 "kg/m3" 
r=2 "m" 

V_dot=10 "m3/s" 

VJet=50 "m/s” 
n_dot=150 "rpm" 
omega=2*pi*n_dot/60 
V_r=VJet-r*omega 
m_dot=rho*V_dot 

W_dot_shaft=m_dot*omega*r*V_r*(1-cos(Beta))/1 E6 "MW" 

W_dot_max=m_dot*omega*r*V_r*2/1 E6 "MW" 

Efficiency=W_dot_shaft/W_dot_max 


Angle, 

(? 

Max power, 

W MW 

rr max ’ ivA vv 

Actual power, 

^shaft*MW 

Efficiency, 

7 

0 

11.7 

0.00 

0.000 

10 

11.7 

0.09 

0.008 

20 

11.7 

0.35 

0.030 

30 

11.7 

0.78 

0.067 

40 

11.7 

1.37 

0.117 

50 

11.7 

2.09 

0.179 

60 

11.7 

2.92 

0.250 

70 

11.7 

3.84 

0.329 

80 

11.7 

4.82 

0.413 

90 

11.7 

5.84 

0.500 

100 

11.7 

6.85 

0.587 

110 

11.7 

7.84 

0.671 

120 

11.7 

8.76 

0.750 

130 

11.7 

9.59 

0.821 

140 

11.7 

10.31 

0.883 

150 

11.7 

10.89 

0.933 

160 

11.7 

11.32 

0.970 

170 

11.7 

11.59 

0.992 

180 

11.7 

11.68 

1.000 


Discussion 



The efficiency of a Pelton wheel for 160° is 0.97. Therefore, at this angle, only 3% of the power is lost. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-53 

Solution A centrifugal blower is used to deliver atmospheric air. For a given angular speed and power input, the 
volume flow rate of air is to be determined. 



Assumptions 1 The flow is steady in the mean. 2 Irreversible losses are negligible. 3 The tangential components of air 
velocity at the inlet and the outlet are said to be equal to the impeller velocity at respective locations. 


Properties 

P = 


The gas constant of air is 0.287 kPam 3 /kgK. The density of air at 20°C and 95 kPa is 

P 95 kPa , 

■ = 1.130 kg/m 


RT (0.287 kPa-m 3 /kg-K)(293 K) 


Analysis In the idealized case of the tangential fluid velocity being equal to the blade angular velocity both at the 
inlet and the outlet, we have V lt = co¡\ and V 2t = cor 2 , and the torque is expressed as 


r shaft = m( r 2 V 2 ,t - r \V u ) = moj(r 2 -r{) = p\Zco{r 2 - r x ) 


1 min 
60 s 


= 83.78 rad/s 


where the angular velocity is 

co = 2m = 2^(800 rev/min) 

Then the shaft power becomes 

^shaft = ®T shaft = pVü) 1 (r 2 - rf ) 

Solving for V and substituting, the volume flow rate of air is determined to 


V = 




shaft 


120 N • m/s 


por(r 2 -r{) (1.130 kg/m 3 )(83.78 rad/s) 2 [(0.30m) 2 -(0.15m) 2 ] 

The normal velocity components at the inlet and the outlet are 


f \ kg-m/s 2 ^ 
IN 


0.224 m 3 /s 


v u = 


\/ 


0.224 m J /s 


V 2, n =' 


2^7-jftj 

V 

2m~ 2 b 2 


2zr(0.15 m)(0.061 m) 


3.90 m/s 


0.224 m7s 


2^(0.30 m)(0.034 m) 


3.50 m/s 


Discussion Note that the irreversible losses are not considered in this analysis. In reality, the flow rate and the normal 
components of velocities will be smaller. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-54 

Solution A centrifugal blower is used to deliver atmospheric air at a specified rate and angular speed. The mínimum 
power consumption of the blower is to be determined. 




Assumptions 

Properties 

Analysis 
outlet are 


1 The flow is steady in the mean. 2 Irreversible losses are negligible. 

The density of air is given to be 1.25 kg/m 3 . 

We take the impeller región as the control volume. The normal velocity components at the inlet and the 


Vu 

V 2 ,, 


V 

2m\b x 

V 

2m’ 2 b 2 


0.70 m 3 /s 

2^(0.20 m)(0.082 m) " 
0.70 m 3 /s 

" 2;r(0.45 m)(0.056 m) 


6.793 m/s 

= 4.421m/s 


The tangential components of absolute velocity are: 
ai = 0 o : V l t = V¡ „ tan a¡ = 0 

a 2 =60°: V l t = F 2 „ tan a x = (4.421 m/s) tan 50° = 5.269 m/s 


The angular velocity of the propeller is 

co = 2 m = 2^(700 rev/min)^ ^ 311 j = 73.30 rad/s 

m = pV = (1.25 kg/m 3 )(0.7 m 3 /s) = 0.875 kg/s 

Normal velocity components V l n and JA,, as well pressure acting on the inner and outer circumferential areas pass through 
the shaft center, and thus they do not contribute to torque. Only the tangential velocity components contribute to torque, and 
the application of the angular momentum equation gives 


Tshaft = ñ(.r 2 V 2 ,, - >W U ) = (0.875 kg/s)[(0.45 m)(5.269 m/s) -0] 


1N 




lkg-m/s* 


= 2.075 N-m 


Then the shaft power becomes 

/ 1W ) 

W = <yT shaft = (73.30 rad/s)(2.075 N • m) - = 152 W 

V1N • m/s J 

Discussioit The actual required shaft power is greater than this, due to the friction and other irreversibilities that we 
have neglected in our analysis. Nevertheless, this is a good first approximation. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-55 


Solution The previous problem is reconsidered. The effect of discharge angle a 2 on the mínimum power input 
requirements as «2 varíes from 0 o to 85° in increments of 5 o is to be investigated. 


Analysis 


The EES Equations window is printed below, followed by the tabulated and plotted results. 


rho=1.25 "kg/m3" 
r1=0.20 "m" 
b1=0.082 "m" 
r2=0.45 "m" 
b2=0.056 "m" 

V_dot=0.70 "m3/s" 

VI n=V_dot/(2*pi*r1*b1) "m/s" 
V2n=V_dot/(2*pi*r2*b2) "m/s" 
Alpha1=0 

VI t=V1 n*tan(Alpha1) "m/s" 
V2t=V2n*tan(Alpha2) "m/s" 
n_dot=700 "rpm" 
omega=2*pi*n_dot/60 "rad/s" 
m_dot=rho*V_dot "kg/s" 
T_shaft=m_dot*(r2*V2t-r1 *V11) "Nm" 
W_dot_shaft=omega*T_shaft "W" 



10 20 30 


40 

0t2 


50 60 70 80 90 


Angle, 

«2° 

V 2 ,t, 

m/s 

Torque, 

Tshaft, N 111 

Shaft power, 

^shaft^W 

0 

0.00 

0.00 

0 

5 

0.39 

0.15 

11 

10 

0.78 

0.31 

23 

15 

1.18 

0.47 

34 

20 

1.61 

0.63 

46 

25 

2.06 

0.81 

60 

30 

2.55 

1.01 

74 

35 

3.10 

1.22 

89 

40 

3.71 

1.46 

107 

45 

4.42 

1.74 

128 

50 

5.27 

2.07 

152 

55 

6.31 

2.49 

182 

60 

7.66 

3.02 

221 

65 

9.48 

3.73 

274 

70 

12.15 

4.78 

351 

75 

16.50 

6.50 

476 

80 

25.07 

9.87 

724 

85 

50.53 

19.90 

1459 


Discussion When a 2 = 0, the shaft power is also zero as expected, since there is no turning at all. As a 2 approaches 90°, 
the required shaft power rises rapidly towards infinity. We can never reach a 2 = 90° because this would mean zero flow 
normal to the outlet, which is impossible. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-56E 

Solution Water enters the impeller of a centrifugal pump radially at a specified flow rate and angular speed. The 
torque applied to the impeller is to be determined. 



Assumptions 1 The flow is steady in the mean. 2 Irreversible losses are negligible. 

Properties We take the density of water to be 62.4 lbm/ft 3 . 

component of fluid velocity at the 
is given to be r 2 = 1 ft. The angular 

velocity of the propeller is 


Analysis Water enters the impeller normally, and thus V u = 0 . The tangential 
outlet is given to be V 2t =180 ft/s . The inlet radius /- is unknown, but the outlet radius 


a = 2 mi = 2^(500 rev/min) 


1 min \ 

60 s J 


= 52.36 rad/s 


The mass flow rate is 


m = pV = (62.4 lbm/ft 3 )(80/60 ft 3 /s) = 83.2 lbm/s 


Only the tangential velocity components contribute to torque, and the application of the angular momentum equation gives 

Tshaft = '«(r 2 F 2/ - r,V Kt ) = (83.2 lbm/s)[(l ft)(180 ft/s) - 0]í J lb * r | = 465 Ibf • ft 

V 32.2 lbm- ft/s ) 

Discussion This shaft power input corresponding to this torque is 

W = 2™r shaft = ®r shaft = (52.36 rad/s)(465 lbf • ft)^_= 33.0 kW 


Therefore, the mínimum power input to this pump should be 33 kW. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-57 

Solution A centriñigal pump is used to supply water at a specified rate and angular speed. The mínimum power 
consumption of the pump is to be determined. 




Assumptions 1 The flow is steady in the mean. 2 Irreversible losses are negligible. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis We take the impeller región as the control volume. The normal velocity components at the inlet and the 
outlet are 


V U = 


V 


0.15m 3 /s 


2m\b x 2;r(0.13m)(0.080m) 


■ = 2.296 m/s 


Vl,n = 


\/ 


0.15m /s 


2m 2 b 2 27r(0.30m)(0.035m) 


■ = 2.274 m/s 


The tangential components of absolute velocity are: 
ai = 0 o : V l t = V ln tan a¡ = 0 

a 2 =60°: V 2t = V 2¡n tan a¡ = (2.274m/s)tan60° = 3.938m/s 


The angular velocity of the propeller is 

co = 2 mi = 2^(1200 rev/min) ^^ n j = 125.7 rad/s 

m = pV = (1000 kg/m 3 )(0.15 m 3 /s) = 150 kg/s 

Normal velocity components V¡ „ and V 2 ,„ as well pressure acting on the inner and outer circumferential areas pass through 
the shaft center, and thus they do not contribute to torque. Only the tangential velocity components contribute to torque, and 
the application of the angular momentum equation gives 


T shaft =w(r 2 V 2 j-r l V u ) 


f 

(150 kg/s)[(0.30 m)(3.938 m/s) - 0] 

v 


lkN 

1000kg-m/s 




2 

y 


177.2 kN-m 


Then the shaft power becomes 

/ lkW ) 

W = <yT shaft = (125.7 rad/s)(177.2 kN • m) - = 22.3 kW 

VlkN-m/s7 


Discussion Note that the irreversible losses are not considered in analysis. In reality, the required power input will be 
larger. 
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Chapter 6 Momentum Analysis of Flow Systems 


Review Problems 


6-58 

Solution Water is flowing into and discharging from a pipe U-section with a secondary discharge section normal to 
retum flow. Net x- and z- forces at the two flanges that connect the pipes are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The weight of the U-tum and the water in it is negligible. 4 The 
momentum-flux correction factor for each inlet and outlet is given to be [:í= 1.03. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The flow velocities of the 3 streams are 

/«j 30kg/s 


V,= 


Vi = 


v 3 = 


pA x p(nD{/4) (1000 kg/m 3 )[;r(0.05 m) 2 / 4] 

m 2 m 2 22 kg/s 


- = 15.3 m/s 


pA 2 pinDi /4) (1000kg/m 3 )[^(0.10m)‘ /4] 

m 3 w 3 8 kg/s 


■ = 2.80 m/s 


pA 3 p(kD 2 I4) (1000 kg/m 3 )[;r(0.03 m) ¿ /4] 


- = 11.3 m/s 



We take the entire U-section as the control volume. We desígnate the horizontal coordínate by x with the direction of 
incoming flow as being the positive direction and the vertical coordínate by z. The momentum equation for steady one- 

dimensional flow is Z*-Z ///;/ V - [3m V . We Ict the x- and z- components of the anchoring forcé of the cone be F Rx 

out in 

and F R: , and assume them to be in the positive directions. Then the momentum equations along the x and z axes become 
f Rx + p \ a \ +P 2 A 2 = Pm 2 (-V 2 ) - Pm \V X F Rx = -P, A 1 -P 2 A 2 -P (m 2 V 2 +m 1 V 1 ) 

F Rz +0 = ™3 F 3 F Rz = P™ 3 F 3 

Substituting the given valúes, 


F a - 4(200 -100) kN/m ■ 2 ] -[(150-100) kN/m = j_^010m) = 


-1.03 


(22 kg/s)(2.80 m/s) 


lkN 


1000 kg- m/s 2 


4 

+ (30kg/s)(15.3m/s) 


lkN 


v 


1000kg-m/s‘ 


= -0.733 kN = -733 N 


= 1.03(8 kg/s)(l 1.3 m/s) 


IN 




lkg-m/s‘ 


= 93.1 N 


V & " ° y 

The negative valué for F Rx indicates the assumed direction is wrong, and should be reversed. Therefore, a forcé of 733 N 
acts on the flanges in the opposite direction. A vertical forcé of 93.1 N acts on the flange in the vertical direction. 

Discussion To assess the significance of gravity forces, we estímate the weight of the weight of water in the U-turn and 
compare it to the vertical forcé. Assuming the length of the U-turn to be 0.5 m and the average diameter to be 7.5 cm, the 
mass of the water becomes 

m = pV = pAL = p - L = (1000 kg/m 3 )-(0.5 m) = 2.2 kg 


whose weight is 2.2x9.81 = 22 N, which is much less than 93.1, but still significant. Therefore, disregarding the 
gravitational effects is a reasonable assumption if great accuracy is not required. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-59 

Solution A fireman was hit by a nozzle held by a tripod with a rated holding forcé. The accident is to be investigated 
by calculating the water velocity, the flow rate, and the nozzle velocity. 

Assumptions 1 The flow is steady and incompressible. 2 The water jet is exposed to the atmosphere, and thus the pressure 
of the water jet is the atmospheric pressure, which is disregarded since it acts on all surfaces. 3 Gravitational effects and 
vertical forces are disregarded since the horizontal resistance forcé is to be determined. 4 Jet flow is nearly uniform and 
thus the momentum-flux correction factor can be taken to be unity, (1= 1. 

Properties We take the density of water to be 1000 kg/m 3 . 


Analysis We take the nozzle and the horizontal portion of the hose as the system such that water enters the control 
volume vertically and outlets horizontally (this way the pressure forcé and the momentum flux at the inlet are in the vertical 
direction, with no contribution to the forcé balance in the horizontal direction, and desígnate the entrance by 1 and the 
outlet by 2. We also desígnate the horizontal coordínate by x (with the direction of flow as being the positive direction). 


Pin V - ^ finí V . We let the horizontal 


The momentum equation for steady one-dimensional flow is ^ 


OUt 


in 


forcé applied by the tripod to the nozzle to hold it be F Rx , and assume it to be in the positive x direction. Then the 
momentum equation along the x direction becomes 


Frx = wX -0 = mV = pAVV = p——V 2 (1800 N) 


^lkg-m/s 2 ^ 
IN 


= (1000 kg/m 3 ) 


^■(0.05 m y 


■V 


Solving for the water outlet velocity gives V = 30.3 m/s. Then the water 


V = AV = — V = ^°'° 5 m) (30.3 m/s) = 0.0595 m 3 /s 
4 4 

When the nozzle was released, its acceleration must have been 

.2 A 


^nozzle 


1800 N 


^ nozzle 10 kg 


lkg-m/s 

FÑT 


= 180 m/s- 


flow rate becomes Nozzle 

Frx 



Assuming the reaction forcé acting on the nozzle and thus its acceleration to remain constant, the time it takes for the 
nozzle to travel 60 cm and the nozzle velocity at that moment were (note that both the distance x and the velocity V are zero 
at time t = 0) 


x = \at 


2 



1 2(0.6 m) 
V 180 m/s 2 


0.0816í 


V = at = (180 m/s 2 )(0.0816 s) = 14.7 m/s 
Thus we conclude that the nozzle hit the fireman with a velocity of 14.7 m/s. 

Discussion Engineering analyses such as this one are frequently used in accident reconstmction cases, and they often 
form the basis for judgment in courts. 


6-40 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 























Chapter 6 Momentum Analysis of Flow Systems 


6-60 

Solution During landing of an airplane, the thrust reverser is lowered in the path of the exhaust jet, which deflects the 
exhaust and provides braking. The thrust of the engine and the braking forcé produced after the thrust reverser is deployed 
are to be determined. 


Assumptions 1 The flow of exhaust gases is steady and one-dimensional. 2 The exhaust gas stream is exposed to the 
atmosphere, and thus its pressure is the atmospheric pressure. 3 The velocity of exhaust gases remains constant during 
reversing. 4 Jet flow is nearly uniform and thus the momentum-flux correction factor can be taken to be unity, /?= 1. 


Analysis (o) The thrust exerted on an airplane is simply the momentum flux of the combustión gases in the reverse 
direction, 


Thrust 


f 

m ex V ex =(\%'k£js)(250mls) 

v 


IN 

1 kg-m/s 




2 

y 


= 4500 N 


( b ) We take the thrust reverser as the control volume such that it cuts through both exhaust streams normally and the 
connecting bars to the airplane, and the direction of airplane as the positive direction of.r axis. The momentum equation for 
steady one-dimensional flow in the x direction reduces to 

= ^fmV -^PmV -> F^ = m(V)cos20° - m(-V) F Rx = (1 + cos20°)mL ( 

out in 


Substituting, the reaction forcé is determined to be 

F Rx = (1 + eos 20°)(18 kg/s)(250 m/s) = 8729 N 


The breaking forcé acting on the plañe is equal and opposite to this forcé, 


' breaking 


= 8729 N = 8730 N 


Therefore, a braking forcé of 8730 N develops in the opposite direction to flight. 




Discussion This problem can be solved more generally by measuring the reversing angle from the direction of exhaust 
gases (a = 0 when there is no reversing). When a < 90°, the reversed gases are discharged in the negative x direction, and 
the momentum equation reduces to 

Frx ~ m(-V)cosa -m(-V) —» F^ =(l-eos a)mV t 


This equation is also valid for a >90° since cos(180°-a) = - cosa. Using a = 160°, for example, gives 
Frjc - (1 - eos 160 )m V¡ = (1 + eos 20 )m V¡ , which is identical to the solution above. 
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Chapter 6 Momentum Analysis of Flow Systems 



Solution The previous problem is reconsidered. The effect of thrust reverser angle on the braking forcé exerted on 
the airplane as die reverser angle varies from 0 (no reversing) to 180° (full reversing) in increments of 10° is to be 
investigated. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


VJet=250 "m/s" 
m_dot=18 "kg/s" 

F_Rx=(1-cos(alpha))*m_dot*VJet "N" 


Reversing 

angle, 

cf 


0 

10 

20 

30 

40 

50 

60 

70 

80 

90 

100 

110 

120 

130 

140 

150 

160 

170 

180 


Braking forcé 

Ebrakeí N 


0 

68 

271 

603 

1053 

1607 

2250 

2961 

3719 

4500 

5281 

6039 

6750 

7393 

7947 

8397 

8729 

8932 

9000 



20 40 60 80 100 120 140 160 180 

a, ° 


Discussion As expected, the braking forcé is zero when the angle is zero (no deflection), and máximum when the angle 
is 180° (completely reversed). Of course, it is impossible to completely reverse the flow, since the jet exhaust cannot be 
directed back into the engine. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-62E 

Solution The rocket of a spacecraft is fired in the opposite direction to motion. The deceleration, the velocity change, 
and the thrust are to be determined. 


Assumptions 1 The flow of combustión gases is steady and one-dimensional during the firing period, but the flight of the 
spacecraft is unsteady. 2 There are no external forces acting on the spacecraft, and the effect of pressure forcé at the nozzle 
outlet is negligible. 3 The mass of discharged fuel is negligible relative to the mass of the spacecraft, and thus the spacecraft 
may be treated as a solid body with a constant mass. 4 The nozzle is well-designed such that the effect of the momentum- 
flux correction factor is negligible, and thus f¡= I. 


Analysis (a) We choose a reference frame in which the control 
volume moves with the spacecraft. Then the velocities of fluid steams 
become simply their relative velocities (relative to the moving body). 
We take the direction of motion of the spacecraft as the positive 
direction along the x axis. There are no external forces acting on the 
spacecraft, and its mass is nearly constant. Therefore, the spacecraft can 
be treated as a solid body with constant mass, and the momentum 
equation in this case is 


0 = 


d{mV) cv 

dt 


+ ^ /]m V — fin V 


dV< 


—> m 


space 


space 


dt 


= -m f V 


r f 


Noting that the motion is on a straight line and the discharged gases 
move in the positive x direction (to slow down the spacecraft), we write 
the momentum equation using magnitudes as 



dV, 


space 


*space 


dt 


= —m fVj- 


dV, 


-> 


space 


m, 


dt 


-V f 


m 


space 


Substituting, the deceleration of the spacecraft during the first 5 seconds is detennined to be 


“ space 


dV Q 


space 


dt 


m 


-Vf = 


space 


150 lbm/s 
18,000 lbm 


(5000 ft/s) =-41.7 ft/s 2 


(b) Knowing the deceleration, which is constant, the velocity change of the spacecraft during the first 5 seconds is 
determined from the definition of acceleration a spacc = d F spacc / dt to be 

¿^space = «space* AE space = fl space At = (-41.7 ft/s 2 )(5 s) = -209 ft/S 


(c) The thrust exerted on the system is simply the momentum flux of the combustión gases in the reverse direction, 

1 lbf 


Thrust = F r =-rhjV f = —(150 lbm/s)(5000 ft/s) 


32.2 lbm • ft/s 2 


= -23,290 lbf = -23,300 lbf 


Therefore, if this spacecraft were attached somewhere, it would exert a forcé of 23,300 lbf (equivalent to the weight of 
23,300 lbm of mass on earth) to its support in the negative x direction. 


Discussion In Part (b) we approximate the deceleration as constant. However, since mass is lost from the spacecraft 
during the time in which the jet is on, a more accurate solution would involve solving a differential equation. Here, the time 
span is short, and the lost mass is likely negligible compared to the total mass of the spacecraft, so the more complicated 
analysis is not necessary. 
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Chapter 6 Momentum Analysis of Flow Systems 


6-63 

Solution A horizontal water jet strikes a vertical stationary fíat píate normally at a specifíed velocity. For a given 
flow velocity, the anchoring forcé needed to hold the píate in place is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water splatters off the sides of the píate in a plañe normal to 
the jet. 3 The water jet is exposed to the atmosphere, and thus the pressure of the water jet and the splattered water is the 
atmospheric pressure which is disregarded since it acts on the entire control surface. 4 The vertical forces and momentum 
fluxes are not considered since they have no effect on the horizontal reaction forcé. 5 Jet flow is nearly uniform and thus the 
momentum-flux correction factor can be taken to be unity, f:¡~ \. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis We take the píate as the control volume such that it contains the entire píate and cuts through the water jet 
and the support bar normally, and the direction of flow as the positive direction of jc axis. We take the reaction forcé to be in 
the negative x direction. The momentum equation for steady one-dimensional flow in the x (flow) direction reduces in this 
case to 


'£ t F = Y í /M , V-'£flhV -> -F Rx = -m¡V¡ -> F Rx =mV 

out in 

We note that the reaction forcé acts in the opposite direction to flow, and we should not forget the negative sign for forces 
and velocities in the negative x-direction. The mass flow rate of water is 

m = pV = pAV = p V = (1000 kg/m 3 )^ 1 - 
4 

Substituting, the reaction forcé is determined to be 

F Kx = (58.90 kg/s)(30 m/s) = 1767 N = 1770 N 

Therefore, a forcé of 1770 N must be applied to the píate in the opposite direction U 

to the flow to hold it in place. 

Discussion In reality, some water may be scattered back, and this would add to the reaction forcé of water. 


).05 m© 


(30 m/s) = 58.90 kg/s 
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6-64 

Solution A water jet hits a stationary cone, such that the flow is diverted equally in all directions at 45°. The forcé 
required to hold the cone in place against the water stream is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water jet is exposed to the atmosphere, and thus the pressure 
of the water jet before and after the split is the atmospheric pressure which is disregarded since it acts on all surfaces. 3 The 
gravitational effects are disregarded. 4 Jet flow is nearly uniform and thus the momentum-flux correction factor can be 
taken to be unity, /? = 1. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis The mass flow rate of water jet is 

m = pV = pAV = p — V = (1000kg/m 3 ) (30m/ s ) = 58.90kg/s 

4 4 


We take the diverting section of water jet, including the cone as the control volume, and designate the entrance by 1 and the 
outlet after divergence by 2. We also designate the horizontal coordínate by x with the direction of flow as being the 
positive direction and the vertical coordínate by y. 

The momentum equation for steady one-dimensional flow is y 3m V - ^ ftm V . We Ict the x- and y- components 

out in 

of the anchoring forcé of the cone be Frx and F Rv . and assume them to be in the positive directions. Noting that V 2 = V¡ = V 
and m 2 = »q = m , the momentum equations along the x and y axes become 


F Kx = m V 2 eos 9 - m V 1 = m V (eos 9-1) 
F Ry =0 (because of symmetry about x axis) 


Substituting the given valúes, 

F Rx = (58.90 kg/s)(30m/s)(cos45°-l) 

= -518 N 


IN 


1 kg-m/s" 



F Sy = 0 

The negative valué for F Rx indicates that the assumed direction is wrong, and should be reversed. Therefore, a forcé of 518 
N must be applied to the cone in the opposite direction to flow to hold it in place. No holding forcé is necessary in the 
vertical direction due to symmetry and neglecting gravitational effects. 


Discussion In reality, the gravitational effects will cause the upper part of flow to slow down and the lower part to 
speed up after the split. But for short distances, these effects are negligible. 
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Solution An ice skater is holding a flexible hose (essentially weightless) which directs a stream of water horizontally 
at a specified velocity. The velocity and the distance traveled in 5 seconds, and the time it takes to move 5 m and the 
velocity at that moment are to be determined. 

Assumptions 1 Friction between the skates and ice is negligible. 2 The flow of water is steady and one-dimensional (but 
the motion of skater is unsteady). 3 The ice skating arena is level, and the water jet is discharged horizontally. 4 The mass 
of the hose and the water in it is negligible. 5 The skater is standing still initially at t = 0. 6 Jet flow is nearly uniform and 
thus the momentum-flux correction factor can be taken to be unity, P = 1. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis ( a ) The mass flow rate of water through the hose is 

m = pAV = p V = (1000 kg/m 3 ) m) (10 m/s) = 3.14 kg/s 
4 4 


The thmst exerted on the skater by the water stream is simply the momentum flux of the water stream, and it acts in the 
reverse direction, 


F = Thrust = mV = (3.14 kg/s)(10 m/s) 


IN 


lkg-m/s* 


= 31.4 N (constant) 


The acceleration of the skater is determined from Newton’s 2 rul law of motion F = ma where m is the mass of the skater, 


F 


a = — 
m 


31.4 Ni lkg-m/s 2 

60 kg [ TÑ , 


= 0.523 m/s 2 


Note that thmst and thus the acceleration of the skater is constant. The velocity of the skater and the distance traveled in 5 s 
are 


Fskater = at = (0.523 m/s 2 )(5 s) = 2.62 m/s 
x = jat 2 = 4(0.523 m/s 2 )(5 s) 2 = 6.54 m 

(b) The time it will take to move 5 m and the velocity at that moment are 

12x 


1 *2 
X =jüt 


—^ t — 


2(5 m) 
0.523 m/s 2 


4.4 s 


F skater = at = (0.523 m/s" )(4.4 s) = 2.3 m/s 


F 



Discussion In reality, the velocity of the skater will be lower because of friction on ice and the resistance of the hose to 
follow the skater. Also, in the pin V expressions, V is the fluid stream speed relative to a fixed point. Therefore, the correct 

expression for thmst is F = rn(V¡ et - V skater ), and the analysis above is valid only when the skater speed is low relative to 

the jet speed. An exact analysis would result in a differential equation. 
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Solution Indiana Jones is to ascend a building by building a platform, and mounting four water nozzles pointing 
down at each comer. The minimum water jet velocity needed to raise the system, the time it will take to rise to the top of 
the building and the velocity of the system at that moment, the additional rise when the water is shut off, and the time he 
has to jump from the platform to the roof are to be determined. 

Assumptions 1 The air resistance is negligible. 2 The flow of water is steady and one-dimensional (but the motion of 
platform is unsteady). 3 The platform is still initially at t = 0. 4 Jet flow is nearly uniform and thus the momentum-flux 
correction factor can be taken to be unity, f¡= I. 

Properties We take the density of water to be 1000 kg/m 3 . 


Analysis ( a ) The total mass flow rate of water through the 4 hoses and the total weight of the platform are 

m = pAV = 4p — V = 4(1000kg/m 3 ) 7r( °'° 5 m) (15 m/s) = 118kg/s 


W = /wg = (150kg)(9.81m/s 2 ) 


1N 


= 1472 N 


lkg-m/s 2 

We take the platform as the system. The momentum equation for steady one-dimensional flow is 
P¡hV - ^ Pm V . The minimum water jet velocity needed to raise the platform is determined by setting the net 


forcé acting on the platform equal to zero, 
-W ~ m(-V mm ) - 0 - 

Solving for V min and substituting, 


~r \2 

— W — m(—V . 1-0 ^ W = mV • = pAV • V ■ =4 o - V 2 

" ' min ) ' ” '"'mil P'min'mm l . rnir 


V = 

min 


1 w ¡ 

1472 N 

f lkg-m/s 23 | 

1 pjd) 1 V 

(1000 kg/m V(0.05m) 2 

l 1N J 


= 13.7 m/s 


(h) We let the vertical reaction forcé (assumed upwards) acting on the platform be F Rz . Then the momentum equation in the 
vertical direction becomes 


■W = rh(-V)-0 = mV -> = !F-wK = (1472N)-(118kg/s)(15m/s) 


^lkg-m/s 2 ^ 


1N 


= -298 N 


1 Rz " — y r > V — ni, —r Í g. 

v **' y 

The upward thrust acting on the platform is equal and opposite to this reaction forcé, and thus F = 298 N. Then the 
acceleration and the ascending time to rise 10 m and the velocity at that moment become 


F 298 N 

lkg-m/s 2 ^ 

= 2.0 m/s' 

m 150 kg 

V 

IN 

y 

x = \at 2 —> t = ^ 

ii 

lili« 

2(10 m) 

2 m/s 2 


V = at = (2 m/s 3 )(3.2 s) = 6.4 m/s 

(c) When water is shut off at 10 m height (where the velocity is 6.4 m/s), the 
platform will decelérate under the influence of gravity, and the time it takes to 
come to a stop and the additional rise above 10 m become 


V = V 0 - gt = 0 -> 


/ = - 


g 


6.4 m/s 
9.81 m/s 2 


= 0.65 s 



z = V 0 t-±-gt 2 =(6.4 m/s)(0.65 s) -1 (9.81 m/s 2 )(0.65 s) 2 = 2.1 m 


Therefore, Jones has 2x0.65 = 1.3 s to jump off from the platform to the roof since it takes another 0.65 s for the platform 
to descend to the 10 m level. 

Discussion Like most stunts in the Indiana Jones movies, this would not be practical in reality. 
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6-67E 

Solution A box-enclosed fan is faced down so the air blast is directed downwards, and it is to be hovered by 
increasing the blade rpm. The required blade rpm. air outlet velocity, the volumetric flow rate, and the mínimum 
mechanical power are to be determined. 

Assumptions 1 The flow of air is steady and incompressible. 2 The air leaves the blades at a uniform velocity at 
atmospheric pressure, and thus the momentum-flux correction factor can be taken to be unity, J3 = 1. 3 Air approaches the 
blades from the top through a large area at atmospheric pressure with negligible velocity. 4 The frictional effects are 
negligible, and thus the entire mechanical power input is converted to kinetic energy of air (no conversión to thermal 
energy through frictional effects). 5 The change in air pressure with elevation is negligible because of the low density of 
air. 6 There is no acceleration of the fan, and thus the lift generated is equal to the total weight. 

Properties The density of air is given to be 0.078 lbm/ft 3 . 


Analysis ( a ) We take the control volume to be a vertical hyperbolic cylinder bounded by streamlines on the sides 

with air entering through the large cross-section (section 1) at the top and the fan located at the nan'ow cross-section at the 
bottom (section 2), and let its centerline be the z axis with upwards being the positive direction. 

The momentum equation for steady one-dimensional flow is finí V — ¡5rh V . Noting that the only 

out in 

forcé acting on the control volume is the total weight W and it acts in the negative z direction, the momentum equation 
along the z axis gives 

-W = m(-V 2 )-0 W = m V 2 = (pA V 2 )V 2 = pA V 2 V 2 = 

where A is the blade span area, 



A = nD 2 / 4 = zr(3 ft) 2 /4 = 7.069 ft 2 


Then the discharge velocity to produce 5 lbf of upward forcé becomes 

= 17.1 ft/s 


V 2 =. 


5 lbf 


©2.2 lbm- ft/s 2 ^ 


(0.078 lbm/ft 3 )(7.069ft 2 ) 


1 lbf 


(b) The volume flow rate and the mass flow rate of air are determined from their 
defmitions. 


V =AV 2 = (7.069 ft 2 )(17.1 ft/s) = 121 ft 3 /s 
m = pV = (0.078 lbm/ft 3 )(121 ft 3 /s) = 9.43 lbm/s 



© 


(c) Noting that P\ = P 2 = P¡ íU m Vi = 0, the elevation effects are negligible, and the frictional effects are disregarded, the 
energy equation for the selected control volume reduces to 


r P x V 2 A 
— + ^T + gz i 


V 


P 2 


4- IV = m 

1 pump, u 


y 


r P 2 v 2 ' 

~f + ir +8Zi 


^turbine ^'mcch.loss 


. v; 

^fan,u - m ^r 


Substituting, 


^ & n, u =m^- = (9.43lbm/s)^^ 


í 1 lbf ' 

í 1W 1 

V32.2 lbm• ft/s 2 j 

10.73756 lbf -ft/s J 


64.3 W 


Therefore, the mínimum mechanical power that must be supplied to the air stream is 64.3 W. 

Discussion The actual power input to the fan will be considerably larger than the calculated power input because of the 
fan inefficiency in converting mechanical work to kinetic energy. 
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6-68 

Solution A parachute slows a soldier from his terminal velocity V T to his landing velocity of V F . A relation is to be 
developed for the soldier’s velocity after he opens the parachute at time t = 0. 

Assumptions 1 The air resistance is proportional to the velocity squared (i.e. F = -kV 2 ). 2 The variation of the air 
properties with altitude is negligible. 3 The buoyancy forcé applied by air to the person (and the parachute) is negligible 
because of the small volume occupied and the low density of air. 4 The final velocity of the soldier is equal to its terminal 
velocity with his parachute open. 


Analysis The terminal velocity of a free falling object is reached when the air resistance (or air drag) equals the 
weight of the object, less the buoyancy forcé applied by the fluid, which is negligible in this case, 

mg 


F . -W —v 

x air resistance TT ' 


kV F =mg -» k = —y 

y f 


This is the desired relation for the constant of proportionality k. When the parachute is deployed and the soldier starts to 
decelérate, the net downward forcé acting on him is his weight less the air resistance, 


F =W-F 

í net Tr M air resistance 


/ t /2 rng jr2 

= mg — kV = mg -— V — mg 

V c 


1- 


V 


2 b 


V, 


F 


, dV 

Substituting it into Newton’s 2 law relation F net = ma = m - gives 

dt 


mg 


1- 


V_ 

Vi 


2 A 


dV 

dt 


V ' F J 

Canceling m and separating variables, and integrating from t = 0 when V=V T to 
t = t when V= V gives 


dV 


1 -V 2 !Vl 


- gdt -> J 


v dV 


v, Vp - V 2 


g r' 
Vj Jo 


dt 


dx 


Using J 


integration limits, 


2 2 
a -x 


1 , a + x 
■ = — ln- 

2 a a—x 


from integral tables and applying the 



1 


2V P 


ln- 


V F +V 

Vf-v 


-ln- 


V F +V T 

V F -V TJ 


gt 


Rearranging, the velocity can be expressed explicitly as a function of time as 


y T+ y F + (y T -v F)e -**iv F 

F V T+ V F -(V T -V F )e- 2 ^ 


Discussion Note that as t — » oo, the velocity approaches the landing velocity of V F , as expected. 
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Solution An empty cart is to be driven by a horizontal water jet that enters from a hole at the rear of the cart. A 
relation is to be developed for cart velocity versus time. 

Assumptions 1 The flow of water is steady, one-dimensional, incompressible, and horizontal. 2 All the water which 
enters the cart is retained. 3 The path of the cart is level and frictionless. 4 The cart is initially empty and stationary, and 
thus V= 0 at time t= 0. 5 Friction between water jet and air is negligible, and the entire momentum of water jet is used to 
drive the cart with no losses. 6 Jet flow is nearly uniform and thus the momentum-flux correction factor can be taken to be 
unity, ¡5= 1. 


Analysis We note that the water jet velocity V¡ is constant, but the car velocity V is variable. Noting that 

m = pA{V j - V ) where A is the cross-sectional area of the water jet and V¡- Vis the velocity of the water jet relative to the 


cart, the mass of water in the cart at any time t is 

m w = j" mdt = j" pA (V¡ - V)dt = pA V¡ t - páj 


Vdt (1) 


Also, 


dm v 

dt 


■ = m = pA(Vj -V) 



We take the cart as the moving control volume. The net forcé acting on the cart in this case is equal to the momentum flux 
of the water jet. Newton’s 2 nd law F= ma = d{mV)ldt in this case can be expressed as 

d ( m m a \ v ) 


F = 


dt 


where F = y ^/5w;F = (mV) in = mVj = pA(Vj - V)Vj 


and 


^("hotaiH d[(m c +m w )V] dV d(m w V) dV dV dm H 

-=-= m c -+-= m c -+ m„ -+ V - 

dt dt dt dt dt dt dt 

= {rn c +m w )^- + pA(Vj-V)V 
dt 


Note that in ¡3mV expressions, we used the fluid stream velocity relative to a fixedpoint. Substituting, 


pA(Vj - V)Vj = (m c + m w ) — + pA{Vj - V)V -> pA(Vj - V)(Vj -V) = (m c + mj — 

dt dt 

Noting that m w is a function of t (as given by Eq. 1) and separating variables, 

dV _ dt dV _ dt 

Integrating from t = 0 when V= 0 to t = t when V= V gives the desired integral. 


r v dV 

“ dt 

Jo pA(Vj - V) 2 J 

° m c + pAVjt-pA 

Vdt 


Discussion Note that the time integral involves the integral of velocity, which complicates the solution. 
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6-70 

Solution A píate is maintained in a horizontal position by frictionless vertical gnide rails. The underside of the píate 
is subjected to a water jet. The mínimum mass flow rate m n]m to just levitate the píate is to be determined, and a relation is 
to be obtained for the steady State upward velocity. Also, the integral that relates velocity to time when the water is first 
turned on is to be obtained. 

Assumptions 1 The flow of water is steady and one-dimensional. 2 The water jet splatters in the plañe of he píate. 3 The 
vertical guide rails are frictionless. 4 Times are short, so the velocity of the rising jet can be considered to remain constant 
with height. 5 At time t = 0, the píate is at rest. 6 Jet flow is nearly uniform and thus the momentum-flux correction factor 
can be taken to be unity, fi=\. 

Analysis (a) We take the píate as the system. The momentum equation for steady one-dimensional flow is 
E^-E ¡im V - y Pm V . Noting that rh = pAVj where A is the cross-sectional area of the water jet and W = nipg, the 

out in 

mínimum mass flow rate of water needed to raise the píate is determined by setting the net forcé acting on the píate equal to 
zero, 

- W = 0 - ñi min V, -» W = m min V¡ -» m p g = m min (w min / AV j) -» w min = JpAm p g 


For m > /;; min , a relation for the steady State upward velocity V is obtained setting the upward impulse applied by water jet 
to the weight of the píate (during steady motion, the píate velocity V is constant, and the velocity of water jet relative to 
píate is Vj -V), 

W = m(Vj -V) -> m g = P A(Vj -V ) 2 -> Vj-V = J^f -> V = 

\ pA pA 



( b ) At time t = 0 the píate is at rest (V= 0), and it is subjected to water 
jet with m > w min and thus the net forcé acting on it is greater than the 
weight of the píate, and the difference between the jet impulse and the 
weight will accelerate the píate upwards. Therefore, Newton’s 2 nd law 
F = ma = mdV/dt in this case can be expressed as 

o dV 

m(Vj-V)-W = m p a -> pA(Vj -Vy-m p g = m p — 

Separating the variables and integrating from t= 0 when V= 0 to t = t 
when V= V gives the desired integral, 

v m„dV r t 

- —o -=f dt -> 

0 pA( Vj - V) - m p g ' =0 


t = 


m p dV 


0 pA (Vj -V) 2 -m p g 



Discussion This integral can be performed with the help of integral tables. But the 
relation obtained will be implicit in V. 
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Solution Water enters a centrifugal pump axially at a specified rate and velocity, and leaves at an angle from the 
axial direction. The forcé acting on the shaft in the axial direction is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The forces acting on the piping system in the horizontal 
direction are negligible. 3 The atmospheric pressure is disregarded since it acts on all surfaces. 4 Water flow is nearly 
uniform at the outlet and thus the momentum-flux correction factor can be taken to be unity, (1= 1. 

Properties We take the density of water to be 1000 kg/m 3 . 

Analysis From conservation of mass we have m , = m 2 = m , and thus 
V x = V 2 and d f | V¡ = A c 2 V 2 • Noting that the discharge area is half the inlet 
area, the discharge velocity is twice the inlet velocity. That is, 

A cl V 2 = — V¡ = 2F| = 2(5 m/s) = 10 m/s 

Ai 

We take the pump as the control volume, and the inlet direction of flow as 
the positive direction of x axis. The linear momentum equation in this case 
in the x direction reduces to 

I'-I ¡im V - ^ pñi V —» -Ffe =mV 2 c os (9 - m V x — > F Rx = m(V¡ - F 2 eos <9 ) 

out in 

where the mass flow rate it 

m = pV = (1000 kg/m 3 )(0.20 m 3 /s) = 200 kg/s 



Substituting the known quantities, the reaction forcé is determined to be (note that cos60° = 0.5) 


F ^ = (200kg/s)[(5m/s)-(10m/s)cos60] 


IN 


lkg-m/s‘ 


Discussion Note that at this angle of discharge, the bearing is not subjected to any horizontal loading. Therefore, the 
loading in the system can be controlled by adjusting the discharge angle. 


6-72 

Solution Water enters the impeller of a turbine through its outer edge of diameter D with velocity V making an angle 
a with the radial direction at a mass flow rate of m , and leaves the impeller in the radial direction. The máximum power 
that can be generated is to be shown to be lÍ' lv¡ñ = nñmDV sino;. 

Assumptions 1 The flow is steady in the mean. 2 Irreversible losses are 
negligible. 

Analysis We take the impeller región as the control volume. The 
tangential velocity components at the inlet and the outlet are V lt = 0 and 

V 2t = V sin a . 

Normal velocity components as well pressure acting on the inner and 
outer circumferential areas pass through the shaft center, and thus they do not 
contribute to torque. Only the tangential velocity components contribute to 
torque, and the application of the angular momentum equation gives 

T shaft = m(r 2 V 2 t - V ¡ t ) = mr 2 V 2¡t - 0 = mD(V sin a)/ 2 

The angular velocity of the propeller is oj = 2mi. Then the shaft power 
becomes 



^shaft = fí/r shaft = 2 mrhD(V sin a) / 2 
Simplifying, the máximum power generated becomes 


tshaft = mmDV sin a 


which is the desired relation. 


Discussion The actual power is less than this due to irreversible losses that are not taken into account in our analysis. 
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Solution A two-armed sprinkler is used to water a garden. For specified flow rate and discharge angles, the rates of 
rotation of the sprinkler head are to be determined. I 



Assumptions 1 The flow is uniform and cyclically steady (i.e., steady from a frame of reference rotating with the 
sprinkler head). 2 The water is discharged to the atmosphere, and thus the gage pressure at the nozzle outlet is zero. 3 
Frictional effects and air drag of rotating components are neglected. 4 The nozzle diameter is small compared to the 
moment arm, and thus we use average valúes of radius and velocity at the outlet. 

Properties We take the density of water to be 1000 kg/m 3 = 1 kg/L. 

Analysis We take the disk that endoses the sprinkler arms as the control volume, which is a stationary control 

volume. The conservation of mass equation for this steady flow system is m l = m 2 = m . Noting that the two nozzles are 

identical, we have m nozzle = th/2 or \/ nozzle = V toaX /2 since the density of water is constant. The average jet outlet velocity 
relative to the nozzle is 


V ¡*=- 


V, 


60 L/s 


nozzle 


d jet 2[zr(0.02 m) 2 / 4] 


í , 3 h 

lm 

v 1000L y 


= 95.49 m/s 


The angular momentum equation can be expressed as ^ M = ^ rm V - ^ rm V . Noting that there are no external 

out in 

moments acting, the angular momentum equation about the axis of rotation becomes 
^ — ~2rm n0Z zie eos 0 > V r — 0 > V )CLl ~F nozz ^ e — 0 

Noting that the tangential component of jet velocity is Fj ett = Fj et eos 0 , we have 
^nozzle = F jet eos 0 = (95.49 m/s)cos<9 

Also noting that F nozzle = cor = 2 mr , and angular speed and the rate of rotation of sprinkler head become 
- ( 95 - 49 m/s ) cos0 _ 


1) 0 = 0°: co = - 


2) 0 = 30°: ® = - 


0.45 m 

(95.49 m/s)cos30° 

^ = i -= 184 rad/s anc 

0.45 m 

(95.49 m/s)cos60° ^ 

^ = ^-= 106 rad/s anc 

0.45 m 

Discussion Final results are given to three significant digits, as usual. The rate of rotation in reality will be lower 
because of frictional effects and air drag. 


3) 0 = 60°: co = - 


co 

212 rad/s í 

60 s 3 

2 n 

2 k y 

1 min J 

CO 

184 rad/s 

f 60 s 

2 n 

2n 

1 min 

co 

106 rad/s 

( 60 s 

2 n 

2 K 

l 1 min 


= 2026 rpm = 2030 rpm 
) = 1755 rpm = 1760 rpm 
= 1013 rpm = 1010 rpm 
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Chapter 6 Momentum Analysis of Flow Systems 



Solution The previous problem is reconsidered. The effect of discharge angle 0 on the rate of rotation h as 6 varíes 
from 0 to 90° in increments of 10° is to be investigated. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


D=0.02 "m" 
r=0.45 "m" 

n_nozzle=2 "number of nozzles" 
Ac=pi*D A 2/4 

VJet=V_dot/Ac/n_nozzle 
V_nozzle=VJet*cos(theta) 
V_dot=0.060 "m3/s" 
omega=V_nozzle/r 
n_dot=omega*60/(2*pi) 


Angle, 

(P 

^nozzle ? 

m/s 

co 

rad/s 

h 

rpm 

0 

95.5 

212 

2026 

10 

94.0 

209 

1996 

20 

89.7 

199 

1904 

30 

82.7 

184 

1755 

40 

73.2 

163 

1552 

50 

61.4 

136 

1303 

60 

47.7 

106 

1013 

70 

32.7 

73 

693 

80 

16.6 

37 

352 

90 

0.0 

0 

0 



0 10 20 30 40 50 60 70 80 90 

0 ,° 

Discussion The máximum rpm occurs when 9= 0 o , as expected, since this represents purely tangential outflow. When 0 
= 90°, the rpm drops to zero, as also expected, since the outflow is purely radial and therefore there is no torque to spin the 
sprinkler. 


6-54 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 

























Chapter 6 Momentum Analysis of Flow Systems 


6-75 

Solution A stationary water tank placed on wheels on a frictionless surface is propelled by a water jet that leaves the 
tank through a smooth hole. Relations are to be developed for the acceleration, the velocity, and the distance traveled by 
the tank as a function of time as water discharges. 

Assumptions 1 The orífice has a smooth entrance, and thus the frictional losses are negligible. 2 The flow is steady, 
incompressible, and irrotational (so that the Bernoulli equation is applicable). 3 The surface under the wheeled tank is level 
and frictionless. 4 The water jet is discharged horizontally and rearward. 5 The mass of the tank and wheel assembly is 
negligible compared to the mass of water in the tank. 4 Jet flow is nearly uniform and thus the momentum-flux correction 
factor can be taken to be unity, /3= 1. 


Analysis (o) We take point 1 at the free surface of the tank, and point 2 at 
the outlet of the hole, which is also taken to be the reference level (z 2 = 0) so that 
the water height above the hole at any time is z. Noting that the fluid velocity at 
the free surface is very low (V¡ = 0), it is open to the atmosphere (P¡ = P Mm ), and 
water discharges into the atmosphere (and thus P 2 = P¡¡tm), the Bernoulli equation 
simplifies to 

r l 


P l, V l +7 p , V 2 

- + z¡~ 


+ Z 2 —^ 


z = ^ + 0 
2g 


pg 2g pg 2g 

The discharge rate of water from the tank through the hole is 

tcD a tcD a i - 

m = pAVj = p - Vj =p~- 7 - y ¡2^ 


Vj =figz 



4 4 

The momentum equation for steady one-dimensional flow is Z*-Z finí V - ^ ¡3rh V . Applying it to the water tank. 


the horizontal forcé that acts on the tank is determined to be 

F = mV e - 0 = mVj = p —— 2gz = pgz —-— 

The acceleration of the water tank is determined from Newton’s 2' 
the tank, m = pV Xank = p{xD 2 / 4)z , 

F pgz{nDl/2) 


nd 


law of motion F = ma where m is the mass of water in 


fl=2g w 


m pz[nD 2 / 4) 

Note that the acceleration of the tank is constant. 

(b) Noting that a = dV/dt and thus dV= adt and acceleration a is constant, the velocity is expressed as 


V = at 


—> 


V = 2 g^t 


D 1 


(c) Noting that V= dx/dt and thus dx 
dx = Vdt —> 

since x = 0 at t = 0. 


Vdt, the distance traveled by the water tank is determined by integration to be 


D 2 

dx = 2 g-^-tdt 
D 2 


2 


Discussion In reality, the flow rate discharge velocity and thus the forcé acting on the water tank will be less because of 
the frictional losses at the hole. But these losses can be accounted for by incorporating a discharge coefficient. 


Design and Essay Problems 


6-76 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 7 Dimensional Analysis and Modeling 
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Chapter 7 Dimensional Analysis and Modeling 


Dimensions and Units, Primary Dimensions 


7-1C 

Solution We are to explain the difference between a dimensión and a unit, and give examples. 

Analysis A dimensión is a measure of a physical quantity (without numerical valúes), while a unit is a way to 

assign a number to that dimensión. Examples are numerous - length and meter, temperature and °C, weight and lbf, mass 
and kg, time and second, power and watt,... 

Discussion When performing dimensional analysis, it is important to recognize the difference between dimensions and 
units. 


7-2C 

Solution We are to append the given table with other parameters and their primary dimensions. 

Analysis Students’ tables will differ, but they should add entries such as angular velocity, kinematic viscosity, work, 

energy, power, specific heat, thermal conductivity, torque or moment, stress, etc. 

Discussion This problem should be assigned as an ongoing homework problem throughout the semester, and then 
collected towards the end. Individual instructors can determine how many entries to be required in the table. 


7-3C 

Solution We are to list the seven primary dimensions and explain their significance. 

Analysis The seven primary dimensions are mass, length, time, temperature, electrical eurrent, amount of light, 
and amount of matter. Their significance is that all other dimensions can be formed by combinations of these seven 
primary dimensions. 

Discussion One of the first steps in a dimensional analysis is to write down the primary dimensions of every variable or 
parameter that is important in the problem. 


7-4 

Solution We are to write the primary dimensions of the universal ideal gas constant. 


Analysis From the given equation, 

Primary dimensions of the universal ideal gas constant : 


, I _ | pressure x volume} _ 
[ mol x temperature j 


-^xL 3 

rL 


NxT 


niL 

t 2 TN 


Or, in exponent form, {R„} = {m 1 L 2 t 2 T"' N' 1 }. 


Discussion The standard valué of R u is 8314.3 J/kmol K. You can verify that these units agree with the dimensions of 
the result. 
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7-5 

Solution 

Analysis 


Chapter 7 Dimensional Analysis and Modeling 
We are to write the primary dimensions of atomic weight. 

By defmition, atomic weight is mass per mol. 


Primary dimensions of atomic weight: 



( 1 ) 


Or, in exponent form, {M} = {m 1 N' 1 }. 

Discussion In terms of primary dimensions, atomic mass is not dimensionless, although many authors treat it as such. 
Note that mass and amount of matter are defined as two sepárate primary dimensions. 


7-6 

Solution We are to write the primary dimensions of the universal ideal gas constant in the altérnate system where 
forcé replaces mass as a primary dimensión. 


Analysis From Newton’s second law, forcé equals mass times acceleration. Thus, mass is written in terms of forcé as 
Primary dimensions of mass in the altérnate system: 

(1) 


tmassí = • 


( forcé 1 
[acceleration J [L/t 


Ft 2 

L 


We substitute Eq. 1 into the results of Problem 7-4, 
Primary dimensions of the universal ideal gas constant: 


R} 




Nt 2 T 



( 2 ) 


Or, in exponent form, {R¡,} = {F 1 L 1 T' 1 N' 1 }. 


Discussion The standard valué of R„ is 8314.3 J/kmol K. You can verify that these units agree with the dimensions of 
Eq. 2. 
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Chapter 7 Dimensional Analysis and Modeling 


7-7 

Solution We are to write the primary dimensions of the specific ideal gas constant, and verify are result by 
comparing to the standard SI units of R¡ m . 


Analysis We can approach this problem two ways. If we have already worked through Problem 7-4, we can use our 
results. Namely, 


Primary dimensions of specific ideal gas constant : 



mL 2 ' 

Nt 2 T 

m 

Ñ 



(1) 


Or, in exponent form, {7? gas } = {L 2 1 2 T' 1 }. Alternatively, we can use either form of the ideal gas law, 
Primary dimensions of specific ideal gas constant : 


[ pressure x volume | 

f^xL 2 

t 2 L 

j L ’l 

| mass x temperature j 

mxT 

W 






For air, f? a ¡r = 287.0 J/kg-K. We transform these units into primary dimensions, 
Primary dimensions of the specific ideal gas constant for air. 


RA= 287.0 


kgxK 


mL 2 

T“ 


mxT 


t 2 T 


(3) 


Equation 3 agrees with Eq. 1 and Eq. 2, increasing our confidence that we have performed the algebra correctly. 
Discussion Notice that numbers, like the valué 287.0 in Eq. 3 have no influence on the dimensions. 


7-8 

Solution 


Analysis 

Primary dimensions of torque: 


We are to write the primary dimensions of torque and list its units. 
Torque is the product of a length and a forcé, 


M > = < length x mass — 


lenghl | m U 
time' J 


(1) 


Or, in exponent form, {M } = {m 1 L 2 t' 2 }. The common units of torque are newton-meter (SI) and inch-pound 
(English). In primary> units , however, we write the primary SI units according to Eq. 1, 

Primary SI units : Units of torque = kg • m 2 /s 2 

and in primary English units, 

Primary English units : Units of torque = lbm ■ ft 2 /s 2 


Discussion Since torque is the product of a forcé and a length, it has the same dimensions as energy. Primary units are 
not required for dimensional analysis, but are often useful for unit conversions and for verification of proper units when 
solving a problem. 
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7-9 

Solution 


Chapter 7 Dimensional Analysis and Modeling 
We are to determine the primary dimensions of each variable. 


Analysis 

{a) Energy is forcé times length (the same dimensions as work), 


Primary dimensions of energy: 

{£} = {forcé x length} = 


[ mass x length 


r 


time’ 


length} = 


mL 


Or, in exponent form, {E} = {m 1 L 2 t' 2 }. 

( b ) Specific energy is energy per unit mass, 

Primary dimensions ofspecific en ergy: 

( energy } mass x length 2 


e = 




mass 




time’ 


-}■ 


mass 


Or, in exponent form, {e} = {L 2 t -2 }. 

(c) Power is the rate of change of energy, i.e. energy per unit time, 
Primary dimensions of power. 

f energy} J mass x length 2 1 

time j 


W = 


r r 


time’ 


mL 


(1) 


( 2 ) 


(3) 


[ time 

Or, in exponent form, {W } = {m'L 2 ! -3 }. 

Discussion In dimensional analysis it is important to distinguish between energy, specitíc energy, and power. 


7-10 

Solution We are to determine the primary dimensions of electrical voltage. 


Analysis From the hint. 

Primary dimensions of voltage : 


{voltage} 


J power 
[ current 


mass x length 2 
time 3 

current 



( 1 ) 


Or, in exponent form, {E} = {m 1 L 2 1' 3 1' 1 }. 


Discussion We see that all dimensions, even those of electrical properties, can be expressed in terms of primary 
dimensions. 
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7-11 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to write the primary dimensions of electrical resistance. 

Analysis From Ohm’s law, we see that resistance has the dimensions of voltage difference divided by electrical 
current, 

Primary dimensions of resistance'. 

massx Icngtlr 
time 3 x current 

current 

Or, in exponent form, { R } = {m * 1 L 2 t' 3 I' 2 }, where we have also used the result of the previous problem. 

Discussion All dimensions can be written in terms of primary dimensions. 




7-12 

Solution We are to determine the primary dimensions of each variable. 


Analysis 

(a) Acceleration is the rate of change of velocity, 
Primary dimensions of acceleration: 


{«} = { ve^ity} = (length x = | L1 

1 J [ time J [ time time J [ t 2 J 


Or, in exponent form, {a} = {L 1 1" 2 }. 

( b) Angular velocity is the rate of change of angle, 

Primary dimensions of angular velocity : ico] = 


f angle j f 1 j 
| time J [timeJ 

Or, in exponent form, {o} = {t' 1 }. 

(c) Angular acceleration is the rate of change of angular velocity, 
Primary dimensions of angular acceleration : 

la íangukrvelociC,! ÍJ_ X J_1 

[ time J [ time time J 


Or, in exponent form, {a} = {t' 2 }. 


(i) 


( 2 ) 


(3) 


Discussion In Part (h) we note that the unit of angle is radian, which is a dimensionless unit. Therefore the dimensions 
of angle are unity. 
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7-13 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to write the primary dimensions of angular momentum and list its units. 

Analysis Angular momentum is the product of length, mass, and velocity, 

Primary dimensions of angular momentum: 

lengthl JmL 2 ] (1) 
length x mass x —-— > = <-V v ' 

time J t 



Or, in exponent form, { H } = {m 1 L 2 t" 1 }. We write the primary SI units according to Eq. 1, 


Primary SI units: 

and in primary English units, 

Primary English units: 


Units of angular momentum = 


kg m 


Units of angular momentum = 


lbm ft 2 


Discussion Primary units are not required for dimensional analysis, but are often useful for unit conversions and for 
verification of proper units when solving a problem. 


7-14 

Solution We are to determine the primary dimensions of each variable. 


Analysis 

(a) Specific heat is energy per unit mass per unit temperature. 


Primary dimensions of specifw heat at constant pressure: 


energy 


mass x temperature J 


1 _. 

mL 2 

t 2 


r 

mxT 

[t 2 Tj 


Or, in exponent form, {c p } = {L 2 t 2 T' 1 }. 

( b ) Specific weight is density times gravitational acceleration, 


Primar, Ansien ofspecific»ei s kt {p g } = 


[ mass length j 


volume time - 


T 


m 

LV 


Or, in exponent form, {pg} = {m 1 L 2 t 2 }. 

(c) Specific enthalpy has dimensions of energy per unit mass, 


Primary dimensions of specifw enthalpy : {/;} 


energy 
[ mass J 


mL 2 

~é~ 

m 



( 1 ) 


( 2 ) 


(3) 


Or, in exponent form, {h} = {L 2 t“ 2 }. 

Discussion As a check, from our study of thermodynamics we know that dh = c p dT for an ideal gas. Thus, the 
dimensions of dh must equal the dimensions of c p times the dimensions of dT. Comparing Eqs. 1 and 3 above, we see that 
this is indeed the case. 
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Chapter 7 Dimensional Analysis and Modeling 


7-15 

Solution We are to determine the primary dimensions of thermal conductivity. 


Analysis The primary dimensions of £7 conduction are energy/time, and the primary dimensions of dT/dx are 
temperature/length. From the given equation, 


Primary dimensions of thermal conductivity : 


energy 


mL 2 

time 


t 3 

• - o temperature 

length x--- 

length 


LxT 



( 1 ) 


Or, in exponent form, {k} = {m 1 L 1 t~ 3 T' 1 }. We obtain a valué of k from a reference book. E.g. /c c()ppcr = 401 W/m-K. These 
units have dimensions of power/lengthtemperature. Since power is energy/time, we see immediately that Eq. 1 is correct. 
Alternatively, we can transform the units of k into primary units, 


Primary SI units of thermal conductivity. 


W 

401 

Nm'j 

( kgm^ 

.«iT " 1 

m K 

7W J 

V N s z J 

s 3 K 


( 2 ) 


Discussion We have used the principie of dimensional homogeneity to determine the primary dimensions of k. Namely, 
we utilized the fact that the dimensions of both terms of the given equation must be identical. 


7-16 

Solution We are to determine the primary dimensions of each variable. 


Analysis 

(a) Heat generation rate is energy per unit volume per unit time, 


Primary dimensions of heat generation rate : 


{*} = 


{ volume x time 


energy 


Or, in exponent form, { g } = {m 1 L' 1 t" 3 }. 

(b) Heat flux is energy per unit area per unit time, 


Primary dimensions ofheat flux : 


{*} = 


energy j 
area x time J 



(1) 


( 2 ) 


Or, in exponent form, { q } = {m 1 t" 3 }. 

(c) Heat flux is energy per unit area per unit time per unit temperature. 


Primary dimensions ofheat transfer coefficient {/?} = 



mL 2 


¡ energy ] 

t 2 

• í m 1 

[ area x time x temperature J 

L 2 x t x T 

U 3 tJ 


7TÍ7 (3) 


Or, in exponent form, {h} = {m 1 1" 3 T’ 1 }. 


Discussion In the field of heat transfer it is critical that one be careful with the dimensions (and units) of heat transfer 
variables. 
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Chapter 7 Dimensional Analysis and Modeling 

7-17 

Solution We are to choose three properties or constants and write out their ñames, their SI units, and their primary 
dimensions. 

Analysis There are many options. For example, 

Students may choose c v (specific heat at constant volume). The units are kJ/kg-K, which is energy per mass per 
temperature. Thus, 


Primary dimensions of specific heat at constant volume : 


c„ = 


energy 


mass x temperature } 
Or, in exponent form, {c,,} = {L^T 1 }. 


mk 


mxT 


t 2 T 


( 1 ) 


Students may choose V (specific volume). The units are rn/kg, which is volume per mass. Thus, 
Primary dimensions of specific volume'. 


i ■, í volume 1 L 3 

M=i- \=\—\ ( 2 ) 

[ mass J [ m J 

Or, in exponent form, {v} = {m 1 L 3 }. 

Students may choose hf g (latent heat of vaporization). The units are kJ/kg, which is energy per mass. Thus, 
Primary dimensions of latent heat of vaporization'. 


M- 



mL 2 


[energy] 

t 2 


[ mass J 

m 

It 2 ] 


(3) 


Or, in exponent form, {hf g } = {L 2 t 2 }. (The same dimensions hold for hf and h g .) 

Students may choose S/ (specific entropy of a saturated liquid). The units are kJ/kg-K, which is energy per mass per 
temperature. Thus, 


Primary dimensions of specific entropy of a saturated liquid'. 


energy 


.L 


mass x temperature j 


mL 


mxT 


t 2 T 


(4) 


Or, in exponent form, {sf = { L 2 t 2 T' 1 }. (The same dimensions hold for Sf g and s g .) 
Discussion Students’ answers will vary. There are some other choices. 
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Chapter 7 Dimensional Analysis and Modeling 

7-18E 

Solution We are to choose three properties or constants and write out their ñames, their SI units, and their primary 
dimensions. 

Analysis There are many options. For example, 

Students may choose c v (specific heat at constant volume). The units are Btu/lbm-R, which is energy per mass per 
temperature. Thus, 


Primary dimensions of specific heat at constant volume : 


c„ = 


energy 


mass x temperature } 
Or, in exponent form, {c,,} = {L^T 1 }. 


mL 


mxT 


t 2 T 


( 1 ) 


Students may choose V (specific volume). The units are fr/lbm, which is volume per mass. Thus, 
Primary dimensions of specific volume'. 


i í volume 1 L 3 

M=i- \=\—\ ( 2 ) 

[ mass J [ m J 

Or, in exponent form, {v} = {m 1 L 3 }. 

Students may choose hf g (latent heat of vaporization). The units are Btu/lbm, which is energy per mass. Thus, 
Primary dimensions of latent heat of vaporization'. 


M- 



mL 2 


[energy] 

t 2 


[ mass J 

m 

It 2 ] 


(3) 


Or, in exponent form, {hf g } = {L 2 t 2 }. (The same dimensions hold for hf and h g .) 

Students may choose ,sy (specific entropy of a saturated liquid). The units are Btu/lbm-R, which is energy per mass per 
temperature. Thus, 


Primary dimensions of specific entropy of a saturated liquid'. 


energy 


.L 


mass x temperature j 


mL 


mxT 


t 2 T 


(4) 


Or, in exponent form, {$/•} = { L 2 t 2 T' 1 }. (The same dimensions hold for Sf g and s g .) 
Discussion Students’ answers will vary. There are some other choices. 
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Chapter 7 Dimensional Analysis and Modeling 


Dimensional Homogeneity 


7-19C 

Solution We are to explain the law of dimensional homogeneity. 

Analysis The law of dimensional homogeneity States that every additive term in an equation must have the same 
dimensions. As a simple counter example, an equation with one term of dimensions length and another term of dimensions 
temperature would clearly viólate the law of dimensional homogeneity - you cannot add length and temperature. All terms 
in the equation must have the same dimensions. 

Discussion If in the solution of an equation you realize that the dimensions of two terms are not equivalent, this is a 
sure sign that you have made a mistake somewhere! 


7-20 

Solution We are to determine the primary dimensions of the gradient operator, and then verify that primary 
dimensions of each additive term in the equation are the same. 


Analysis 

(i a ) By definition, the gradient operator is a three-dimensional derivative operator. For example, in Cartesian coordinates, 


Gradient operator in Cartesian coordinates : 


V = 


d_ d_ d_ 
dx ’ 3y ’ dz 


r d - d r 8 

= i - 1 - /- vk — 

dx dy dz 


Therefore its dimensions must be 1/length. Thus, 
Primary dimensions of the gradient operator. 



Or, in exponent form, { V } = {L' 1 }. 

(b) Similarly, the primary dimensions of a time derivative (d/dt) are 1/time. Also, the primary dimensions of velocity are 
length/time, and the primary dimensions of acceleration are length/time 2 . Thus each term in the given equation can be 
written in terms of primary dimensions, 


[ length | 
[ time 2 J 




length 

M_. 

time 

1*1 

time 


_ 


J length 
\ time 2 



^ ’ ) [ time length time J [ time" J 

Indeed, all three additive terms have the same dimensions, namely {L 1 1 2 }. 



Discussion If the dimensions of any of the terms were different from the others, it would be a sure sign that an error 
was made somewhere in deriving or copying the equation. 
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Chapter 7 Dimensional Analysis and Modeling 


7-21 

Solution We are to determine the primary dimensions of each additive term in the equation, and we are to verify that 
the equation is dimensionally homogeneous. 


Analysis The primary dimensions of the time derivative (d/dt) are 1/time. The primary dimensions of the gradient 
vector are 1/length, and the primary dimensions of velocity are length/time. Thus each term in the equation can be written 
in terms of primary dimensions, 


( forcé j 
m [mass J 


mass x length 

time 2 

mass 




length 

time 

time 




length 1 length 1 
time length time J 



Indeed, all three additive terms have the same dimensions, namely {L * 1 1" 2 }. 
Discussion The dimensions are, in fact, those of acceleration. 


7-22 

Solution We are to determine the primary dimensions of each additive term in Eq. 1, and we are to verify that the 
equation is dimensionally homogeneous. 

Analysis The primary dimensions of the material derivative ( D/Dt ) are 1/time. The primary dimensions of volume are 
length 3 , and the primary dimensions of velocity are length/time. Thus each term in the equation can be written in terms of 
primary dimensions, 


1 DV\ f 1 length 3 1 f 1 

V Dt j [length 3 time j [time 


1 DV 
V Dt 




length 

time 

length 





length 

time 

length 





length 

time 

length 


{—} 

[ time J 



Indeed, all four additive terms have the same dimensions, namely {t 1 }. 

Discussion If the dimensions of any of the terms were different from the others, it would be a sure sign that an error 
was made somewhere in deriving or copying the equation. 
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Chapter 7 Dimensional Analysis and Modeling 


7-23 

Solution We are to determine the primary dimensions of each additive term, and we are to verify that the equation is 
dimensionally homogeneous. 


Analysis The primary dimensions of the velocity components are length/time. The primary dimensions of coordinates 
r and z are length, and the primary dimensions of coordínate 9 are unity (it is a dimensionless angle). Thus each term in the 
equation can be written in terms of primary dimensions, 


1 d(ru r )} 
r dr 


1 

i- x 

length 


length 


length 

time 


length 



1 d{m r ) \ _ fl| 
r dr j [t J 


f 1 8u g ] 

[r 89 j 


1 

i- x 

length 


length 

time 

1 


{—} 

[ time J 


ÍtmHt} 



length 

time 

length 




Indeed, all three additive terms have the same dimensions, namely {t 1 }. 


Discussion If the dimensions of any of the terms were different from the others, it would be a sure sign that an error 
was made somewhere in deriving or copying the equation. 
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Chapter 7 Dimensional Analysis and Modeling 


7-24 

Solution We are to determine the primary dimensions of each additive term in the equation, and we are to verify that 
the equation is dimensionally homogeneous. 


Analysis The primary dimensions of heat transfer rate are energy/time. The primary dimensions of mass flow rate are 
mass/time, and those of specific heat are energy/mass-temperature, as found in Problem 7-14. Thus each term in the 
equation can be written in terms of primary dimensions, 


( 2 } 


[ energy 
[ time 


mL 2 ' 


t 




I \ mass 

mC M= — x 


energy 


i—- x - 

[ time mass x temperature 


x temperaturej = 


mL 2 

m t 2 t 

— x—-—xT 

t mxT 


mL' 




mL 2 


i í mass energy ) 

mC T > = 1-x-x temperature > = 

’ | time mass x temperature 


mL 2 

m :: t 2 : , T 

t mxT 


mL 2 


mC T = 


mL 2 


Indeed, all three additive terms have the same dimensions, namely {m 1 L 2 1" 3 }. 

Discussion We could also have left the temperature difference in parentheses as a temperature difference (same 
dimensions as the individual temperatures), and treated the equation as having only two terms. 


7-25 

Solution We are to determine the primary dimensions of each additive term, and we are to verify that the equation is 
dimensionally homogeneous. 

Analysis The primary dimensions of the time derivative (diclt) are 1/time. The primary dimensions of density are 
mass/length 3 , those of volume are length 3 , those of area are length 2 , and those of velocity are length/time. The primary 
dimensions of unit vector n are unity, i.e. {1} (in other words n has no dimensions). Finally, the primary dimensions of b, 
which is defined as B per unit mass, are {B/ m}. Thus each term in the equation can be written in tenns of primary 
dimensions, 



¡ cs pbV r ndA} = 


mass B length , , , , 

/-- x-x-x 1 x length ' 

[ length mass time 


Indeed, all three additive terms have the same dimensions, namely {B t 1 }. 

Discussion The RTT for property B has dimensions of rate of change of B. 
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Chapter 7 Dimensional Analysis and Modeling 


7-26 

Solution We are to determine the primary dimensions of the first three additive term, and we are to verify that those 
terms are dimensionally homogeneous. Then we are to evalúate the dimensions of the adsorption coefficient. 

Analysis The primary dimensions of the time derivative (d/dt) are 1/time. Those of A s are length 2 , those of V are 
length 3 , those of c are mass/length 3 , and those of V are length 3 /time. Thus the primary dimensions of the first three terms 
are 



mass 


• length’ 


length 3 

time 


í mass 1 


[ time j 





j length 3 mass 
[ time length’ 


mass] 
time J 



Indeed, the first three additive terms have the same dimensions, namely {m 1 1" 1 }. Since the equation must be dimensionally 
homogeneous, the last term must have the same dimensions as well. We use this fact to find the dimensions of k w . 



{K} = 


mass 


time 


cA 


l 



mass 

time 


mass 

length 3 


x length 2 



Or, in exponent form, {&„,} = {L 1 t" 1 }. The dimensions of wall adsorption coefficient are those of velocity. 


Discussion In fact, some authors cali k w a “deposition velocity”. 
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Chapter 7 Dimensional Analysis and Modeling 


Nondimensionalization of Equations 


7-27C 

Solution We are to give the primary reason for nondimensionalizing an equation. 

Analysis The primary reason for nondimensionalizing an equation is to reduce the number of parameters in the 
problem. 


Discussion As shown in the examples in the text, nondimensionalization of an equation reduces the number of 
independent parameters in the problem, simplifying the analysis. 


7-28 

Solution We are to nondimensionalize all the variables, and then re-write the equation in nondimensionalized form. 
Assumptions 1 The air in the room is well mixed so that c is only a function of time. 


Analysis 

(a) We nondimensionalize the variables by inspection according to their dimensions, 
Nondimensionalized variables : 

V r V A J 2 S 

V* = —, c* =- , t* = t—, = k w * = k a —, and S* =--y 

1 L L- V c llmi y 


(b) We substitute these into the equation to generate the nondimensionalized equation. 


V*Ú 


d( f C 'Ts = S*c,J/-Vc*^-(c*c íimit )(A*L 2 ) 


v '/y 


' V ^ 

Ir * 

vv j2 

v L y 


(i) 


We notice that every term in Eq. 1 contains the quantity Vc Vlmh . We divide every term by this quantity to get a 
nondimensionalized form of the equation, 


Nondimensionalized equation : 


de * 

V * = S*-c* — c*A s *k w * 


No dimensionless groups have arisen in this nondimensionalization. 


Discussion Since all the characteristic scales disappear, no dimensionless groups have arisen. Since there are no 
dimensionless parameters, one solution in nondimensionalized variables is valid for all combinations of L, V , and Ci¡ m ¡ t . 
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Chapter 7 Dimensional Analysis and Modeling 


7-29 

Solution We are to nondimensionalize the equation, and identify the dimensionless parameters that appear in the 
nondimensionalized equation. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 

Analysis We plug the nondimensionalized variables into the equation. For example, u = u*TJ and x = x*L in the First 
term. The result is 


U 8u* U dv* U dw* n 

-+-+-= 0 

L dx* L dy* L dz* 


or, after simplifying, 


Nondimensionalized incompressible flow relationship : 


du * 

dv* 

dw* 

— 

+ - + 

O 

II 

dx* 

dy* 

dz* 


(1) 


There are no nondimensional parameters in the nondimensionalized equation. The original equation comes from puré 
kinematics - there are no fluid properties involved in the equation, and therefore it is not surprising that no nondimensional 
parameters appear in the nondimensionalized form of the equation, Eq. 1. 


Discussion We show in Chap. 9 that the equation given in this problem is the differential equation for conservation of 
mass for an incompressible flow field - the incompressible continuity equation. 


7-30 

Solution We are to nondimensionalize the equation of motion and identify the dimensionless parameters that appear 
in the nondimensionalized equation. 

Analysis We plug in the nondimensionalized variables. For example, u = u* V and x = x*L in the First term. The result 
is 


Ú f 1 DV* _V du* V dv* V dw* 

Ú V* Dt* ~T~dx* ~L~dy* Tlk* 

or, after simplifying, 

(fL ''1 1 DV* du* dv* dw* 
y F J V* Dt* dx* dy* dz* ^ 

We recognize the nondimensional parameter in parentheses in Eq. 1 as St, the Strouhal number. We can re-write Eq. 1 as 

Nondimensionalized oscillating compressible flow relationship'. 

_ 1 DV* du* dv* dw* 

St-=-1-1- 

V* Dt* dx* dy* dz* 


Discussion We show in Chap. 9 that the given equation of motion is the differential equation for conservation of mass 
for an unsteady, compressible flow field - the general continuity’ equation. We may also use angular frequency a> (radians 
per second) in place of physical frequency/(cycles per second), with the same result. 
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Chapter 7 Dimensional Analysis and Modeling 


7-31 

Solution We are to determine the primary dimensions of the stream function, nondimensionalize the variables, and 
then re-write the definition of y/ i n nondimensionalized form. 

Assumptions 1 The flow is incompressible. 2 The tiow is two-dimensional in the x-y plañe. 

Analysis ( a ) We use that fact that all equations must be dimensionally homogeneous. We solve for the dimensions of 

V, 

Primary dimensions of stream function'. \y/} = [u }x{T}={y x L 

Or, in exponent form, { t//\ = {L 2 t’ 1 }. 

(b) We nondimensionalize the variables by inspection according to their dimensions, 


Nondimensionalized variables: 


X* = — V* = 

L 

y_ 

L 

* 1 
u* = u — 

L 

* 1 
v* = v — 

L 

li¬ 

li 



(c) We generate the nondimensionalized equations, 

dy/* 


u* I — | = - 


i 1 '] 

dy/* 



— 

l * J 

* 

¡i 

i 

1 1 j 


dy*(L) 


dx*(L ) 


We notice that every term in both parts of the above equation contains the ratio L/t. We divide every term by Llt to get the 
final nondimensionalized form of the equations, 


Nondimensionalized stream function equations: 


,rJ v ’ 

* dy/* 

v* - r 

dy* 

dx* 


No dimensionless groups have arisen in this nondimensionalization. 

Discussioit Since all the nondimensionalized variables scale with L and t. no dimensionless groups have arisen. 
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Chapter 7 Dimensional Analysis and Modeling 


7-32 

Solution We are to nondimensionalize the equation of motion and identify the dimensionless parameters that appear 
in the nondimensionalized equation. 


Analysis We plug the nondimensionalized variables into the equation. For example, t = t*/co and V = F V * in the 
First term on the right hand side. The result is 


co 1 l[f / m\* = wU 


dV* U ¿ t~ 
dt* L 


|k*-V*)f* 


or, after simplifying by multiplying each term by L / Vff 



2 

/ - , \ . 

froL^ 


(F/m)* = 


UJ 

\ ) 



dV* 

dt* 



( 1 ) 


We recognize the nondimensional parameter in parentheses in Eq. 1 as St, the Strouhal number. We re-write Eq. 1 as 


Nondimensionalized Newton ’s second lawfor incompressible oscillatory 


jlow : 


(St) 2 

F / m 


(r«.v«) 

v* 


Discussion We used angular frequency co in this problem. The same result would be obtained if we used physical 
frequency. Equation 1 is the basis for forming the differential equation for conservation of linear momentum for an 
unsteady, incompressible flow field. 
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Solution We are to nondimensionalize the Bernoulli equation and generate an expression for the pressure coeffícient. 

Assumptions 1 The flow is incompressible. 2 Gravitational terms in the Bernoulli equation are negligible compared to the 
other terms. 


Analysis 


We nondimensionalize the equation by dividing each term by the dynamic pressure, — pVf , 


Nondimensionalization: 


-r —— + — + 1 

\pV 2 v - , i’K' 


Rearranging, 
Pressure coeffícient : 


C„ 


P-P* 

\ P v: 



Discussion Pressure coeffícient is a useful dimensionless parameter that is inversely related to local air speed - as local 
air speed F increases, C p decreases. 
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Chapter 7 Dimensional Analysis and Modeling 


Dimensional Analysis and Similarity 


7-34C 

Solution We are to list the three primary purposes of dimensional analysis. 

Analysis The three primary purposes of dimensional analysis are: 

1. To generate nondimcnsional parameters that help in the design of experiments and in the reporting of 
experimental results. 

2. To obtain scaling laws so that prototype performance can be predieted from model performance. 

3. To (sometimes) predict trends in the relationship between parameters. 

Discussioit Dimensional analysis is most useful for difficult problems that cannot be solved analytically. 


7-35C 

Solution We are to list and describe the three necessary conditions for complete similarity between a model and a 

prototype. 

Analysis The three necessary conditions for complete similarity between a model and a prototype are: 

1 . Geometric similarity - the model must be the same shape as the prototype, but scaled by some constant scale 
factor. 

2. Kinematic similarity - the velocity at any point in the model flow must be proportional (by a constant scale 
factor) to the velocity at the corresponding point in the prototype flow. 

3. Dynamic similarity - all forces in the model flow scale by a constant factor to corresponding forces in the 
prototype flow. 

Discussioit Complete similarity is achievable only when all three of the above similarity conditions are met. 
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Solution For a scale model of a submarine being tested in air, we are to calcúlate the wind tunnel speed required to 
achieve similarity with the prototype submarine that moves through water at a given speed. 


Assumptions 1 Compressibility of the air is assumed to be negligible. 2 The wind tunnel walls are far enough away so as 
to not interfere with the aerodynamic drag on the model sub. 3 The model is geometrically similar to the prototype. 


Propendes For water at T = 15°C and atmospheric pressure, p= 999.1 kg/m 3 and ¡u = 1.138 x 10' 3 kg/m-s. For air at T = 
25°C and atmospheric pressure. p = 1.184 kg/m 3 and p= 1.849 x 1 O 5 kg/m-s. 


Analysis 


Similarity is achieved when the Reynolds number of the model is equal to that of the prototype, 


Similarity'. 


Re„ = 


Pj ¡nAn - >°P F P Z P 


P,r 


= Re P = ' 


Mv 


(1) 


We solve Eq. 1 for the unknown wind tunnel speed, 


F„ = K 


P m 

v^py 


Pv 


V Pm J 

(0.560 m/s) 


v Au j 


f 1.849xl0~ 5 kg/m-s^ 

f 999.1 kg/m 3 'j 

^1.138xl0~ 3 kg/m-s y 

1^1.184 kg/m 3 J 


(8) = 61.4 m/s 


Discussioit At this air temperature, the speed of sound is around 346 m/s. Thus the Mach number in the wind tunnel is 
equal to 61.4/346 = 0.177. This is sufficiently low that the incompressible flow approximation is reasonable. 
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Chapter 7 Dimensional Analysis and Modeling 


7-37 

Solution For a scale model of a submarine being tested in air, we are to calcúlate the wind tunnel speed required to 
achieve similarity with the prototype submarine that moves through water at a given speed. 


Assumptions 1 Compressibility of the air is assumed to be negligible. 2 The wind tunnel walls are far enough away so as 
to not interfere with the aerodynamic drag on the model sub. 3 The model is geometrically similar to the prototype. 

Properties For water at T= 15°C and atmospheric pressure, p= 999.1 kg/m 3 and ¡u = 1.138 x 10' 3 kg/m-s. For air at T = 
25°C and atmospheric pressure. p = 1.184 kg/m 3 and // = 1.849 x 10" 5 kg/m-s. 


Analysis Similarity is achieved when the Reynolds number of the model is equal to that of the prototype, 


Similarity'. 


Re., 


PJmK _ Rc _ P/¿y 

Mm P M p 


We solve Eq. 1 for the unknown wind tunnel speed, 


( \ 

Pm 

í 


= 0.560 m/s 

f 1.849xl0~ 5 kg/m-s') 

f 999.1 kg/m 3 ^ 

Ur J 

yPm ; 

< An , 

^1.138xl0~ 3 kg/m-s^ 

[ 1.184 kg/m 3 J 


(24) = 184 m/s 


( 1 ) 


At this air temperature, the speed of sound is around 346 m/s. Thus the Mach number in the wind tunnel is equal to 
184/346 = 0.532. The Mach number is sufficiently high that the incompressible flow approximation is not 
reasonable. The wind tunnel should be run at a flow speed at which the Mach number is less than one-third of the 
speed of sound. At this lower speed, the Reynolds number of the model will be too small, but the results may still be 
usable, either by extrapolation to higher Re, or if we are fortúnate enough to have Reynolds number independence, 
as discussed in Section 7-5. 


Discussion It is also unlikely that a small instructional wind tunnel can achieve such a high speed. 
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Chapter 7 Dimensional Analysis and Modeling 


7-38E 

Solution For a prototype parachute and its model we are to calcúlate drag coefficient, and determine the wind tunnel 
speed that ensures dynamic similarity. Then we are to estímate the aerodynamic drag on the model. 


Assumptions 1 The model is geometrically similar to the prototype. 

Properties For air at 60°F and standard atmospheric pressure, p = 0.07633 lbm/ft 3 and ju= 1.213 x 10' 5 lbm/ft s. 


Analysis (a) The aerodynamic drag on the prototype parachute is equal to the total weight. We can then easily 

calcúlate the drag coefficient C D , 


Drag coefficient 


C D = 


D. P 


230 lbf 


- oV' 

2 ¿V P 


A 


i(0.07633 lbm/ft 3 )(20 ftlsf n 


(24 ft)' 


32.2 lbm ft 
lbf s 2 


= 1.07 


( b ) We must match model and prototype Reynolds numbers in order to achieve dynamic similarity. 


Similarity\ 


Re„ = 


~ PvK L » 


Mr» 


= Re p =- 




We solve Eq. 1 for the unknown wind tunnel speed. 

f X 


Wind tunnel speed'. 


F = F„ 


Mm 

v^py 




V^m y 


Pm 


= (20 ft/s)(l)(l)(l2) = 240ft/s 


( 1 ) 


( 2 ) 


(c) As discussed in the text, if the fluid is the same and dynamic similarity between the model and the prototype is 
achieved, the aerodynamic drag forcé on the model is the same as that on the prototype. Thus, 

Aerodynamic drag on model'. F D m = F D = 230 lbf ( 3 ) 


Discussion We should check that the wind tunnel speed of Eq. 2 is not too high that the incompressibility 
approximation becomes invalid. The Mach number at this speed is about 240/1120 = 0.214. Since this is less than 0.3, 
compressibility is not an issue in this model test. The drag forcé on the model is quite large, and a fairly hefty drag balance 
must be available to measure such a large forcé. 
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Chapter 7 Dimensional Analysis and Modeling 


7-39 

Solution We are to discuss why one would pressurize a wind tunnel. 

Analysis As we see in some of the example problems and homework problems in this chapter, it is often difficult to 

achieve a high-enough wind tunnel speed to match the Reynolds number between a small model and a large prototype. 
Even if we were able to match the speed, the Mach number would often be too high. A pressurized wind tunnel has higher 
density air. At the same Reynolds number, the larger density leads to a lower air speed requirement. In other words, a 
pressurized wind tunnel can achieve higher Reynolds numbers for the same scale model. 

If the pressure were to be increased by a factor of 1.5, the air density would also go up by a factor of 1.5 (ideal gas 
law), assuming that the air temperature remains constant. Then the Reynolds number, Re = pVL!¡u, would go up by 
approximately 1.5. Note that we are also assuming that the viscosity does not change significantly with pressure, which is a 
reasonable assumption. 

Discussion The speed of sound is not a strong function of pressure, so Mach number is not affected significantly by 
pressurizing the wind tunnel. However, the power requirement for the wind tunnel blower increases significantly as air 
density is increased, so this must be taken into account when designing the wind tunnel. 
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Solution We are to estimate the drag on a prototype submarine in water, based on aerodynamic drag measurements 
performed in a wind tunnel. 

Assumptions 1 The model is geometrically similar. 2 The wind tunnel is run at conditions which ensure similarity 
between model and prototype. 

Properties For water at T= 15°C and atmospheric pressure, p= 999.1 kg/m 3 and p= 1.138 x 10"' kg/m-s. For air at T = 
25°C and atmospheric pressure, p= 1.184 kg/m 3 and p= 1.849 x 10" 5 kg/m-s. 


Analysis Since the Reynolds numbers have been matched, the nondimensionalized drag coefficient of the model 
equals that of the prototype, 


D, P 


jr 2 t 2 


r/ 2 t 2 
Pv V v K 


( 1 ) 


We solve Eq. 1 for the unknown aerodynamic drag forcé on the prototype, F¡ 


Ap? 


F D, p = F D,m 



(v Y 

P 

ÍV 

2 

= (2.3 N) 

( 999.1 kg/m-s 3 

í 0.560 m/s3 

v An y 

V 

V m y 

< A j 

1.184 kg/m-s J 

V 61.4 m/s J 


(8) 2 = 10.3 N 


where we have used the wind tunnel speed calculated in Problem 7-36. 


Discussion Although the prototype moves at a much slower speed than the model, the density of water is much higher 
than that of air, and the prototype is eight times larger than the model. When all of these factors are combined, the drag 
forcé on the prototype is much larger than that on the model. 
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Chapter 7 Dimensional Analysis and Modeling 


7-41E 

Solution The concept of similarity will be utilized to determine the speed of the wind tunnel. 

Assumptions 1 Compressibility of the air is ignored (the validity of this assumption will be discussed later). 2 The wind 
tunnel walls are far enough away so as to not interfere with the aerodynamic drag on the model car. 3 The model is 
geometrically similar to the prototype. 4 Both the air in the wind tunnel and the air tlowing over the prototype car are at 
standard atmospheric pressure. 


Properties 


For air at T= 25°C and atmospheric pressure, p = 1.184 kg/m 3 and /./= 1.849 x 10" 3 kg/m-s. 


Analysis Since there is only one independent n in this problem, similarity is achieved if n 2 , m = n 2 . p , where Tl 2 is the 
Reynolds number. Thus, we can write 


IR = Re m - = Fl ? = Re 

z,m m z,p p 

Pm 


P p V p L p 

P P 


which can be solved for the unknown wind tunnel speed for the model tests, V m , 


V_ = K 


Pm 

v^ry 


Pm 


v Au j 


(60.0 mph)(l)(l)(4) = 240mph 


Thus, to ensure similarity, the wind tunnel should be run at 240 miles per hour (to three significant digits). 

Discussioit This speed is quite high, and the wind tunnel may not be able to run at that speed. We were never given the 
actual length of either car, but the ratio ofZ p to L m is known because the prototype is four times larger than the scale model. 
The problem statement contains a mixture of SI and English units, but it does not matter since we use ratios in the algebra. 


7-42E 

Solution 

wind tunnel. 


We are to estimate the drag on a prototype car, based on aerodynamic drag measurements performed in a 


Assumptions 1 The model is geometrically similar. 2 The wind tunnel is run at conditions which ensure similarity 
between model and prototype. 

Properties For air at T= 25°C and atmospheric pressure, p= 1.184 kg/m 3 and p = 1.849 x 10" 5 kg/m s. 

Analysis Following the example in the text, since the Reynolds numbers have been matched, the nondimensionalized 

drag coefficient of the model equals that of the prototype, 


°,p 


jr 2 r 2 ir 2 T 2 

p V L p V L 

r m m m / p p p 

We solve Eq. 1 for the unknown aerodynamic drag forcé on the prototype, F, 


( 1 ) 


D, p? 


F D, p = F D, m 



(V 

2 

f 4 ] 

K Pm j 



v An y 


= (36.5 lbf)(l) 


60.0 mph 
240 mph 


(4) 2 = 36.5 lbf 


where we have used the wind tunnel speed calculated in the previous problem. 


Discussioit Since the air properties of the wind tunnel are identical to those of the air ílowing around the prototype car, 
it turns out that the aerodynamic drag forcé on the prototype is the same as that on the model. This would not be the case if 
the wind tunnel air were at a different temperature or pressure compared to that of the prototype. 
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Chapter 7 Dimensional Analysis and Modeling 


7-43 

Solution We are to discuss whether coid or hot air in a wind tnnnel is better, and we are to support our answer by 
comparing air at two given temperatures. 

Properties For air at atmospheric pressure and at T= 10°C, p = 1.246 kg/m 3 and // = 1.778 x 10" 5 kg/m-s. At T = 50°C, 
p= 1.092 kg/m 3 and p = 1.963 x 10" 5 kg/m-s. 


Analysis As we see in some of the example problems and homework problems in this chapter, it is often difficult to 
achieve a high-enough wind tunnel speed to match the Reynolds number between a small model and a large prototype. 
Even if we were able to match the speed, the Mach number would often be too high. Coid air has higher density than warm 
air. In addition, the viscosity of coid air is lower than that of hot air. Thus, at the same Reynolds number, the colder air 
leads to a lower air speed requirement. In other words, a coid wind tunnel can achieve higher Reynolds numbers than 
can a hot wind tunnel for the same scale model, all else being equal. We support our conclusión by comparing air at two 
temperatures, 


Comparíson of Reynolds numbers : 


A 

Re coid _ Acoid .... A oíd Ahot _ 1 -246 kg/m 3 1.963xl(T 5 kg/m-s 
Re h0 , Aot R ¿ Pho, Aoid 1-092 kg/m 3 1.778x1o -5 kg/m-s 
Pho, 


Thus we see that the colder wind tunnel can achieve approximately 26% higher Reynolds number, all else being 
equal. 


Discussion There are other issues however. First of all, the denser air of the coid wind tunnel is harder to pump - the 
coid wind tunnel may not be able to achieve the same wind speed as the hot wind tunnel. Furthermore, the speed of sound 
is proportional to the square root of temperature. Thus, at colder temperatures, the Mach number is higher than at warmer 
temperatures for the same valué of V. and compressibility effects are therefore more significant at lower temperatures. 
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Solution We are to calcúlate the speed and angular velocity (rpm) of a spinning baseball in a water channel such that 
ílow conditions are dynamically similar to that of the actual baseball moving and spinning in air. 

Properties For air at T= 20°C and atmospheric pressure, p = 1.204 kg/m 3 and p = 1.825 x 10" 5 kg/m-s. For water at T = 
20°C and atmospheric pressure, p = 998.0 kg/m 3 and p = 1.002 x 10' 3 kg/m-s. 


Analysis The model (in the water) and the prototype (in the air) are actually the same baseball, so their characteristic 
lengths are equal, L m = L p . We match Reynolds number, 


Re 


m 


PmKn^m _ _ Pp^P^P 

Pm P Pp 


( 1 ) 


and solve for the required water tunnel speed for the model tests, V m 


F =V 


Pn, 

yPpy 


A 

P m 


y 


= (80.0 mph) 


1.002xlO -3 kg/m-s 
v 1.825xl0 -5 kg/m-s 


1.204 kg/m 3 
998.0 kg/m 3 


(l) = 5.30 mph 


( 2 ) 


We also match Strouhal numbers, recognizing that ñ is proportional to f 


_ ./m^m _ v ^nr^in 


"p L p 


from which we solve for the required spin rate in the water tunnel, 


f r V y A 


V^m y 


V K P y 


= (300 rpm)(l) 


5.30 mph 
v 80.0 mph 


= 19.9 rpm 


(3) 


(4) 


Discussion Because of the difference in fluid properties between air and water, the required water tunnel speed is much 
lower than that in air. In addition, the spin rate is much lower, making flow visualization easier. 
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Chapter 7 Dimensional Analysis and Modeling 


Dimensionless Parameters and the Method of Repeating Variables 
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Solution We are to verify that the Archimedes number is dimensionless. 
Analysis Archimedes number is defined as 


Archimedes number. 


A * = ^y L {Ps~p) 


( 1 ) 


We know the primary dimensions of density, gravitational acceleration, length, and viscosity. Thus, 

L 3 


Primary dimensions of Archimedes number. 


{Ar} = 


L 3 t 2 


m 

TJt 2 " 


= i 


( 2 ) 


Discussion If the primary dimensions were not unity, we would assume that we made an error in the dimensions of one 
or more of the parameters. 
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Solution We are to verify that the Grashof number is dimensionless. 
Analysis Grashof number is defined as 


Grashof number. 


Gr = 


gj3\AT\L 3 p 2 

P 2 


(1) 


We know the primary dimensions of density, gravitational acceleration, length, temperature, and viscosity. The dimensions 
of coefficient of thermal expansión [:í are 1/temperature. Thus, 


Primary dimensions of Grashof number. 


{Gr} = 


t 2 T L 6 

2 


L 2 t 2 



( 2 ) 


Discussion If the primary dimensions were not unity, we would assume that we made an error in the dimensions of one 
or more of the parameters. 
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Solution We are to verify that the Rayleigh number is dimensionless, and determine what other established 
nondimensional parameter is formed by the ratio of Ra and Gr. 


Analysis Rayleigh number is defined as 
Rayleigh number. 


Ra = 


g p\\T\Üp 2 c p 

kp 


( 1 ) 


We know the primary dimensions of density, gravitational acceleration, length, temperature, and viscosity. The dimensions 
of coefficient of thermal expansión (¡ are 1/temperature, those of specific heat c p are length 2 /time 2 temperature (Problem 7- 
14), and those of thermal conductivity k are mass-length/time 3 temperature. Thus, 


Primary dimensions of Rayleigh number. 


{Ra} = 


4-tl 3 

t 2 T L 6 t 2 T 


mL m 
?T Lt 


= 1 


( 2 ) 


We take the ratio of Ra and Gr: 


Ratio of Rayleigh number and Grashof number : 


Ra 

Gr 


gj3\ AT\L 3 p 2 c p 
k/j 


gp A T Úp 


P 


c p P 

k 


(3) 


We recognize Eq. 3 as the Prandtl number, 
Prandtl number'. 


Ra _ c p p _ pc p p _ y 
Gr k pk a 


(4) 


Discussion Many of the established nondimensional parameters are formed by the ratio or product of two (or more) 
other established nondimensional parameters. 
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Solution We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 
ns). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: h = f(a>,p,g,R) n = 5 (1) 


Step 2 The primary dimensions of each parameter are listed, 


h 



P 

m'lT 3 



R 



Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n- j = 5-3 = 2 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we 
elect not to pick the viscosity. We choose 

Repeating parameters : o, p, and R 


Step 5 The dependent TI is generated: 

n, = hco°'p b 'F' {n,} = {(L 1 )(t- 1 )“ 1 (m'L -3 )*' (üf } 


mass: 

3 

o 

ii 

3 

-Sr 

0 = 6, 

6, =0 

time: 


0 = -a. 

a, = 0 

length: 

{l 0 } = {l‘L~ 36 ‘L C| } 

0 = 1 - 36, + c, 

c, =-l 

The dependent If is thus 



n i: 


„ h 
IT, = — 

1 R 



The second Pi (the only independent n in this problem) is generated: 

n 2 

= gco ai p kl R Cl 


Tí’) 

mass: 

& 

ii 

o 

0 = 6 2 

6 2 = 0 

time: 

|t°J = |t _2 t" a2 } 

0 = -2 — a 2 

a 2 = -2 
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Chapter 7 Dimensional Analysis and Modeling 


length: 

which yields 

n 2 : 


L° 1 = ÍL'L^L" 2 


0 = 1-3 b, + c 2 
0 = 1 + c. 


c 2 = -1 


n, = 


g 

orR 


lf we take TL to the power -1/2 and recognize that coR is the speed of the rim, we see that n 2 can be modified into a 

Froude number, 


Modified n 2 : 


TL = Fr = 


a>R 

sfgR 


Step 6 We write the final functional relationship as 

Relationship between TL: 



( 2 ) 


Discussion In the generation of the first n, h and R have the same dimensions. Thus, we could have immediately 
written down the result. Id = h/R. Notice that density p does not appear in the result. Thus, density is not a relevant 
parameter after all. 
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Solution We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 
ns). 


Step 1 There are seven parameters in this problem; n = 7, 

List of relevant parameters: h = f(a>,p,g,R,t,ju) n = 7 (1) 


Step 2 The primary dimensions of each parameter are listed, 


h 






R 



R 



Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reductioir. j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n- j = 7- 3 = 4 

Step 4 We need to choose three repeating parameters since j = 3. For convenience we choose the same repeating 
parameters that we used in the previous problem, 

Repeating parameters: co, p. and R 


Step 5 The First two lis are identical to those of the previous problem: 
n,: 
and 

n 2 : 


„ h 

n, = — 

R 


n 2 = 


coR 


JgR 


where TL is identified as a form of the Froude number. The third TI is fornied with time t. Since repeating parameter co 
has dimensions of 1/time, it is the only one that remains in the If. Thus, without the formal algebra, 


FE: 


Finally, n 4 is generated with liquid viscosity, 


II, = cot 


n 4 = pco“' p b 'R c ' 


{n 4 }.{( m l L-',-')(r')-(m'L-)*'(L'fj 


mass: {m°}={mV*} 

0 = 1 + ¿> 4 

b 4 = -1 

time: {t 0 } = {r't^} 

O 

II 

1 

1 

_a 

a 4 = -1 

length ' {l 0 } = {l^ 1 l- 3Íi l íi } 

0 = -1 - 3¿> 4 + c 4 

c 4 = -2 

( J ( i 

c 4 = 1 + 3 b 4 


The final n is thus 
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n 4 : 



( 2 ) 


If we invert n 4 and recognize that a>R is the speed of the rim, it becomes clear that n 4 of Eq. 2 can be modified into a 

Reynolds number, 

Modified n 4 : 11 4 = / ^ R -=Rc (3) 


Step 6 We write the final functional relationship as 

Relationship between EL?: 


— = /(Fr,firf,Re) 


(4) 


Discussion Notice that this time density p does appear in the result. There are other acceptable answers, but this one has 
the most established dimensionless groups. 
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Solution We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 
ns). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: f k = f(V,p,/u,D) n = 5 

Step 2 The primary dimensions of each parameter are listed, 

fk V p p D 

{lV} {m'lT 3 } {mVr 1 } {L 1 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n- j = 5-3 = 2 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we 
elect not to pick the viscosity. We choose 

Repeating parameters : V, p, and D 


Step 5 The dependent TI is generated: 

n , =f k v a 'p b 'D c ' {n 1 } = ((f 1 )(L 1 f i r (m‘L” 3 ) fcl ( l T 


mass: 

3 

o 

ii 

3 

O 

II 

II 

O 

time: 

{t°} = {r 1 r“'} 

o 

II 

1 

1 

J5 

a \ ~ 

length: 

|l° | = |l"'L“ 3i, L q | 

0 = a ¡ - 3b¡ + Cj 

c, =1 


The dependent Id is thus 

n i: 


n, =M = St 


where we have identified this Pi as the Strouhal number. 

The second Pi (the only independent n in this problem) is generated: 


n 2 = pV ai p h 'D' h 


{n 2 }= (m'L-'t-'JfL't-'ffm'L - 3 ) 62 (L‘) C 


mass: j m °U m'm^ 


0 = 1 + b 1 b 2 1 


time: (t°l = (t _1 r“ 2 


0 = —1 —a, a 2 ~ 1 
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Step 6 We write the final functional relationship as 

Relationship between LLv: 



Discussion We cannot tell from dimensional analysis the exact form of the functional relationship. However, 
experiments verify that the Strouhal number is indeed a function of Reynolds number. 
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Solution We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 
ns). 

Step 1 There are six parameters in this problem; n = 6, 

List of relevant parameters: f k = / (V , p, p,D,c) n = 6 (1) 

Step 2 The primary dimensions of each parameter are listed, 

fk V p p D c 



Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reductioir. j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n-j = 6-3 = 3 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we 
elect not to pick the viscosity. We choose 

Repeating parameters: V, p, and D 


Step 5 The dependent TI is generated: 


U í =f k V a 'p h 'D" 


í n i} = !(t ')( L ', )' ( m 'V : 



mass: 

-cT 

g 

II 

o 

O 

II 

II 

O 

time: 

{t°} = {r 1 r“'} 

o 

II 

1 

1 

J5 

a l 

length: 

{L°} = {L a > I© 3 * 1 IT 1 } 

0 = a l - 3b, + c, 

c, =1 


The dependent n is thus 

n i: 


n, 


= ád 

V 


= St 


where we have identified this Pi as the Strouhal number. 

The second Pi (the first independent fl in this problem) is generated: 


fl 2 = pV" 2 p bl D C2 


{n 2 } = {(m'L-T')(LT'f(m‘L-f(L'f 


mass: j m 0 = mV= 


0 = 1 + b 1 b 2 1 


time: (t°l = (t _1 r“ 2 


0 = -1-a, a 2 — 1 
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length: 


L° j = j L -1 L“ 2 L~ 3Í2 V 2 1 


O = -1 + a 2 -3 b 2 +c 2 
O — — 1 —1 + 3 +c. 


c 2 = -1 


which yields 

n, : n,=^- 

- pVD 

We recognize this n as the inverse of the Reynolds number. So, after inverting, 

■ TT _ pVD _ T, , , _ T) a 


Modified n 2 : 


II, = —-= Reynolds number = Re 


The third Pi (the second independent II in this problem) is generated: 


n, = crp i> D C! 


m° i = I m* 3 


t°U tV 


length: 


L°U 


II 

"p' 

[m'V 3 f ( L ‘f) 

o 

II 

II 

O 

o 

II 

1 

1 

ja 

a 3 = -1 

0 = 1 + a 3 - 3¿ 3 + c 3 

II 

O 


0 = 1 -1 + c. 


which yields 

n 3 : 


n, = — 
3 V 


We recognize this n as the inverse of the Mach number. So, after inverting, 

V 

Modified n 3 : IT, = — = Mach number = Ma 

c 

Step 6 We write the final functional relationship as 


Relationship between n.v: 


St = /(Re,Ma) 


Discussion We have shown all the details. After you become comfortable with the method of repeating variables, you 
can do some of the algebra in your head. 
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We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: W = / (®, p,¡u,D) n = 5 (1 ) 

Step 2 The primary dimensions of each parameter are listed, 

W co p R D 

{m'LV 3 } {r 1 } {m'L- 3 } {mVr 1 } {L 1 } 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TL?: k = n- j = 5-3 = 2 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we 
elect not to pick the viscosity. We choose 

Repeating parameters : co, p, and D 


Step 5 The dependent n is generated: 

n, = Wü)“'p b 'D c ' {n,} = j(m 1 L 2 t _ 3 )(t _1 ) ai ( m 1 !^)* 1 (L 1 )"' J 


mass: 

jm°| = jmV¡ 

0 = 1 + 6, 

b i 

= -l 

time: 

jt°} = {r 3 f fl ') 

0 = -3 - a, 

a \ 

= -3 

length: 

{l°} = {l 2 l- 34i U'} 

0 = 2 - 36, + c, 

c \ 

= -5 


The dependent TI is thus 


n i: 


n,= 


w 

— - = N 

5 3 ly P 


pD co 


where we have defined this Pi as the power number (Table 7-5). 

The second Pi (the only independent If in this problem) is generated: 


n 2 = pco" : p lh D‘ 2 


{nJ = j( mVrl )( r T (m' L "f ( L ‘) 


mass: 


{m°} = {m'm Í! ) 


0 = l + b 2 


6 , = -1 
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Chapter 7 Dimensional Analysis and Modeling 


time: 




O = -l-o. 


a 2 = -1 


length: 

which yields 

n 2 : 


L u 1 = |L- 1 L- 362 L C2 


O = -1-3 b 2 +c 2 
0 = —1 + 3 + c, 


c 2 = -2 


n ;=^T. 


pD o) 


Since D® is the speed of the tip of the rotating stirrer blade, we recognize this n as the inverse of a Reynolds number. So, 
after inverting, 


Modified n 2 : 


n 2 = 


pD 2 a> _ p{Da>)D 


A 


M 


= Reynolds number = Re 


Step 6 We write the final functional relationship as 

Relationship between Hs: 


N P = / (Re) 


( 2 ) 


Discussion After some practice you should be able to do some of the algebra with the exponents in your head. Also, we 
usually expect a type of Reynolds number when we combine viscosity with a density, a length, and some kind of speed, be 
it angular speed or linear speed. 
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Solution We are to determine the dimensionless relationship between the given parameters 
Assumptions 1 The given parameters are the only relevant ones in the problem. 


Analysis The dimensional analysis is identical to the previous problem except that we add two additional 
independent parameters, both of which have dimensions of length. The two Tls of the previous problem remain. We get two 
additional lis since n is now equal to 7 instead of 5. There is no need to go through all the algebra for the two additional Tls 
- since their dimensions match those of one of the repeating variables ( D ), we know that all the exponents in the n will be 
zero except the exponent for l). which will be -1. The two additional Tls are 

IR and IR: IR =^üt n 

3 D D 


The final functional relationship is 
Relationship between Hs: 


N P =f 


Re, 


^7ank ^surface 


D 


D 


( 1 ) 


Discussion We could also manipúlate our lis so that we have other length ratios like /? sl i rfacl ./D líl , lk , etc. Any such 
combination is acceptable. 


7-37 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F wwwfelsoiucionario.net 



















7-54 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: 8 = f(x,V,p,p) n = 5 (1) 

Step 2 The primary dimensions of each parameter are listed, 

8 x V p p 

L 1 } {L 1 } {L't 1 } {m‘L- 3 } {mtV 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j — 3 

If this valué of j is correct, the expected number of lis is 
Number of expected lis: k = n- j = 5-3 = 2 


Step 4 We need to choose three repeating parameters since j = 3. We pick length scale x, density p, and freestream 
velocity V. 

Repeating parameters: x, p , and V 


Step 5 The lis are generated. Note that for the first TI we can do the algebra in our heads since the relationship is 
very simple. Namely, the dimensions of 8 are identical to those of one of the repeating variables (jc). In such a case 
we know that all the exponents in the TI group are zero except the one for x, which is -1. The dependent If is thus 

n,: n,-£ 

X 


The second II is formed with viscosity, 


n 2 = px a p h v c 

{n 2 } = {(m 1 L- | r 1 )(L 1 )"(m 1 L- 3 )' 


mass: { m °} = {mV} 

0 = 1 + b 

b = - 1 

1 

II 

o 

.5 

0 = -l-c 

c = —1 

length: { L 0j = | L -. L ^ L cJ 

0 = -l + a-3b + c 

0 = -1 + a + 3-1 

a = -1 

which yields 




n 2 : 


LL 


Jf_ 

pVx 


We recognize this If as the inverse of the Reynolds number. 
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Modified n 2 = Reynolds number based on x: 


n, 


= Re 


x 


pVx 

P 


Step 6 We write the final funcfional relationship as 
Relationship between 11?: 


S_ 

x 


/( R eJ 


Discussion We cannot determine the form of the relationship by purely dimensional reasoning since there are two lis. 
However, in Chap. 10 we shall see that for a laminar boundary layer, f!, is proportional to the square root of n 2 . 
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Solution We are to create a scale for volume flow rate and then define an appropriate Richardson number. 


Analysis By “back of the envelope” reasoning (or by inspection), we define a volume flow rate scale as L 2 V. Then 
the Richardson number can be defined as 


Richardson number. 


Rj ¿gAp ÜgAp 

LgAp 

pV 2 p{üv ) 2 

pV 2 


(1) 


Discussion It is perhaps more clear from the form of Eq. 1 that Richardson number is a ratio of buoyancy forces to 
inertial forces. 
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We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are six parameters in this problem; n = 6, 

List of relevant parameters: u = f (¡u,V,h,p,y) n = 6 (1) 

Step 2 The primary dimensions of each parameter are listed, 

u p V h p y 

L'r 1 } {m'L-'r 1 } {L'r 1 } {l 1 } jmt 3 ) {l 1 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 6-3 = 3 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we 
elect not to pick the viscosity. It is better to pick a fixed length (/?) rather than a variable length (y); otherwise y would 
appear in each Pi, which would not be desirable. We choose 

Repeating parameters: V, p , and h 


Step 5 The dependent If is generated: 

IT, = uV a 'p b 'h Cl {n,} =((L't ')(L't ‘J " 1 (m'L -3 )* 1 (L 1 )' 1 } 


mass: 

M=M 

O 

II 

II 

O 

time: 

{t°} = {t“ 1 r ai } 

o 

II 

1 

1 

JS 

a \ - 

length: 

{l 0 } = {l i l‘ ,i l^ 34i l í| } 

0 = 1 + a, - 3h, + c, 

II 

O 


The dependent n is thus 



The second Pi (the first independent n in this problem) is generated: 

{n 2 } = {(m 1 L- 1 t- | )(L 1 r I f (m'L-ffL'f) 

0 = 1 + b 2 b 2 = 


n 2 = pV a ^p' h N- 


mass: l m 0 = mV 
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time: 


t° = r’r " 2 


O = -l-a. 


a 2 = -1 


length: 


L° = r'L^L^U 2 


which yields 

n 2 : 


O = -l + a 2 -3 b 2 +c 2 
O = -1-1 + 3 + c 7 


n 2 = 


c 2 = -1 


f¿ 

pVh 


We recognize this n as the inverse of the Reynolds number. So, after inverting, 


Modified n 2 : 


pVh 

II, =-= Reynolds number = Re 


The third Pi (the second independent n in this problem) is generated: 

\h, l_ , \c , 


n 3 = yV a¡ fP > h e> 


{n 3 }= (L'JfL'r'ffm'L- 3 ) (L'f 


mcss: í m° 1 = í m* 3 


0 = 


¿3=0 


time: Jt°l = lt' a ’ 


0 = -a. 


a 3 = 0 


length: 


{l°} = {l 1 l“ 3 l- 3 í,! l C3 


which yields 

n 3 : 


0 = 1 + a 3 - 3¿ 3 + c 3 
0 = 1 + c. 


n -=í 


c 3 =-l 


Step 6 We write the final functional relationship as 

Relationship between TLs: 


“=/ Re,— 
V { h 


( 2 ) 


Discussion We notice in the first and third TIs that when the parameter on which we are working has the same 
dimensions as one of the repeating parameters, the n is simply the ratio of those two parameters (here u/V and y/h). 
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7-57 

Solution 

Assumptions 

Analysis 

ns). 

Step 1 There are seven parameters in this problem; n = 7, 

List of relevant parameters: u = f(¡u,V,h,p,y,t) n = l (1) 

Step 2 The primary dimensions of each parameter are listed, 

u /j V h p y t 

L'r 1 } {m'L-'r 1 } {L'r 1 } {l 1 } jm'L- 5 } {l 1 } {t 1 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected flv: k = n-j = 7-3 = 4 

Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines outlined in this chapter, we do 
not pick the viscosity. It is better to pick a fixed length (/?) rather than a variable length (y); otherwise y would appear in 
each Pi, which would not be desirable. It would also not be wise to have time appear in each parameter. We choose 

Repeating parameters: V, p , and h 

Step 5 The lis are generated. The first three lis are identical to those of the previous problem, so we do not inelude 
the details here. The fourth n is formed by joining the new parameter t to the repeating variables, 

n 4 = tF>H c * {n 4 } = {(t 1 )(L 1 r 1 f (m 1 © 3 /’ 4 (L‘f } 


We are to use dimensional analysis to find the functional relationship between the given parameters. 

1 The given parameters are the only relevant ones in the problem. 

The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 


mass: 


O 

II 

O 

II 

time: 

{ t °} ={t't-^} 

0 = 1 - a 4 

a 4 =1 

length: 

{l 0 } = {l"'L' 3Í4 L Cí } 

0 = a 4 - 3b 4 + c 4 

C 4 = — 1 


This If is thus 


Step 6 Combining this result with the first three lis 

Relationship between TXv: 


from the previous problem, 


u 

V 


= / 



( 2 ) 


Discussion As t —> oo, n 4 becomes irrelevant and the result degenerates into that of the previous problem. 
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7-58 

Solution We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are four parameters in this problem; n = 4, 

List of relevant parameters: c = f{k,T,R gas ) n = 4 (1) 

Step 2 The primary dimensions of each parameter are listed; the ratio of speciííc heats k is dimensionless. 

c k T 

{l 1 t 1 } {i} {t 1 } |L 2 r 2 T -1 J 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (T, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 4-3 = 1 

Thus we expect only one If. 

Step 4 We need to choose three repeating parameters since j = 3. We only have one choice in this problem, since there are 
only three independent parameters on the right-hand side of Eq. 1. However, one of these is already dimensionless, so it is a 
If all by itself. In this situation we reduce j by one and continué, 

Reduction: j = 3-1 = 2 

If this revised valué of j is correct, the expected number of lis is 

Number of expected TXv: k=n-j=4-2=2 

We now expect two lis. We choose two repeating parameters since j = 2, 

Repeating parameters: T andi? gas 

Step 5 The dependent n is generated: 

n, =cT°'Rj {nj = {(L'r 1 )(T 1 )“' (lW)'’ 1 } 


time: 



O 

II 

1 

1 

K> 

b x 

= -1/2 

temperature: 

jr¡ 

| = {r^} 

a \ = 

a \ 

= -1/2 

length: 


= {L'L 2 * 1 } 

0 = 1 + 2^ 

h x 

= -1/2 


Fortunately the two results for exponent b\ agree 

n i: 
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. The dependent II is thus 

n, = c 


1 Vv 






The independent TI is already known, 

n 2 : 


Chapter 7 Dimensional Analysis and Modeling 


n 2 =k 

Step 6 We write the final functional relationship as 
Relationship between TLs: 

Discussion We cannot tell from dimensional analysis the exact form of the functional relationship. However, in this 
case the result agrees with the known equation for speed of sound in an ideal gas, c = yJkR g¡¡s T . 
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7-59 

Solution 

Assumptions 

Analysis 
lis). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevantparameters: c = f (k,T,R u ,M^ n = 5 (1) 

Step 2 The primary dimensions of each parameter are listed; the ratio of speciííc heats k is dimensionless. 

c k T R u M 

(L't l } {1} {T 1 } {mVr'T-'N -1 } {m'N’ 1 } 

Step 3 Asa first gucss, / is set equal to 5, the number of primary dimensions represented in the problem (m, T, L, N, and 
t). 

Reduction: j = 5 

If this valué of j is correct, the expected number of lis is 

Number of expected flv: k = n- j = 5-5 = 0 

Obviously we cannot have zero lis. We check that we ha ve not missed a relevant parameter. Convinced that we have 
included all the relevant parameters we reduce j by 1: 

Reduction : j = 5-1 = 4 

If this valué of j is correct, the expected number of lis is 

Number of expected flv: k = n-j = 5-4 = 1 


We are to use dimensional analysis to find the functional relationship between the given parameters. 

1 The given parameters are the only relevant ones in the problem. 

The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 


Step 4 We need to choose four repeating parameters since j = 4. We only have one choice in this problem, since there are 
only four independent parameters on the right-hand side of Eq. 1. However, one of these is already dimensionless, so it is a 
n all by itself. In this situation we reduce j by one ( again ) and continué, 

Reduction : y =4 — 1 = 3 

If this revised valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n- j = 5-3 = 2 

We now expect two lis. Since j = 3 we choose three repeating parameters, 

Repeating parameters : T, M, and R u 


Step 5 The dependent If is generated: 


n, = cT“'M b 'Rf 


{n,} = j(L 1 r 1 )(T 1 )°' (rn'n'f (m'L'f'r'r 1 )' 1 1 


time: 



0 = -1- 2c, 


c¡ = —1/2 


mass: 



m b 'm c¡ 


0 = b 1 +c l b { = -c, 


\ = 1/2 
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Chapter 7 Dimensional Analysis and Modeling 


amount of 
matter: 


= {n^n~ C i | 

0 = -6j - c, b, = -c, 

6, =1/2 

temperature : 

( T ”l 

_ í r p a l r p- c l 1 

O 

II 

1 

o 

ja 

II 

a, =-1/2 

length: 

L 

II 

7-T 

To 

0 = 1 + 2Cj 

c¡ =-1/2 


Fortunately the two results for exponent b¡ agree, and the two results for exponent c¡ agree. (If they did not agree, we would 
search for algebra mistakes. Finding none we would suspect that j is not correct or that we are missing a relevant parameter 
in the problem.) The dependent TI is thus 


n i: 


n,= 


c4m 

Jrj 


The independent n is already known, 

TL: TF = £ 


Step 6 We write the final functional relationship as 


Relationship between Hs: 





( 2 ) 


Discussion Since we know that R g¡ts = RJM, we see that the result here is the same as that of the previous problem. 
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7-60 

Solution 

Assumptions 

Analysis 
ns). 

Step 1 There are three parameters in this problem; n = 3, 

List of relevant parameters: c=f(j,R gas ) n = 3 (1) 


We are to use dimensional analysis to find the functional relationship between the given parameters. 

1 The given parameters are the only relevant ones in the problem. 

The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 


Step 2 The primary dimensions of each parameter are listed, 

c T f? gas 

{L’t '} {T 1 } {lY 2 ^ 1 } 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (T, L, and t). 

Reductioir. j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 3-3 = 0 

Obviously this is not correct, so we re-examine our initial assumptions. We can add another variable, k (the ratio of specific 
heats) to our List of relevant parameters. This problem would then be identical to Problem 7-58. Instead, for instructional 
purposes we reduce j by one and continué, 

Reductioir. j = 3-1 = 2 

If this revised valué of j is correct, the expected number of Tls is 
Number of expected TXv: k = n — j = 3-2 = 1 

We now expect only one If. 

Step 4 We need to choose two repeating parameters since j = 2. We only have one choice in this problem, since there are 
only two independent parameters on the right-hand side of Eq. 1, 

Repeating parameters : T and R s¡¡ s 


Step 5 The dependent n is generated: 

n t =cT a 'Rj {n i } = {(L 1 t- 1 )(T 1 ) ai (L 2 t- 2 T- I f } 


time\ 

{'•} 

= {t _1_2i1 } 

0 = -1-2 b, 


= -1/2 

temperature: 

j T °, 

| = {r^} 

a \ = b] 

a¡ 

= -1/2 

lengtlr. 

f L ") 

= |l'l 2Í| } 

0 = 1 + 2 b t 

h \ 

= -1/2 


Fortunately the two results for exponent h\ agree. The dependent If is thus 
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n i: 


n, 




Step 6 Since there is only one n, it is a ñinction of nothing. This is only possible if we set the n equal to a constant. We 
write the final functional relationship as 


Relationship between lis: 


n = — 

c 

V 

i — vUllOlCllll 

IR T 

gas 


Discussion Our result represents an interesting case of “luck”. Although we failed to inelude the ratio of specific heats k 
in our analysis, we nevertheless obtain the correct result. In fact, if we set the constant in Eq. 2 as the square root of k, our 
result agrees with the known equation for speed of sound in an ideal gas, c = yjkR g¡is T . 
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7-61 

Solution We are to use dimensional analysis to fmd the functional relationship between the given parameters, and 
compare to the known equation for an ideal gas. 

Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

ns). 

Step 1 There are three parameters in this problem; n = 3, 

List of relevant parameters: c=f(P,p ) n = 3 (1) 

Step 2 The primary dimensions of each parameter are listed, 

c P p 

{L'r 1 } {mVr 2 } {m‘L- 3 } 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n - j = 3- 3 = 0 

Obviously this is not correct, so we re-examine our initial assumptions. If we are convinced that c is a function of only P 
and p, we reduce j by one and continué, 

Reduction: j = 3-1 = 2 

If this revised valué of j is correct, the expected number of lis is 
Number of expected TXv: k = n- j = 3-2 = 1 

We now expect only one TI. 

Step 4 We need to choose two repeating parameters since j = 2. We only have one choice in this problem, since there are 
only two independent parameters on the right-hand side of Eq. 1, 

Repeating parameters: P and p 


Step 5 The dependent TI is generated: 


n, 

= cP“'p b ' 



time: 

{t 0 } = {r'r 2 “'} 

0 = -l-2a, 

a, =-1/2 

mass: 

{m°| = jm‘ !l m í ’ 1 j 

O 

II 

+ 

II 

ho 

length: 

{l 0 } = {l i L- 2 i, 'L- 3í ’ 1 } 

0 = 1 - a 1 - 3b t 

o=i+|-4 

O 

II 

o 


Fortunately the exponents for length agree with those of mass and time. The dependent TI is thus 
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Step 6 Since there is only one n, it is a function of nothing. This is only possible if we set the n equal to a constant. We 
write the final functional relationship as 


Relationship betw’een lis: 



The ideal gas equation is P = pR m T, or Plp = R,¿¡^T. Thus, Eq. 2 can be written as 
Alternative result using ideal gas law: c = constant ^R g¡iS T (3) 


Equation 3 is indeed consistent with the equation e = . 




Discussion There is no way to obtain the valué of the constant in Eq. 2 or 3 solely by dimensional analysis, but it turns 
out that the constant is the square root of k. 


7-50 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www^elsoTucionario.net J 6 F 






7-62 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to use dimensional analysis to find a ñinctional relationship bctwccn F D and variables V. L, and //. 

Assumptions 1 We assume Re « 1 so that the creeping flow approximation applies. 2 Gravitational effects are irrelevant. 
3 No parameters other than those listed in the problem statement are relevant to the problem. 

Analysis We follow the step-by-step method of repeating variables. 

Step 1 There are four variables and constants in this problem; n = 4. They are listed in ñinctional form, with the 
dependent variable listed as a function of the independent variables and constants: 

List of relevant parameters'. F D = f(V,L,/u ) n = 4 

Step 2 The primary dimensions of each parameter are listed. 

F D V L p 

{m'L'r 2 } {L'r 1 } {l 1 } {m'L-'r 1 } 

Step 3 Asa first guess, we set j equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction : j — 3 

If this valué of j is correct, the number of lis expected is 
Number of expected TL: k = n-j = 4-3 = 1 


Step 4 Now we need to choose three repeating parameters since j = 3. Since we cannot choose the dependent variable, our 
only choices are V, L, and //. 


Step 5 Now we combine these repeating parameters into a product with the dependent variable F D to create the 
dependent If, 

Dependent ff: II, = F D V a 'L b '/j c ' (1) 


We apply the primary dimensions of Step 2 into Eq. 1 and forcé the If to be dimensionless, 
Dimensions q/TI i: 

{n,} = |m 0 L°t°J = [F^'Ú ju c ' } = {(m'L'r 2 )(L'r 1 )"' (L 1 f (mVr 1 f 


Now we equate the exponents of each primary dimensión to solve for exponents a\ through c\. 


mass: 

jm 0 } = jm'm Cl ) 

0 = 1 + c, 

c, =-l 

time: 

|t°} = (r 2 r" i r Ci ] 

o 

II 

1 

K> 

1 

1 

o 

a 1 = -1 

length: 

{l°} = {l i L‘ , 'L^L“ C| } 

0 = 1 + a, + hj - Cj 

*,=-1 


Equation 1 thus becomes 

n,: 


n, 


_ f d 

pVL 


( 2 ) 


Step 6 We now write the ñinctional relationship between the nondimensional parameters. In the case at hand, there is 
only one El, which is a function of nothing. This is possible only if the If is constant. Putting Eq. 2 into standard ñinctional 
form, 
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Relationship between lis: 


n, 


Fp 

pVL 


/(nothing) = constant 


( 3 ) 


or 

Result of dimensional analysis : 


F d = constant • /uVL 


( 4 ) 


Thus we have shown that for creeping flow around an object, the aerodynamic drag forcé is simply a constant multiplied by 
/uVL, regardless of the shape of the object. 


Discussion This result is very significant because all that is left to do is find the constant, which will be a function of 
the shape of the object (and its orientation with respect to the flow). 
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Solution We are to find the functional relationship between the given parameters and ñame any established 
dimensionless parameters. 

Assumptions 1 The given parameters are the only ones relevant to the flow at hand. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

ns). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters : V = / (d p ,{ y p p - p), p, g) n = 5 (1) 

Step 2 The primary dimensions of each parameter are listed, 

V d p (p p - p) p g 

{LV} {L 1 } {m'L- 3 } {m'L-'r 1 } {L't 2 } 

Step 3 Asa first guess ,j is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction : j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n- j = 5- 3 = 2 


Step 4 We need to choose three repeating parameters since j = 3. We pick length scale d p , density difference (p p - p), and 
gravitational constant g. 

Repeating parameters : d p , [p p -p], and g 


Step 5 The Tls are generated. Note that for the first If we do the algebra in our heads since the relationship is very 
simple. The dependent If is 

V 

IIi = a Fronde number. TI. = , 

This If is a type of Froude number. Similarly, the II formed with viscosity is generated, 


n 2 = pd;( Pp -p) b g' 

{n 2 } = {(m 1 L- 1 r 1 )(L 1 ) <I (m 1 L- 3 ) / 

'(L'.-r} 

mass: { m °} = {m 1 m A } 

0 = 1 + b 

b = - 1 

time: i n ^ \ 


i 

t°U r't“ 2c l 

0 = -l-2c 

c = — 

l ) l ) 


2 

length: 

0 = -l + a-3b + c 

3 



a = — 

l ) l i 

0 = -l + a + 3--j 

2 

which yields 
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n 2 : 


n, 


M 

3 

(p P -p) d r 2 yfg 


We recognize this n as the inverse of a kind of Reynolds number if we split the d p terms to sepárate them into a length 
scale and (when combined with g) a velocity scale. The final form is 


Modified II 2 = a Reynolds number. 


n 2 


{P p -P) d „s[g^ 

P 


Step 6 We write the final functional relationship as 


Relationship between TL: 


v -f 

\Pp-p) d psísd~ P j 


v y 


( 2 ) 


Discussion We cannot determine the form of the relationship by purely dimensional reasoning since there are two lis. 
However, in Chap. 10 we shall see that Eli is a constant times TL. 
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Chapter 7 Dimensional Analysis and Modeling 


We are to develop an equation for the settling speed of an aerosol partióle falling in air under creeping flow 


Assumptions 1 The partióle falls at steady speed V. 2 The Reynolds number is small enough that the creeping flow 
approximation is valid. 


Analysis We start by recognizing that as the partióle falls at steady settling speed, its net weight W must equal the 
aerodynamic drag F n on the partióle. We also know that W is proportional to (p p - p)gd p \ Thus, 

Equating forces : W = constant, (p p - p^gd p = F D = constant ,/tFc/ p (1) 


where we have converted the notation of the previous problem, and we have defined two different constants. The two 
constants in Eq. 1 can be combined into one new constant for simplicity. Solving for V, 


Settling speed'. 


V = constant 


(p„-p)gd; 

p 


( 2 ) 


If we divide both sides of Eq. 2 by ^gd p we see that the functional relationship given by Eq. 2 of the previous problem is 
consistent. 


Discussion This result is valid only if the Reynolds number is much smaller than one, as will be discussed in Chap. 10. 
If the particle is less dense than the fluid (e.g. bubbles rising in water), our result is still valid, but the particle rises instead 
of falls. 


7-65 

Solution We are to determine how the settling speed of an aerosol particle falling in air under creeping flow 
conditions changes when certain parameters are doubled. 

Assumptions 1 The particle falls at steady speed V. 2 The Reynolds number is small enough that the creeping flow 
approximation is valid. 

Analysis From the results of the previous problem, we see that if particle size doubles, the settling speed increases 
by a factor of 2 2 = 4. Similarly, if density difference doubles, the settling speed increases by a factor of 2 1 = 2. 

Discussion This result is valid only if the Reynolds number remains much smaller than unity, as will be discussed in 
Chap. 10. As the particle’s settling speed increases by a factor of 2 or 4, the Reynolds number will also increase by that 
same factor. If the new Reynolds number is not small enough, the creeping flow approximation will be invalid and our 
results will not be correct, although the error will probably be small. 
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Solution 

Assumptions 

problem. 


Chapter 7 Dimensional Analysis and Modeling 
We are to generate a nondimensional relationship between the given parameters. 

1 The flow is fully developed. 2 The fluid is incompressible. 3 No other parameters are significant in the 


Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters. 

Step 1 All the relevant parameters in the problem are listed in functional form: 

List of relevantparameters: AP = / (V,s, p,¿u,D,L) n = l 


Step 2 The primary dimensions of each parameter are listed: 

AP V s p 


m‘L’t 2 


L't 1 


m'L" 3 


P 


mVr 1 


Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction : j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n-j = 7-3 = 4 


Step 4 We need to choose three repeating parameters since j = 3. Following the guidelines listed in Table 7-3, we cannot 
pick the dependent variable, AP. We cannot choose any two of parameters e, L, and D since their dimensions are 
identical. It is not desirable to have /r or s appear in all the lis. The best choice of repeating parameters is thus V, D, and p. 

Repeating parameters: V, D, and p 


Step 5 The dependent n is generated: 

n, = A PV a 'D b 'p c ' {n,} ={(m 1 L- 1 r 2 )(L 1 r 1 )'' 1 (l 1 ) 4 ' (m'L- 3 )" 1 } 


mass : 

{m°j=(m 1 m c '¡ 


0 = 1 + c, 

c, =-l 

time : 

EEÍrt-l 


0 = -2 - a¡ 

<N 

1 

II 

length: 

{l 0 } = {l- 1 U ,| L Ai L' 3c '} 

o o 

II II 

-1 + fl, +6j — 3cj 

-1-2 + 6, +3 

II 

o 


The dependent fl is thus 


n i: 


n, 


AP 

~pV~ 2 


From Table 7-5, the established nondimensional parameter most similar to our TTi is the Euler number Eu. No 
manipulation is required. 

We form the second n with p. By now we know that we will generate a Reynolds number, 

TE = pV a ' D bl p 1 TE = PV® - Reynolds number = Re 
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Chapter 7 Dimensional Analysis and Modeling 
The final two n groups are formed with s and then with L. The algebra is trivial for these cases since their dimensión 
(length) is identical to that of one of the repeating variables ( D ). The results are 

n 3 = sV“'D h> p C} n 3 = — = Roughness ratio 


n 4 = LV"' D l>: p 1 ' n 4 = — = Length-to-diameter ratio or aspect ratio 


Step 6 We write the final functional relationship as 


Relationship between lis: 


£11 = — = / Re. 


Discussion The result applies to both laminar and turbulent fully developed pipe flow; it tnrns out, however, that the 
second independent n (roughness ratio) is not nearly as important in laminar pipe flow as in turbulent pipe flow. Since A P 
drops linearly with distance down the pipe, we know that AP is linearly proportional to L/D. It is not possible to determine 
the functional relationships between the other lis by dimensional reasoning alone. 
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Chapter 7 Dimensional Analysis and Modeling 


7-67 

Solution We are to determine by what factor volume flow rate increases in the case of fully developed laminar pipe 
flow when pipe diameter is doubled. 

Assumptions 1 The flow is steady. 2 The flow is fully developed, meaning that dPIdx is constant and the velocity profile 
does not change downstream. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters. 


Step 1 All the relevant parameters in the problem are listed in functional form: 


List of relevant parameters : 


V=f\D,p,^- 
dx 


n = 4 


Step 2 The primary dimensions of each parameter are listed: 


V 

D 

P 

dP/dx 

jLVj 

f L 'i 

{m'L-'L 1 } 

{m'cV 


Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction : j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n- j = 4-3 = 1 


Step 4 We need to choose three repeating parameters since j = 3. Here we must pick all three independent parameters, 
Repeating parameters : D, p, and dP/dx 


Step 5 The If is generated: 

n, = v(dPtdx) a ' £>V‘ {n,} = {(l 3 t _I )(m lL_2 t _2 ) a ‘ (l 1 /’ 1 (m'L-'r 1 )' 1 } 


mass : 

jm°} = (m" l m c '¡ 

0 = a x + c, 

c i 

= -a l 

time : 

{t 0 } = {r'r 2í,i r Ci } 

0 = —l-2a, - c¡ 

0 = -l-2a, +flj 

a, 

c i 

= -l 

i=i 

lengtlr. 

(l° | = | L 3 L^ 2 " 1 L é| L“ q | 

0 = 3- 2o, +b, -c¡ 

b, = -3 + 2a, + c. 


= -4 


The dependent If is thus 


n i: 


n,= 


Vm 



dx 


Step 6 Since there is only one If, we set it equal to a constant. We write the final functional relationship as 
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Chapter 7 Dimensional Analysis and Modeling 


Relationship between ILv: 



We see immediately that if the pipe diameter is doubled with all other parameters fixed, the volume flow rate will 
increase by a factor of 2 4 = 16. 


Discussion We will see in Chap. 9 that the constant is ji/ 8. There is no way to obtain the valué of the constant from 
dimensional analysis alone. 


7-59 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using Ihis Manual, you are using it without permission. 

F F www.eisoiucionario.net J 






7-68 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to use dimensional analysis to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are four parameters in this problem; n = 4, 

List of relevant parameters: Q- fyh,c p , K t -T m )) n = 4 (1) 

Step 2 The primary dimensions of each parameter are listed, 


Q 

til 

C P 

Tour 7í n 

{m'LV 3 } 


{lY 2 T -1 } 

M 


Step 3 Asa first guess, / is set equal to 4, the number of primary dimensions represented in the problem (m, T, L, and t). 

Reduction: j = 4 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n-j = 4-4 = 0 

Obviously this is not correct, so we re-examine our initial assumptions. We are convinced that our list of parameters is 
sufficient, so we reduce j by one and continué, 

Reduction: j = 4-1 = 3 

If this revised valué of j is correct, the expected number of Tls is 

Number of expected TXv: k=n-j= 4-3 = 1 

We now expect only one If. 

Step 4 We need to choose three repeating parameters since j= 3. We only have one choice in this problem, since there are 
only three independent parameters on the right-hand side of Eq. 1, 

Repeating parameters: m, c , and (r out - 7j n ) 


Step 5 The dependent If is generated: 


n, =Qm a, c p hl (T out -T :n ) Cl 

! n i)=| 

;(m 1 L 2 t- 3 )(m l t- 1 ) ai (L 2 t- 2 T- 1 ) 

' OT} 

mass: { m °}“ 

I™ 1 *'! 

0 = 1 + a, 

a i = -1 

a 

S* 

ii 

L 2 L 241 } 

0 = 2 + 2b t 

h,=-l 

temperature: |yo J _ | 

-p-*i+ c i | 

c \ = b¡ 

c i =-' 

time: |t°| = |t 

—3—a¡-2b¡ I 

0 = —3 - flj — 2b, 

3 = 1 + 2 


Fortunately the result for the time exponents is consistent with that of the other dimensions. The dependent If is thus 
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Chapter 7 Dimensional Analysis and Modeling 


n i: 


n,= 


Q 


™ C P {T out -T m 


) 


Step 6 Since there is only one n, it is a ñinction of nothing. This is only possible if we set the n equal to a constant. We 
write the final fiinctional relationship as 


Relationship beU\’een TH: 


n, = 


Q 


mc p(T, M -T, n ) 


= constant 


( 2 ) 


Discussion When there is only one n, we know the fiinctional relationship to within some (unknown) constant. In this 
particular case, comparing to Eq. 1 of Problem 7-24, we see that the constant is unity, Q = me ( T m - T m ). There is no way 

to obtain the constant in Eq. 2 from dimensional analysis; however, one experiment would be sufficient to determine the 
constant. 


Experimental Testing and Incomplete Similarity 


7-69C 

Solution We are to define wind tunnel blockage and discuss its acceptable limit. We are also to discuss the source of 
measurement errors at high valúes of blockage. 

Analysis Wind tunnel blockage is defined as the ratio of model frontal area to cross-sectional area of the test- 
section. The míe of thumb is that the blockage should be no more than 7.5%. If the blockage were significantly higher than 
this valué, the flow would have to accelerate around the model much more than if the model were in an unbounded 
situation. Henee, similarity would not be achieved. We might expect the aerodynamic drag on the model to be too high 
since the effective freestream speed is too large due to the blockage. 

Discussion There are formulas to correct for wind tunnel blockage, but they become less and less reliable as blockage 
increases. 


7-70C 

Solution We are to discuss the rule of thumb concerning Mach number and incompressibility. 

Analysis The rule of thumb is that the Mach number must stay below about 0.3 in order for the flow fleld to be 

considered “incompressible”. What this really means is that compressibility effeets, although present at all Mach 
numbers, are negligibly small compared to other effeets driving the flow. If Ma is larger than about 0.3 in a wind tunnel 
test, the model flow field loses both kinematic and dynamic similarity, and the measured results are questionable. Of 
course, the error increases as Ma increases. 

Discussion Compressible flow is discussed in detail in Chap. 12. There you will see where the valué 0.3 comes from. 
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Chapter 7 Dimensional Analysis and Modeling 

7-71C 

Solution We are to discuss some situations in which a model should be larger than its prototype. 

Analysis There are many possible situations, and students’ examples should vary. Generally, any flow field that is 

very small and/or very fast benefits from simulation with a larger model. In most cases these are situations in which we 
want the model to be larger and slower so that experimental measurements and flow visualization are easier. Here are a few 
examples: 

- Modeling a hard disk drive. 

- Modeling insect ílight. 

- Modeling the settling of very small particles in air or water. 

- Modeling the motion of water droplets in clouds. 

- Modeling flow through very fine tubing. 

- Modeling biological Systems like blood flow through capillaries, flow in the bronchi of lungs, etc. 

Discussion You can think of several more examples. 


7-72C 

Solution We are to discuss the purpose of a moving ground belt 
and suggest an altemative. 

Analysis From the frame of reference of a moving car, both the air 
and the ground approach the car at freestream speed. When we test a 
model car in a wind tunnel, the air approaches at freestream speed, but 
the ground (floor of the wind tunnel) is stationary. Therefore we are not 
modeling the same flow. A boundary layer builds up on the wind tunnel 
floor, and the flow under the car cannot be expected to be the same as 
that under a real car. A moving ground belt solves this problem. Another 
way to say the same thing is to say that without the moving ground belt, 
there would not be kinematic similarity between the underside of the 
model and the underside of the prototype. 

If a moving ground belt is unavailable, we could instead install 
a false wall - i.e., a thin fíat píate just above the boundary layer on 
the floor of the wind tunnel. A sketch is shown in Fig. 1. At least then 
the boundary layer will be very thin and will not have as much influence 
on the flow under the model. 

Discussion We discuss boundary layer growth in Chap. 10. 




FIGURE 1 

A false wall along the floor of a wind tunnel 
to reduce the size of the ground boundary 
layer. 
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Chapter 7 Dimensional Analysis and Modeling 


7-73 

Solution We are to show that Fraude number and Reynolds number are the dimensionless parameters that appear in a 
problem involving shallow water waves. 

Assumptions 1 Wave speed c is a function only of depth h, gravitational acceleration g, fluid density p. and fluid 
viscosity p. 

Analysis We perform a dimensional analysis using the method of repeating variables. 

Step 1 There are five parameters in this problem; n = 5, 

List of relevantparameters : c = f(h,p,p,g) n - 5 

Step 2 The primary dimensions of each parameter are listed, 

c h p p g 

{lV} {l 1 } {m'L- 3 } {rnVr 1 } {Ur 2 } 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction : j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n- j = 5-3 = 2 


Step 4 We need to choose three repeating parameters since j = 3. We pick length scale h, density difference p, and 
gravitational constant g. 

Repeating parameters : h, p, and g 


Step 5 The Tls are generated. Note that for the first If we do the algebra in our heads since the relationship is very 
simple. The dependent If is 

Q 

Tli = Froude number. IT, = Fr = ,— ni 

4sh 

This If is the Froude number. Similarly, the II formed with viscosity is generated, 


n 2 =ph'p b g ' 

{n 2 } = {(m'L- | r 1 )(L 1 )"(m 1 L- 3 ) / ’ 

(LV-)'j 

mass: j m °} = {mV} 

0 = 1 + b 

b = - 1 

time: {t°} = {t-'r 2c } 

0 = -1 —2c 

1 

c = — 
2 

length: , . . , 

{l°} = {l- 1 l 0 l- 36 l‘ : } 

0 = -l + a-3Z> + c 

0 = -l + a + 3-j 

3 

a - — 
2 

which yields 



n 2 : 

n 2 =—ir 



Ph 2 jg 
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Chapter 7 Dimensional Analysis and Modeling 

We can manipúlate this n into the Reynolds number if we invert it and then multiply by Fr (Eq. 1) The final form is 


Modified n 2 = Reynolds number 


II, = Re = 


pch 

P 


Step 6 We write the final functional relationship as 
Relationship between EL?: 


Fr = ° = / (Re) where Re = 

sfgh M 


Discussioit As discussed in this chapter, it is often difficult to match both Fr and Re between a model and a prototype. 


7-74 

Solution We are to nondimensionalize experimental pipe data, plot 
the data, and determine if Reynolds number independence has been 
achieved. We are then to extrapólate to a higher speed. 

Assumptions 1 The flow is fully developed. 2 The flow is steady and 
incompressible. 

Propendes For water at T = 20°C and atmospheric pressure, p = 
998.0 kg/m 3 and p = 1.002 x 10" 3 kg/m-s. 

Analysis ( a ) We convert each data point in the table from V and AP 

to Reynolds number and Euler number. The calculations at the last 
(highest speed) data point are shown here: 

Reynolds number. 

nVD f998.0 kg/m 3 )(50 m/s)(0.104 m) (n 

Re = —-= 2--—-- = 5.18xl0 6 ; 

p 1.002x10 3 kg/m-s 


and 

Euler number 
Eu = 


AP 

758,700 N/m 2 

f k g m ) 

pV 2 | 

(998.0 kg/m 3 )(50 m/s) 2 ' 

Iyn j 


= 0.304 


( 2 ) 


0.309 
0.308 
0.307 
Eu 0.306 
0.305 
0.304 
0.303 

0 2 4 6 

Re x 10 -6 

FIGURE 1 

Nondimensionalized experimental data from 
a section ofpipe. 




:Q 

: o 


o o 

-oo-- 


' Reynolds number 
independence 


^° ( 


We plot Eu versus Re in Fig. 1. Although there is experimental scatter in the data, it appears that Reynolds number 
independence has been achieved beyond a Reynolds number of about 2 x 10 6 . The average valué of Eu based on the last 6 
data points is 0.3042. 

(b) We extrapólate to higher speeds. At V = 80 m/s, we calcúlate AP, assuming that Eu remains constant to higher valúes of 

Re, 


Extrapolated valué : 


AP = Eux pV 2 =0.3042(998.0 kg/m 3 )(80 m/s) 2 


^ s 2 N ^ 


kgm 


= 1,940,000 N/m 2 


( 3 ) 


Discussion It is shown in Chap. 8 that Reynolds number independence is indeed achieved at high-enough valúes of Re. 
The threshold valué above which Re independence is achieved is a function of relative roughness height, s!D. 
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Chapter 7 Dimensional Analysis and Modeling 


7-75 

Solution We are to calcúlate the wind tunnel blockage of a model truck in a wind tunnel and determine if it is within 
acceptable limits. 

Assumptions 1 The frontal area is equal to truck width times height. (Note that the actual area of the truck may be 
somewhat smaller than this due to rounded corners and the air gap under the truck, but a truck looks nearly like a rectangle 
from the front, so this is not a bad approximation.) 

Analysis Wind tunnel blockage is defined as the ratio of model frontal area to cross-sectional area of the test-section, 

4 ,, (0.159 m)(0.257 m) 

Blockage-. Blockage = ^ odel = - —k = 0.034 = 3.4% ( 1 ) 

^wind tunnel (l.2m)(l.0m) 

The rule of thumb is that the blockage should be no more than 7.5%. Since we are well below this valué, we need not worry 
about blockage effects. 

Discussion The length of the model does not enter our analysis since we are only concerned with the frontal area of the 
model. 


7-76C 

Solution We are to discuss whether Reynolds number independence has been achieved, and whether the researchers 
can be confident about it. 

Analysis We remove the last four data points from Table 7-7 and from Fig. 7-41. From the remaining data it appears 
that the drag coefficient is beginning to level off, but is still decreasing with Re. Thus, the researchers do not know if 
they have achieved Reynolds number independence or not. 

Discussion The wind tunnel speed is too low to achieve Reynolds number independence. 
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Chapter 7 Dimensional Analysis and Modeling 


7-77E 

Solution We are to calcúlate the size and scale of the model truck to be constructed, and calcúlate its máximum 
Reynolds number. Then we are to determine whether this model in this wind tunnel will achieve Reynolds number 
independence. 


Assumptions 1 The model will be constructed carefully so as to achieve approximate geometric similarity. 2 The wind 
tunnel air is at the same temperature and pressure as that ílowing over the prototype tmck. 


Properties For air at T= 80°F and atmospheric pressure, p = 0.07350 lbm/ft 3 and p = 1.248 x 10" lbm/ft s. 


Analysis (a) The rule of thumb about blockage is that we should keep the blockage below 7.5%. Thus, the frontal 

area of the model truck must be no more than 0.075 x A w ¡ n d tunnel- The ratio of height to width of the íull-scale truck is H p /W p 
= 12/8.33 = 1.44. Thus, for the geometrically similar model truck. 


Equation for model truck width : 
We solve Eq. 1 for W m , 


A 7 5 % A 

yy _ _ /. /oyi w j n d tunnel 

” “ H„ “ 1.44 


Model truck width : 


W = 


7.50.075(400 in 2 ) 


1.44 


1.44 


= 4.56 in 


( 1 ) 


( 2 ) 


Scaling the height and length geometrically, 

Model truck dimensions : W nl = 4.56 in, H = 6.57 in, L = 28.5 in 

m ‘ m ‘ m 


These dimensions represent a model that is scaled at approximately 1:22. 
( b ) At the máximum speed, with Re based on truck width. 


Máximum Re: 
Re = 


pW V (0.07350 lbm/ñ 3 ) 

(4.56 in)(160 ft/s) 

r ^ 1 

p 1.248x10 

- 5 lbm/ft s 

tl2in J 


= 3.58x10 


( 3 ) 


( 4 ) 


(c) Based on the data of Fig. 7-41, this Reynolds number is shy of the valué needed to achieve Reynolds number 
independence. 

Discussion The students should run at the highest wind tunnel speed. Their measured valúes of C D will probably be 
higher than those of the prototype, but the relative difference in C D due to their modifications should still be valid. 
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7-78 

Solution We are to calcúlate and plot Cd as a function of Re for a given set of wind tunnel measurements, and 
determine if dynamic similarity and/or Reynolds number independence have been achieved. Finally, we are to estímate the 
aerodynamic drag forcé acting on the prototype car. 

Assumptions 1 The model car is geometrically similar to the prototype car. 2 The aerodynamic drag on the strut holding 
the model car is negligible. 


Properti.es For air at atmospheric pressure and at T = 25°C, p = 
1.184 kg/m 3 and p = 1.849 x 10" 5 kg/(m s). 


Analysis We calcúlate Cd and Re for the last data point listed in 
the given table (at the fastest wind tunnel speed), 


Model drag coefficient at last data point. 


C n „ =- 




4.91 N 


, .7 (1.69 m)(l.30 m) l s 2 N 

|(l.l84 kg/m )(55 m/s) -^-- 


kg m 


= 0.319 


and 


Model Reynolds number at last data point. 
VW 


(l,184 kg/m 3 )(55 m/s) 

1.849xl0“ 5 kg/m-s 
= 3.72xl0 5 



(1) 



Re x 10 -5 

FIGURE 1 

Aerodynamic drag coefficient as a function 
of Reynolds number - results 
nondimensionalized from wind tunnel test 
data on a model car. 


We repeat the above calculations for all the data points in the given table, and we plot C D verses Re in Fig. 1. 

Flave we achieved dynamic similarity? Well, we have geometric similarity between model and prototype, but the 
Reynolds number of the prototype car is 

pVW (l.l84 kg/m 3 )(29 m/s)(l.69 m) 

Reynolds number ofprototype car. Re D = p p p =-—-= 3.14xl0 6 (2) 

p p v 1.849x10 ' kg/m-s 


where the width and speed of the prototype are used in the calculation of Re p . Comparison of Eqs. 1 and 2 reveáis that the 
prototype Reynolds number is more than eight times larger than that of the model. Since we cannot match the independent 
Tls in the problem, dynamic similarity has not been achieved. 

Flave we achieved Reynolds number independence? From Fig. 1 we see that Reynolds number independence 
has indeed been achieved - at Re greater than about 3 x 10 5 , C/> has leveled off to a valué of about 0.32 (to two significant 
digits). 

Since we have achieved Reynolds number independence, we can extrapólate to the full scale prototype, assuming 
that Cd remains constant as Re is increased to that of the full scale prototype. 


Aerodynamic drag on the prototype : 


D. P 


= \p v V v 2A v C d, v =^(l-184 kg/m 3 )(29 m/s) 2 (l.69 m)(l,30 m)0.32 


sN 
kg m 


= 350 N 


Discussion We give our final result to two significant digits. 
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Chapter 7 Dimensional Analysis and Modeling 


Review Problems 


7-79C 

Solution 

(a) False: Kinematic similarity is a necessary but not sufficient condition for dynamic similarity. 

(b) True: Yon cannot have dynamic similarity if the model and prototype are not geometrically similar. 

(c) True: Yon cannot have kinematic similarity if the model and prototype are not geometrically similar. 

(d) False: It is possible to have kinematic similarity (scaled velocities at corresponding points), yet not have dynamic 
similarity (forces do not scale at corresponding points). 


7-80C 

Solution We are to think of and describe a prototype and model flow in which there is geometric but not kinematic 

similarity even though Re m = Re p . 

Analysis Students’ responses will vary. Here are some examples: 

- A model car is being tested in a wind tunnel such that there is geometric similarity and the wind tunnel speed is 
adjusted so that Re m = Re p . However, there is not a moving ground belt, so there is not kinematic similarity 
between the model and prototype. 

- A model airplane is being tested in a wind tunnel such that there is geometric similarity and the wind tunnel speed 
is adjusted so that Re m = Re p . However, the Mach numbers are quite different, and therefore kinematic similarity is 
not achieved. 

- A model of a river or waterfall or other open surface flow problem in which there is geometric similarity and the 
speed is adjusted so that Re m = Re p . However, the Froude numbers do not match and therefore the velocity fields 
are not similar and kinematic similarity is not achieved. 

Discussioit There are many more acceptable cases that students may imagine. 


7-81C 

Solution We are to find at least three established nondimensional parameters not listed in Table 7-5, and list these 
following the format of that table. 

Analysis Students’ responses will vary. Here are some examples: 


Ñame 

Defínition 

Ratio of signifícance 

Bingham 

Bm> 

yield stress 

number 

MV 

viscous stress 

Elasticity 

El = IsE- 

elastic forcé 

number 

pL 2 

inertial forcé 

Galileo number 

Ga= sZ Y 

gravitational forcé 

viscous forcé 


In the above, t c is a characteristic time. 

Discussioit There are many more established dimensionless parameters in the literature. Some sneaky students may 
make up their own! 
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Chapter 7 Dimensional Analysis and Modeling 


7-82 

Solution We are to determine the primary dimensions of each variable, and then show that Hooke’s law is 
dimensionally homogeneous. 


Analysis 

(a) Moment of inertia has dimensions of length 4 , 

Primary dimensions of moment of inertia : {/} = | length 4 1 = |L 4 J (1) 


(¿>) Modulus of elasticity has the same dimensions as pressure, 
Primary dimensions of modulas of elasticity: 



mass x length 
time 2 


1 

length 2 



Or, in exponent form, {E} = {m 1 L' 1 t 2 }. 

(c) Strain is defined as change in length per unit length, so it is dimensionless. 


Primary dimensions of strain: 



( 2 ) 


( 3 ) 


(d) Stress is forcé per unit area, again just like pressure. 

(tí forcé 1 I mass x length ] í m 

Priman dimensions of stress: la [ = < - } = t- - -- > = < — ; 

1 ’ [ area J [ time 2 x length 2 J [Lt 


Or, in exponent form, {a} = {m 1 L' 1 t 2 }. 

(e) Hooke’s law is a= Es. We write the primary dimensions of both sides: 


Primary dimensions of Hooke’s law: {cr} 



( 5 ) 


Or, in exponent form, the dimensions of both sides of the equation are {m 1 L’ 1 1" 2 }. Thus we see that Hooke’s law is indeed 
dimensionally homogeneous. 


Discussion If the dimensions of Eq. 5 were not homogeneous, we would surely expect that we made an error 
somewhere. 
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Chapter 7 Dimensional Analysis and Modeling 


7-83 

Solution We are to find the functional relationship between the given parameters and ñame any established 
dimensionless parameters. 

Assumptions 1 The given parameters are the only ones relevant to the flow at hand. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: z d = f[F,L,E,l) n = 5 (1) 


Step 2 The primary dimensions of each parameter are listed, 


Zd 

F 

L 

E 

I 


{m'L’r 2 } 


{m'L-'L 2 } 



Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n- j = 5-3 = 2 


Step 4 We need to choose three repeating parameters since j = 3. We cannot pick both length L and moment of inertia / 
since their dimensions differ only by a power. We also notice that we cannot choose F, L, and E since these three 
parameters can form a If all by themselves. So, we set ; = 3 — I = 2, and we choose two repeating parameters, expecting 
5-2 = 3 ns, 

Repeating parameters: L and E 

Step 5 The lis are generated. Note that for the first n we do the algebra in our heads since has the same 
dimensions as L. The dependent II is 


n i: 



This If is not an established dimensionless group, although it is a ratio of two lengths, similar to an aspect ratio. 
We form the second IT with forcé F: 


n 2 =FL“E b 



)(L‘)>'!.--V)' 


mass: 


time: 
length: 
which yields 



mW 



t~ 2 r 2i 


L 0 1 = ÍL 1 L"L-' 


0 = 1 + b 


b = -1 


0 = -2-2 b D = ~ L 

0 = 1 + a-b a = —2 

a = —1 + 6 
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Chapter 7 Dimensional Analysis and Modeling 


n, : 


n, = — 

2 l 2 e 


We do not recognize TL as a named dimensionless parameter. 


write 

n 3 : 


The final n is formed with moment of inertia. Since {1} = {L }, there is no need to go through the algebra - we 


n 3 = -4 

3 L 4 


Again, we do not recognize n 2 as a named dimensionless parameter. 

Step 6 We write the final functional relationship as 

r Y d 7 f Y 

Relationship between lis: |-p- = / —;— 

/ v L E L 


( 2 ) 


Discussion We cannot determine the form of the relationship by purely dimensional reasoning since there are three lis. 
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7-84 

Solution We are to generate dimensionless relationships among given parameters, and then we are to discuss how AP 
decreases if the time is doubled. 

Assiimptions 1 The given parameters are the only relevant ones in the problem. 

Analysis (a) We perform dimensional analyses using the method of repeating variables. First we analyze AP: 

Step 1 There are four parameters in this problem; n = 4, 

List of relevant parameters: AP = / (í, c, fs) n = 4 (1) 

Step 2 The primary dimensions of each parameter are listed, 

AP t c E 

{m'L-'r 2 } {t 1 } {LV 1 } {m‘L 2 t- 2 } 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n- j = 4-3 = 1 

Step 4 We need to choose three repeating parameters since j = 3. We pick all the independent parameters - time t, speed 
of sound c, and energy E, 

Repeating parameters: t, c, and E 


Step 5 The dependent If is generated: 

n, = A Pxt a 'c b 'E c ' {n,} = |(m I L-‘t- 2 )(t 1 )“ 1 (L 1 1 1 )*' (m'LV 2 )'' 1 


mass: 


length: 


time: 


m°j = jm 1 m c '| 


l u i = il- 1 l íi l 2ci 


t° 1 — /1 t ^ t _2Cl 


0 = 1 + c, 

0 = -l + ¿>, + 2c, 
b,=\- 2c, 

0 = -2 + a, - b, - 2c, 
a, =2 + b,+ 2c, 


c , =-1 
b,= 3 

a, = 3 


The dependent II is thus 
Tli for AP: 

This If is not an established one, so we leave it as is. 
Step 6 We write the final functional relationship as 

Relationship between TXv: 


n,= 


¿Vap 


AP = constant 


fe 3 


( 2 ) 
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Chapter 7 Dimensional Analysis and Modeling 
We perform a similar dimensional analysis using the same repeating variables, but this time for radius r. We do 
not show the algebra since the n can be found by inspection. We get 

n, for r. n, = — 

ct 

Since this is the only n, it must be equal to a constant, 

Relationship betweenlls: r = constant • ct (3) 

( b) From Eq. 2 we see that if t is doubled, A P decreases by a factor of 2 3 = 8. 

Discussioit The pressure rise across the blast wave decays rapidly with time (and with distance from the explosión). 
The speed of sound depends on temperature. If the explosión is of sufficient strength, T will increase significantly and c 
will not remain constant. 


7-85 

Solution We are to find an altérnate defmition of Archimedes number, and list it following the format of Table 7-5. 
Then we are to find an established If group that is similar. 

Analysis Students’ responses will vary. There seems to be a plethora of definitions of Archimedes number. hiere is 
the one most appropriate for buoyant fluids: 


Ñame Definition Ratio of significance 

Archimedes Ar _ gLAp buoyant forcé 

number pV~ inertial forcé 

In the above, A p is a characteristic density difference in the fluid (due to buoyancy) and p is a characteristic or average 
density of the fluid. A glance through Table 7-5 shows that the Richardson number is very similar to this alternative 
defmition of Ar. In fact, the altérnate form of Ri (Problem 7-55) is identical to our new Ar. 

Discussioit Some students may find other definitions that are also valid. For example, Ap/p may be replaced by AT/T. 
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Solution 


Chapter 7 Dimensional Analysis and Modeling 

We are to generate a dimensionless relationship between the given parameters. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 3 The flow is fully developed. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

ns). 


Step 1 There are five parameters in this problem; n = 5 
List of relevantparameters : 


,, , dP 

« =./ | n,—,p,y 
dx 


n = 5 


( 1 ) 


Step 2 The primary dimensions of each parameter are listed, 

u h dP/dx p y 

{L'r 1 } {l 1 } {m'L- 2 r 2 } {m'L-'t- 1 } {L 1 } 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: 7 = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected fls: k = n-j = 5-3 = 2 


Step 4 We need to choose three repeating parameters since j = 3. We cannot pick both h and y since they have the same 
dimensions. We choose 

Repeating parameters: h, dP/dx, and ¡u 


Step 5 The dependent If is generated: 


II, = uh a ' | — 
dx 


P 


{n,} = {(L't-‘)(L 1 f(m'L-Vf(m‘L-V'f 


mass : 


time: 



mS' 1 


{t°} = {r't- 2 H- c '} 


lengtlr. 


L°1 = ÍL 1 L fll I7 26l I7 Cl 


The dependent II is thus 


0 = + c l 

0 = — 1 — 2¿>, -c¡ 
0 = -l-b¡ 


0 = 1 + a, - 2b x - c, 
0 — 1 + +1 


c, = -b, 

*.=-1 

Ci =1 

a { = -2 


n i: 


n, = 


pu 
2 dP 

7“ - 

dx 


The independent n is generated with variable Since {y} = {L}, and this is the same as one of the repeating variables (/?), 
n 2 is simply y/h, 
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Chapter 7 Dimensional Analysis and Modeling 


n 2 : 


n. 


Z 

h 


Step 6 We write the final functional relationship as 


Relationship between 11?: 


n i 


jUU 



dx 



( 2 ) 


Discussion If we were to solve this problem exactly (using the methods of Chap. 9) we would see that the functional 
relationship of Eq. 2 is correct. 


7-87 

Solution We are to generate a dimensionless relationship between the given parameters and then analyze the 
behavior of » max when an independent variable is doubled. 


Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 3 The flow is fully developed. 


Analysis (a) A step-by-step dimensional analysis procedure could be performed. However, we notice that M max has 

the same dimensions as u. Therefore the algebra would be identical to that of the previous problem except that there is only 
one n instead of two since y is no longer a parameter. The result is 


Relationship between EL?: 


n, = = constant = C 

h 2 — 

dx 


(1) 


or 


Final relationship for u max : 


c—— 

p dx 


( 2 ) 


Alternatively, we can use the results of the previous problem directly. Namely, since we know that the máximum velocity 
occurs at the centerline, y/h = 1/2 there, and is a constant. Henee, Eq. 2 of the previous problem reduces to Eq. 1 of the 
present problem. 

( b ) If h doubles, we see from Eq. 2 that u max will increase by a factor of 2 2 = 4. 

(c) If dP/dx doubles, we see from Eq. 2 that M max will increase by a factor of 2 1 = 2. 


(d) Since there is only one El in this problem, we would need to conduct only one experiment to determine the constant C in 
Eq. 2. 


Discussion The constant turns out to be -1/8, but there is no way to determine this from dimensional analysis alone. To 
obtain the constant, we would need to either do an experiment, or solve the problem exactly using the methods discussed in 
Chap. 9. 
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Chapter 7 Dimensional Analysis and Modeling 


7-88 [Also solved using EES on enclosedDVD\ 

Solution We are to generate a relationship for Darcy friction factor/ in terms of Euler number Eu. We are then to 
plot/as a function of Re and discuss whether Reynolds number independence has been achieved. 


Assumptions 1 The flow is fully developed. 2 The flow is steady and 
incompressible. 

Properties For water at T = 20°C and atmospheric pressure, p = 
998.0 kg/m 3 and ju= 1.002 x 10" 3 kg/m-s. 

Analysis (a) Since the flow is fully developed, the control volume 
cuts through two cross sections in which the velocity profiles are 
identical. The flow is also steady, so the control volume momentum 
equation in the horizontal (x) direction reduces to 


Conservation of momentum : 
Y F = Y F + Y F 

/ j x / j x, pressure / j x, sh 


= 0 


( 1 ) 


We multiply pressure by cross-sectional area to obtain the pressure forcé, 
and wall shear stress times inner pipe wall surface area to obtain the shear 
stress forcé, 


IX 


= A P 


nD 2 


IX 


= -t.kDL 


( 2 ) 


Note the negative sign in the shear stress term since r„. points to the left. 
We substitute Eq. 2 into Eq. 1. After some algebra, 


Result: 


A P = 


4 KL 
D 


0.0495 
0.0494 
0.0493 : 
0.0492 
0.0491 t 
/ 0.049 : D 


0.0489 
0.0488 


3D__ 

O 

0.0487 T - O -o 


Reynolds number 
independence 


oo 


fQ^Vo 


0.0486 : 

0.0485 

0 2 4 6 

Re x 10' 6 

FIGURE 1 

Nondimensionalized experimental data from 
a section ofpipe. 


Finally, we divide both sides of Eq. 3 by pv to convert AP into an Euler number, 


Nondimensional relationship : 


Eu = 


A P 4 tL 1 L 


pV- pV 2 D 2 D 


pv 2 


( 3 ) 


( 4 ) 


We recognize the term in parentheses on the right as the Darcy friction factor. Thus, 
Final nondimensional relationship'. Eu =-/ or / = 2—Eu (5) 


( b ) We use Eq. 5 to calcúlate/at each data point of Table P7-74. We plot /as a function of Re in Fig. 1. We see that the 
behavior of/mimics that of Eu (as it must because of Eq. 5 where we see that/is just a constant times Eu). Since 
Eu shows Reynolds number independence for Re greater than about 2 x 10 6 , so does /. We see Reynolds number 
independence for Re greater than about 2 x 10 6 . From the plot, the extrapolated valué of /at large Re is about 
0.04867, which agrees with Eq. 5 when we plug in the Re-independent valué of Eu, 

Extrapolated valué offi f = 2—Eu = 2 0,104 m (0.3042) = 0.0487 (6) 

L 1.3 m 


Discussion We show in Chap. 8 (the Moody chart) that/does indeed flatten out at high enough valúes of Re, depending 
on the relative roughness height, s/D. 
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7-89 

Solution 


Chapter 7 Dimensional Analysis and Modeling 

We are to create characteristic scales so that we can define a desired established dimensionless parameter. 


Analysis ( a ) For Froude number we need a velocity scale, a length scale, and gravity. We already have a length 

scale and gravity. We create a velocity scale as V' /L . We then define a Fronde number as 


Froude number'. 


V V' V' 

JgL L sfgL y[gÚ 


(b) For Reynolds number we need a velocity scale, a length scale, and kinematic viscosity. Of these we only have the 
kinematic viscosity, so we need to create a velocity scale and a length scale. After a “back of the envelope” analysis, we 
create a velocity scale as V / L where L is some undefined characteristic length scale. Thus, 


Reynolds number. 



LV' 

Lv 


XT_ 

v 


Note that in this case, the length scales drop out, so it doesn’t matter that we could not define a length scale from the given 
parameters. 


(c) For Richardson number we need a length scale, the gravitational constant, a volume flow rate, a density, and a density 
difference. Of these we have all but the volume flow rate, so we create a volume flow rate scale as V L . Thus, 


Richardson number. 


L 5 gAp _ ÜgAp _ ÜgAp 
^ ~ p(V'L) 2 ~ p(V') 2 


Discussion You can verify that each of the parameters above is dimensionless. 
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Chapter 7 Dimensional Analysis and Modeling 


7-90 

Solution We are to find the functional relationship between the given parameters and ñame any established 
dimensionless parameters. 

Assumptions 1 The given parameters are the only ones relevant to the flow at hand. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are seven parameters in this problem; n = 7, 

List of relevant parameters: V = f(d,D,p,p,h,g\ n = l (1) 

Step 2 The primary dimensions of each parameter are listed, 

V d D p p h g 

L't 1 } {L 1 } {L 1 } {m'L- 3 } {m'L-'r 1 } {l 1 } {L‘r 2 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n- j = 7-3 = 4 

Step 4 We need to choose three repeating parameters since j = 3. We pick length scale h, fluid density p, and gravitational 
constant g. 

Repeating parameters : h, p , and g 


Step 5 The lis are generated. Note that in this case we do the algebra in our heads since these relationships are very 
simple. The dependent If is 

V 

Tlj = a Froude number. TI. = ,_ 

sfgh 


This If is a type of Froude number. Similarly, the two length-scale Tls are obtained easily, 


n 2 : 


and 


n 3 : 


n. 


d_ 

Ti 


n. 


D 

~h 


Finally, the If formed with viscosity is generated, 

n 4 =M>V {n 4 } = {(m 1 L“ 1 r 1 )(L 1 )" 4 (m'L- 3 ) 4 * (LV)* 4 } 


mass: 



m'm* 4 


0 = 1 + b 4 


*4=-l 


time: 



0 = -1-2c 4 


1 

2 
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Chapter 7 Dimensional Analysis and Modeling 


length: 




O = -l + a 4 -3 b 4 +c 4 
0 = -l + a 4 +3-j 


° 4 2 


which yields 


Ph 2 y[g 

We recognize this n as the inverse of a kind of Reynolds number. We also split the h terms to sepárate them into a length 
scale and (when combined with g) a velocity scale. The final form is 


Modified n 4 = a Reynolds number. 


phyfgh 


Step 6 We write the final functional relationship as 


Relationship between lis: 


V _ (d D ph^gh ) 

4gh~\h'h’ M j (2) 


Discussion You may choose different repeating variables, and may generate different nondimensional groups. If you do 
the algebra correctly, your answer is not “wrong” - you just may not get the same dimensionless groups. 
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Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to find a dimensionless relationship among the given parameters. 

Assumptions 1 The given parameters are the only ones relevant to the flow at hand. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are seven parameters in this problem; n = 7, 

List of relevant parameters: í = f[d,D,p,p,h,g) n = l (1) 


Step 2 The primary dimensions of each parameter are listed, 


terapty d D p // h g 

{*'} l L 'l ( L 'i K7 H"'") f L ’) f L ' |J ) 


Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n- j = 7-3 = 4 


Step 4 We need to choose three repeating parameters since j = 3. We pick length scale h, fluid density p, and gravitational 
constant g. (Note: these are the same repeating parameters as in the previous problem.) 

Repeating parameters : h, p, and g 

Step 5 The lis are generated. We leave out the details since the algebra is trivial and can be done by inspection in 
most cases. The dependent II is 



The rest of the Tls are identical to those of the previous problem. 
Step 6 We write the final functional relationship as 




f d D phjgh^ 

Relationship between IT?: 

t — = f 

empty Al ^ J 

h 9 h 9 n 

v ^ J 


Discussion You may choose different repeating variables, and may generate different nondimensional groups. If you do 
the algebra correctly, your answer is not “wrong” - you just may not get the same dimensionless groups. 
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Chapter 7 Dimensional Analysis and Modeling 


7-92 

Solution We are to calcúlate the temperature of water in a model test to ensure similarity with the prototype, and we 
are to predict the time required to empty the prototype tank. 

Assumptions 1 The parameters specified in the previous problem are the only parameters relevant to the problem. 2 The 
model and prototype are geometrically similar. 

Properties For ethylene glycol at 60°C, v= p!p = 4.75xl0" 6 m 2 /s (given). 


Analysis 

{a) We use the functional relationship obtained in the previous problem, 


Dimensionless relationship : 


-=/ 

h 


d D ph- s fgh 

~h'~h' n 


( 1 ) 


Since the model and prototype are geometrically similar, (d/h) moAe \ = (í///?) prototype and ( D/h) moáA = (Z)//?) prototype . Thus, we are 
leñ with only one TI to match to ensure similarity. Namely, the Reynolds number parameter in Eq. 1 must be matched 
between model and prototype. Since g remains the same in either case, and using “m” for model and “p” for prototype, 


Similarity'. 


ph\fgh 


phy[gh S 

{ V ) 

m 

{ V ) 


or 


An _ P p 
Mm 


h 

n p 


V^m/ 


( 2 ) 


We recognize that v = p!p, and we know that h p /h m = 4. Thus, Eq. 2 reduces to 


í u \ 


Similarity'. 


v„ = K 


\K; 


= 4.75xl0~ 6 m 2 /s(4) 2 = 5.94xl0~ 7 m 2 /s ( 3 ) 


For similarity we need to find the temperature of water where the kinematic viscosity is 5.94xl0" 7 m 2 /s. By interpolation 
from the property tables, the designers should run the model tests at a water temperature of 45.8°C. 

(b) At dynamically similar conditions, Eq. 1 yields 

At dynamically similar conditions : 


f 

empty 

V 






^empty.p empty.m, 


= 4.53 minVÍ = 9.06 min 


( 5 ) 


Discussion We set up Eqs. 3 and 5 in terms of ratios of h p to h m so that the actual dimensions are not needed - just the 
ratio is needed, and it is given. 
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Solution 

doubled. 


Chapter 7 Dimensional Analysis and Modeling 


For the simplified case in which V depends only on h and g, we are to determine how V increases when h is 


Assumptions 1 The given parameters are the only ones relevant to the problem. 

Analysis We employ the dimensional analysis results of Problem 7-90. Dropping d, D, p. and p from the list of 
parameters, we are left with n = 3, 

List of relevant parameters: K = /(/¡,g) n = 3 (1) 

We perform the analysis in our heads -only one n remains, and it is therefore set to a constant. The final result of the 
dimensional analysis is 


Relationship between TLs 1 : 


V 

sfgh 


= constant 


( 2 ) 


Thus, when h is doubled, we can easily calcúlate the factor by which V increases, 
lacrease in V: 


V, 


y¡gK 


or 


V 2 =V u f=V l ^2 

\ 


( 3 ) 


Thus, when It increases by a factor of 2, V increases by a factor of y¡2 . 


Discussion We don’t need to know the constant in Eq. 2 to solve the problem. However, it turns out that the constant is 
\Í2 (see Chap. 5). 


7-94 

Solution We are to verify the dimensions of partióle relaxation time r p , and then identify the established 
dimensionless parameter formed by nondimensionalization of r p . 

Analysis First we obtain the primary dimensions of t p , 

Primary dimensions of z p : } = < 




m 

Lt 


= t 


A characteristic time scale for the air flow is L/V. Thus, we nondimensionalize r p , 

o d 2 

Nondimensionalizedpartióle relaxation time : 

From Table 7-5 we recognize this as the Stokes number, Stk, 

Stokes number: 


pd n V 

x * = T = p — 
p "18 p L 


Stk = 


p/; v 


18 pL 


Discussion Stokes number is useful when studying the flow of aerosol particles. 
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Chapter 7 Dimensional Analysis and Modeling 


7-95 

Solution We are to compare the primary dimensions of each given property in mass-based and force-based primary 
dimensions, and discuss. 


Analysis From previous problems and examples in this chapter, we can write down the primary dimensions of each 
property in the mass-based system. We use the fundamental definitions of these quantities to generate the primary 
dimensions in the force-based system: 

(«) For pressure P the primary dimensions are 

Mass-based primary dimensions Force-based primary dimensions 



ib) For moment M the primary dimensions are 

Mass-based primary dimensions Force-based primary dimensions 


{jíf}={m^-| 


[m] = {forcé x moment armj = {FLj 

1 J l r J 



(c) For energy E the primary dimensions are 

Mass-based primary dimensions Force-based primary dimensions 


{*}=■ 

¡ 4 } 


{£} = {forcé xdistance} = {FL} 



We see that (in these three examples anyway), the forced-base cases have only two primary dimensions represented (F and 
L), whereas the mass-based cases have three primary dimensions represented (m, L, and t). Some authors would prefer the 
force-based system because of its reduced complexity when dealing with forces, pressures, energies, etc. 


Discussion Not all variables have a simpler form in the force-based system. Mass itself for example has primary 
dimensions of {m} in the mass-based system, but has primary dimensions of {Ft 2 /L} in the force-based system. In 
problems involving mass, mass flow rates, and/or density, the force-based system may not have any advantage. 
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7-96 

Solution The pressure difference between the inside of a soap bubble and the outside air is to be analyzed with 
dimensional analysis and the method of repeating variables using the force-based system of primary dimensions. 

Assumptions 1 The soap bubble is neutrally buoyant in the air, and gravity is not relevant. 2 No other variables or 
constants are important in this problem. 

Analysis The step-by-step method of repeating variables is employed. 

Step 1 There are three variables and constants in this problem; n = 3, 

A P = f(R,a.) n = 3 ( 1 ) 

Step 2 The primary dimensions of each parameter are listed. The dimensions of pressure are forcé per area and those of 
surface tensión are forcé per length. 


A P R a s 

F'IT 2 } {L 1 } {F'L- 1 

Step 3 Asa first guess, / is set equal to 2, the number of primary dimensions represented in the problem (F and L). 
Reduction: j = 2 


If this valué of j is corred, the expected number of Tís is 

Number of expected TLv: k = n-j = 3- 2 = 1 

Step 4 We choose two repeating parameters since j = 2. Our only choice is R and cr, since A P is the dependent variable. 
Step 5 The dependent If is generated: 

n, = A PR-'a? {fl,} = {f°L 0 } = J(f 1 L- 2 )l 17 ' (f'L - 1 )" 1 j 


forcé : |p°} = {f'F* 1 } 


0 = 1 + 6 , 


b\=~ 1 


length : 



0 = -2 + a, - 6, 
a¡ =2 + 6, 


a, = 1 


Eq. 1 thus becomes 


n i: 


„ A PR 

n i =- 


( 2 ) 


From Table 7-5, the established nondimensional parameter most similar to Eq. 2 is the Weber number, defined as a 
pressure times a length divided by surface tensión. There is no need to further manipúlate this If. 


Step 6 We now write the functional relationship between the nondimensional parameters. Since there is only one n, it is a 
function of nothing, which means it must be a constant. 


Relationship between ELs 1 : 



/ (nothing) = constant 


—> 


AP = constant —— 
R 


( 3 ) 


The result using force-based primary dimensions is indeed identical to the previous result using the mass-based system. 


Discussion Because only two primary dimensions are represented in the problem when using the force-based system, 
the algebra is in fací a lot easier. 
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7-97 

Solution We are to a third established nondimensional parameter that is formed by the product or ratio of two given 
established nondimensional parameters. 


Analysis 

(o) The product of Reynolds number and Prandtl number yields 


Reynolds number times Prandtl number : 


RexPr ,£ÍL*2!E,e!AEL 
ju k k 


(1) 


We recognize Eq. 1 as the Peclet number, 
Peclet number. 


Pe = Re x Pr = 


pLVc p 

k 


LV 

a 


( 2 ) 


(b) The ratio of Schmidt number and Prandtl number yields 

P 


Schmidt number divided by Prandtl number. 


Se _ pDab 
Pr c P p 
k 


k 

P c pD AB 


( 3 ) 


We recognize Eq. 3 as the Lewis number, 
Lewis number. 


T Se k a 

Le = — =-=- 

Pr pc p D AB D ab 


( 4 ) 


(c) The product of Reynolds number and Schmidt number yields 


Reynolds number times Schmidt number. 

We recognize Eq. 5 as the Sherwood number, 
Sherwood number. 


RexSc =^:x- * 


LV 


p pD 


AB D ab 


Sh = RexSc = 


LV 

D.„ 


( 5 ) 

( 6 ) 


Discussion Can you find any other such combinations from Table 7-5? 
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7-98 

Solution We are to determine the relationship between four established nondimensional parameters, and then try to 
form the Stanton number by some combination of only two other established dimensionless parameters. 


Analysis We manipúlate Re, Nu, and Pr, guided by the known result. After some trial and error, 


Stanton number. 


St 


Nu 

RexPr 


Lh 

k _ h 
P c p v 

H k 


( 1 ) 


We recognize from Table 7-5 (or from the previous problem) that Peclet number is equal to the product of Reynolds 
number and Prandtl number. Thus, 


Stanton number. 


Lh_ 

St = — = = h 
Pe pLVc P pc p V 

k 


( 2 ) 


Discussion Not all named, established dimensionless parameters are independent of other named, established 
dimensionless parameters. 


7-99 

Solution We are to find the functional relationship between the given parameters. 
Assumptions 1 The given parameters are the only relevant ones in the problem. 


Analysis First we do some thinking. If we imagine traveling at the same speed as the bottom píate, the tlow would 

be identical to that of Problem 7-56 except that the top píate speed would be ( V top - Fbottom) instead of just V. The step-by- 
step method of repeating variables is otherwise identical to that of Problem 7-56, and the details are not included here. The 
final functional relationship is 


Relationship between fT?: 


K 


- = / Re, 


top 


y 


(i) 


where 


Reynolds number. 



( 2 ) 


Discussion It is always wise to look for shortcuts like this to save us time. 
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Solution We are to determine the primary dimensions of electrical charge. 

Analysis The fundamental definition of electrical current is charge per unit time. Thus, 

Primary dimensions of charge : { q } = ¡current x time} = {i t j (1) 

Or, in exponent form, {q} = {t 1 1 1 }. 

Discussion We see that all dimensions, even those of electrical properties, can be expressed in terms of primary 
dimensions. 
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7-101 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to determine the primary dimensions of electrical capacitance. 

Analysis Electrical capacitance C is measured in units of farads (F). By definition, a one-farad capacitor with an 
applied electric potential of one volt across it will store one coulomb of electrical charge. Thus, 

Primary dimensions of capacitance : 

{C} = {charge / voltage} = < 


where the primary dimensions of voltage are obtained from Problem 7-10, and those of electric charge are obtained from 
the previous problem. Or, in exponent form, {C} = {m' 1 L' 2 t 4 I 2 }. 

Discussion We see that all dimensions, even those of electrical properties, can be expressed in terms of primary 
dimensions. 


It 


mL 


IV 

mL 2 


( 1 ) 


7-102 

Solution We are to determine the primary dimensions of electrical time constant RC, and discuss the significance of 
our result. 


Analysis The primary dimensions of electrical resistance are obtained from Problem 7-11. Those of electrical 
capacitance C are obtained from the previous problem. Thus, 


Primary dimensions of electrical time constant RC: 

{7?C} = {resistance x capacitance} 


mL 2 

~t¥~ 


ít 4 

mL 2 


= t 


( 1 ) 


Thus we see that the primary dimensions of RC are those of time. This explains why a resistor and capacitor in series is 
often used in timing circuits. 

Discussion The cut-off frequency of the low-pass fdter is proportional to 1 IR C. If the resistor and the capacitor were to 
swap places we would have a high-pass rather than a low-pass iilter. 
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Solution We are to determine the primary dimensions of both sides of the equation, and we are to verify that the 
equation is dimensionally homogeneous. 

Analysis The primary dimensions of the time derivative (didi) are 1/time. The primary dimensions of capacitance are 
current 2 xtime 4 / (massxlength 2 ), as obtained from Problem 7-101. Thus both sides of the equation can be written in terms of 
primary dimensions, 

{/} = {current j 
mass x h 

current 2 x time 4 current > 
massxlength 2 tim 

Indeed, both sides of the equation have the same dimensions, namely {/}. 

Discussion Current is one of our seven primary dimensions. These results verify our algebra in Problem 7-101. 


r dE 
C — = \ 
dt 




sngth 2 


< time 


le 


> = 1 current 


c fl-« 
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7-104 

Solution 

about scaling. 


Chapter 7 Dimensional Analysis and Modeling 


We are to find the functional relationship between the given parameters, and then answer some questions 

Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis 

(a) The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the lis). 

Step 1 There are four parameters in this problem; n = 4, 

List of relevant parameters: SP = f^p,V,D^ n = 4 (1) 

Step 2 The primary dimensions of each parameter are listed, 

SP p V D 

{mVr 2 } {m'L- 3 } {lV 1 } {l 1 } 

Step 3 Asa first giicss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 
Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 4-3 = 1 


Step 4 We need to choose three repeating parameters since j = 3. We only have one choice in this problem, since there are 
only three independent parameters on the right-hand side of Eq. 1, 

Repeating parameters: p, V . and D 


Step 5 The dependent n is generated: 

n, = 8Pp a 'V h D c ' {flj = |(m 1 L“ 1 t“ 2 )(m‘L -3 )°' (lV)* (l‘) m 


mass: 

time: 

length: jjj) 

The dependent If is 




L~ 3fll L 3 ^ 



n i: 


0 — 1 + £ 2 1 
0 = —2 — ¿>j 

0 = -1-3 a, +3 + q 


n i 


D 4 8P 


a¡ = -1 
b t =-2 
q =4 


Step 6 Since there is only one If, it is a function of nothing. This is only possible if we set the If equal to a constant. We 
write the final functional relationship as 


Relationship between lis: 


n,= 


D SP 

~w 


= constant 


( 2 ) 
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(b) We re-write Eq. 2 as 


Chapter 7 Dimensional Analysis and Modeling 


Equation for §P\ 



( 3 ) 


Thus, if we double the size of the cyclone, the pressure drop will decrease by a factor of 2 4 = 16. 

(c) Also from Eq. 3 we see that if we double the volume flow rate, the pressure drop will increase by a factor of 2 2 = 
4. 


Discussion The pressure drop would be smallest for the largest cyclone operating at the smallest volume flow rate. 
(This agrees with our intuition.) 
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7-105 

Solution We are to find the functional relationship between the given parameters, and then answer some questions 
about scaling. 

Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis 

(a) The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the lis). 

Step 1 There are five parameters in this problem; n = 5, 

List of relevant parameters: w= fyq p ,E f ,p,D p \ n = 5 (1) 


Step 2 The primary dimensions of each parameter are listed, 


w 

dp 

Ef 

A 

D, 


í 1 '*'} 

{m'L'r 3 !- 1 } 

{m'L-'r 1 } 

( L 'l 


where the primary dimensions of voltage are obtained from Problem 7-10, and those of electric charge are obtained from 
Problem 7-100. 


Step 3 Asa first guess, / is set equal to 4, the number of primary dimensions represented in the problem (m, L, t, and I). 
Reduction: j = 4 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 5- 4 = 1 


Step 4 We need to choose four repeating parameters since j = 4. We only have one choice in this problem, since there are 
only four independent parameters on the right-hand side of Eq. 1, 

Repeating parameters: q p , E, D p , and p 


Step 5 The dependent If is generated: 

n, = wq/'E^p^D/' {n,} = {(l 1 


current: 

{!"} 

= {rr i1 } 

mass: 

{ m, l 

= {m A| m í '} 

time: 

(*"1 = 1 


length: 

M- 


The dependent n is thus 



IV )“■ (m'L'r 3 !- 1 )''(m'L- 1 

vvf! 

O 

II 

1 

a \ - h 

0 = b¡ + c t 

II 

1 

II 

1 

a 

0 = -1 + aj - 36, - c, 

«1=6,= -1 
c, =1 

0 = 1 + 6, - c, + d. 

d t =1 


n i: 


n,= 


wpD p 

d P E f 
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Chapter 7 Dimensional Analysis and Modeling 
Step 6 Since there is only one n, it is a function of nothing. This is only possible if we set the n equal to a constant. We 
write the final functional relationship as 


Relationship between EL?: 

wjuD 

TI, =-— = constant 

% E 

(2) 

( b ) We re-write Eq. 2 as 



Equation for w: 

t A„ E f 
w = constant 

M D p 

( 3 ) 


Thus, if we double the electric fíeld strength, the drift velocity will increase by a factor of 2. 

(c) Also from Eq. 3 we see that if we double the partióle size, the drift velocity will decrease by a factor of 2. 

Discussion These results agree with our intuition. Certainly we would expect the drift velocity to increase if we 
increase the fíeld strength. Also, larger partióles have more aerodynamic drag, so for the same charge, we would expect a 
larger dust partióle to drift more slowly than a smaller dust partióle. 
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Solution We are to generate a dimensionless functional relationship between the given parameters and then compare 
our results with a known exact analytical solution. 

Assumptions 1 There is no flow (hydrostatics). 2 The parameters listed here are the only relevant parameters in the 
problem. 

Analysis (a) We perform a dimensional analysis using the method of repeating variables. 

Step 1 There are five parameters in this problem; n = 6, 

List of relevant parameters: h = f ( y p,g,cr s ,D,(j)') n = 6 (1) 

Step 2 The primary dimensions of each parameter are listed, 


h 

P 

s 

oí 

D 


Ti 

¡m'L-j 

T'T 


Ti 

{1} 


Note that the dimensions of the contact angle are unity (angles are dimensionless). 

Step 3 Asa first gucss, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction : 7=3 

If this valué of j is correct, the expected number of lis is 

Number of expected lis: k = n-j = 6-3 = 3 


Step 4 We need to choose three repeating parameters since j = 3. We cannot choose (f> since it is dimensionless. We 
choose a length ( D ) and a density (p). We’d rather have gravitational constant g than surface tensión a s in our lis. So, we 
choose 

Repeating parameters: p, g, D 


Step 5 The dependent If is generated. Since h has the same dimensions as D, we immediately write 

n i: 

The first independent If is generated by combining cr s with the repeating parameters, 


h 

n, = — 

1 D 


n 2 =a s p a2 g bl D C2 


n 2 } = {(m't-)(m'L-f(L't-f(L‘f 


m° = mV 


time: (t°l = (r 2 r 262 


length: 

The first independent If is thus 


L° 1 = | L~ 3 “ 2 L* 2 lf 2 1 


0 = 1 + a 2 
0 = -2-2 b 2 

0 = -3 a 2 +b 2 +c 2 
c 2 - 3 a 2 - b 2 


a 2 = -1 
b 2 = -1 
c 2 = -2 


n 2 : 


n. 


PgD 2 


Finally, the third n (second independent II) is simply angle (¿itself since it is dimensionless, 
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n 3 : 


Chapter 7 Dimensional Analysis and Modeling 

n 3 =¿ 


Step 6 We write the final functional relationship as 
Relationship between EL?: 


h 

f \ 

<J 

— = J 

— —,4> 

D 

l PgD' J 


( 2 ) 


(b) From Chap. 2 we see that the exact analytical solution is 
Exact relationship'. 


1 4<T v , 

h =-eos® 

PgD 


( 3 ) 


Comparing Eqs. 2 and 3, we see that they are indeed of the same form. In fact, 
Functional relationship : 


II, = constant xfT 2 x eosfl 3 (4) 


Discussion We cannot determine the constant in Eq. 4 by dimensional analysis. However, one experiment is enough to 
establish the constant. Or, in this case we can find the constant exactly. Viscosity is not relevant in this problem since there 
is no fluid motion. 
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Solution We are to find a functional relationship for the time scale required for the liquid to climb up the capillary 
tube. 

Assumptions 1 t úse is a function of the same parameters listed in the previous problem, but there is another relevant 
parameter. 

Analysis Since this is an unsteady problem, the rise time will surely depend also on fluid viscosity p. The list of 
parameters now involves seven parameters, 

List of relevant parameters: t ríss = f(p,g,a s ,D,<f),p) n = l (1) 

and we expect four íls. We choose the same repeating parameters and the algebra is similar to that of the previous problem. 
It turns out that 



The second and third n are the same as those of the previous problem. Finally, the fourth TI is formed by combining p 
with the repeating parameters. We expect some kind of Reynolds number. We can do the algebra in our head. Specifically, 
a velocity scale can be formed as -JgD . Thus, 


n 4 : 




TE = Re = 


P 


The final functional relationship is 

Relationship between TXv: 



\ 

,(¿,Re 

/ 


( 2 ) 


Discussion If we would have defined a time scale as -J D / g , we could have written IT by inspection as well, saving 
ourselves some algebra. 
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7-108 
Solution 

Assumptions 

Analysis 
lis). 

Step 1 There are four parameters in this problem; n = 4, 

List of relevant parameters: I = f(P,c,p) n = 4 (1) 

Step 2 The dimensions of / are those of power per area. The primary dimensions of each parameter are listed, 

I P c 

{m'r 3 } {mVr 2 } {lV} 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction: j = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n- j = 4-3 = 1 

Step 4 We need to choose three repeating parameters since j = 3. The problem is that the three independent parameters 
form a I! all by themselves ( c 2 p/P is dimensionless). Let’s see what happens if we don’t notice this, and we pick all three 
independent parameters as repeating variables, 

Repeating parameters : P, p , and c 



We are to use dimensional analysis to find the functional relationship between the given parameters. 

1 The given parameters are the only relevant ones in the problem. 

The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 


Step 5 The If is generated: 

ITj =IxP a p b c c 


{n i } = {(mV>)(mVVq>V-)‘(L't-')') 


mass: 

K 

| = jm 1 m°m i J 

0=1 +a+b 

a = —1 — 6 

time: 

(*") 

= {r 3 r 2<, r c } 

0 = -3 -2 a-c 

c — —3 — 2a 

c = -1 + 26 

length: 


= {l~"U 34 L c } 

0 = -a-3b + c 

c = a + 3b 

c = -1 + 26 


This is a situation in which two of the equations agree, but we cannot solve for unique exponents. If we knew b, we could 
get a and c. The problem is that any valué of b we choose will make the n dimensionless. For example, if we choose b = 1, 
we find that a = -2 and c = 1, yielding 


TTi for the case with b = 1: 



Since there is only one n, we write 

P 2 

Functional relationship for the case with b = 1: I - constant x — (2) 

pe 
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Chapter 7 Dimensional Analysis and Modeling 

However, if we choose a different valué of b, say b = -1, then a = 0 and c = -3, yielding 


n, for the case with b = — 1: 


n, 


/ 


pe 


3 


Since there is only one n, we write 

Functional relationship for the case with b = -1: / = constant x pc i (3) 

Similarly, you can come up with a whole family of possible answers, depending on your choice of b. We double check our 
algebra and realize that any valué of b works. Henee the problem is indeterminate with three repeating variables. 

We go back now and realize that something is wrong. As stated previously, the problem is that the three 
independent parameters can form a dimensionless group all by themselves. This is another case where we have to reduce j 
by 1. Sctting/ = 3 - 1 = 2, we choose two repeating parameters, 

Repeating parameters: p ande 

We jump to Step 5 of the method of repeating variables, 


Step 5 

The first II is generated: 


n, =/ p a c b 

mass: 

{m 0 } = {mV} 

time: 

{.•}={.-.-} 

length: 



n i} = ((mV 3 )(m‘L- 3 )“ (LV 1 )' 


0 — 1 + a 

0 = -3 -b 

0 = -3a+b 
b = 3a 


Fortunately, the results for time and length agree. The dependent II is thus 


a = —1 

b = - 3 

b = - 3 


n i: 


n i =-^T 

pe 


We form the second El with sound pressure P, 

n 2 = Pp e c f {n 2 } = {(m 1 L- 1 t- 2 )(m 1 L- 3 ) e (L 1 r 1 ) J 


mass: 


time: 

length: 



{L°} = {L- 1 L- 3e L / } 


The second n is thus 


n 2 : 


0 = 1 + e 

0 = -2 — / / = - 2 

0 = -l-3e+ / / = - 2 

/ = 1 + 3e 



Step 6 We write the final functional relationship as 
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Chapter 7 Dimensional Analysis and Modeling 


Relationship between lis: 



í p 1 

I 1 

2 

pe 3 1 

) 


( 4 ) 


( b ) We try the force-based primary dimensión system instead. 

Step 1 There are four parameters in this problem; n = 4, 

List of relevantparameters: 1 = f{P,c,p) n = 4 (5) 


Step 2 The dimensions of / are those of power per area. The primary dimensions of each parameter are listed, 

/ P c p 

{F'L-'r 1 } {f'it 2 } {L'r 1 } {fVit 4 } 


Step 3 As a First gness, j is set equal to 3, the number of primary dimensions represented in the problem (F, L, and t). 
Again, however, the three independent parameters form a dimensionless group all by themselves. Thus we lower j by 1. 

Reductioir. j = 2 

If this valué of j is correct, the expected number of FIs is 

Number of expected TTv: k = n-j = 4-2 = 2 


Step 4 We need to choose two repeating parameters since j = 2. We pick the same two parameters as in Part (a), 
Repeating parameters: pande 

Step 5 The First II is generated: 


n, 

= lxp b c c 


{n 1 } = |(F 1 L- 1 r 1 )(F 1 t 2 L- 4 )' 


forcé : 

|F"| 

= {f'f*} 

0 = 1 + b 

b=~l 

time: 

{*•}- 

{r‘t 2 ‘t-} 

0 = -1 + 2 b-c 

c = —1 + 26 

c = -3 

length : 

M- 

[l-'L' 46 ©} 

0 = -1-46 + c 

c = 1 + 4b 

c — —3 


Again the two results for length and time agree. The dependent II is thus 

I 


t L' • ') } 

f° rce: {f° J = |F'F e | 0 = 1 + e 


We form the second n with sound pressure P, 

n 2 =Pxp e c f {n 2 } = {(F'L- 2 )(F‘t 2 L- 4 
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time: 


O = —2e — f 
f = -2e 


Chapter 7 Dimensional Analysis and Modeling 


t h t t _/ 


/ = -2 


L°l = (L“ 2 L" 4e L / 


length: 


The second n is thus 


0 = -2-4 e + f 
f = 2 +4e 


/ = - 2 


Step 6 We write the final functional relationship as 


Relationship between TT.v: 


— = /( — 
pe l pe 


Discussion Equations 4 and 6 are the same. This exercise shows that you should get the same results using mass-based 
or force-based primary dimensions. 
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7-109 

Solution 


Chapter 7 Dimensional Analysis and Modeling 


We are to find the dimensionless relationship between the given parameters. 

Assumptions 1 The given parameters are the only relevant ones in the problem. 

Analysis The step-by-step method of repeating variables is employed to obtain the nondimensional parameters (the 

n S ). 

Step 1 There are now five parameters in this problem; n = 5, 

List of relevant parameters: I=f[P,c,p,r) n = 5 (1) 

Step 2 The dimensions of / are those of power per area. The primary dimensions of each parameter are listed, 

I P c p r 

{m‘r 3 } {m'L-'r 2 } {L'r 1 } {m'L- 3 } {L 1 } 

Step 3 Asa first guess, / is set equal to 3, the number of primary dimensions represented in the problem (m, L, and t). 

Reduction : 7 = 3 

If this valué of j is correct, the expected number of lis is 

Number of expected TXv: k = n-j = 5-3 = 2 

Step 4 We need to choose three repeating parameters since j = 3. We pick the three simplest independent parameters (r 
instead of P ), 

Repeating parameters : r, p , and c 


Step 5 The first If is generated: 

n, =Ixr a p b c c {n i } = {(m 1 r 3 )(L 1 )“(m 1 L- 3 ) Í (L 1 t- 1 ) C } 


mass: 

K 

1= 


0 = l + b 

b = - 1 

time: 

{**} 

H 


0 = -3 - c 

c = — 3 

length: 

Í L T 

= {L"L- 36 L c } 

0 — a — 3b + c 

a = 3b-c 

o 

II 

Q 


The first If is thus 


pe 

We form the second If with sound pressure P, 

n 2 =Pxr d p e c f {n 2 } = í(m 1 L- 1 r 2 )(L 1 )''(m 1 L- 3 ) e (L 1 r 1 ) ; J 


mass: 



0 = 1 + e 


e = -1 
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Chapter 7 Dimensional Analysis and Modeling 


time: ( t °j = (rY 7 


length: 


L° = L-'LW 


The second n is thus 


n 2 : 


0 = -2 - / / = " 2 

0 = —1 + d — 3e + f d = 0 

d = \ + 3e-f 



Step 6 We write the final functional relationship as 

Relationship between TLv: 



" p 1 

/ 1 

2 

pe 3 ' ' 

) 


( 2 ) 


Discussion This is an interesting case in which we added another independent parameter (r), yet this new parameter 
does not even appear in the final functional relationship! The list of independent parameters is thus o ver specified. (It turns 
out that P is a function of r, so r is not needed in the problem.) The result here is identical to the result of the previous 
problem. It turns out that the íunction in Eq. 2 is a constant times n 2 2 , which yields the correct analytical equation for /, 
namely 

P- 

Analytical result. I = constant x — (3) 

pe 
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Chapter 8 Flow in Pipes 


Laminar and Turbulent Flow 


8-1C 

Solution We are to discuss why pipes are usually circular in cross section. 

Analysis Liquids are usually transported in circular pipes because pipes with a circular cross section can withstand 
large pressure differences between the inside and the outside without undergoing any signifíeant distortion. 

Discussioit Piping for gases at low pressure are often non-circular (e.g., air conditioning and heating ducts in buildings). 


8-2C 

Solution We are to define and discuss Reynolds number for pipe and duct flow. 


Analysis Reynolds number is the ratio of the inertial forces to viscous forces, and it serves as a criterion for 
determining the flow regime. At large Reynolds numbers, for example, the flow is turbulent since the inertia forces are 
large relative to the viscous forces, and thus the viscous forces cannot prevent the random and rapid fluctuations of the 
fluid. It is defined as follows: 


(«) For flow in a circular tube of inner diameter Z): 


( b ) For flow in a rectangular duct of cross-section a x b: 


p VD 

Re =- 

V 


b: 

Re»™* 

V 


where D,. = —— =-=-is the hydraulic diameter. 

" p 2 (a+b) ( a+b ) 

Discussioit Since pipe flows become fully developed far enough downstream, diameter is the 
appropriate length scale for the Reynolds number. In boundary layer flows, however, the boundary layer 
grows continually downstream, and therefore downstream distance is a more appropriate length scale. 



8-3 C 

Solution We are to compare the Reynolds number in air and water. 

Analysis Reynolds number is inversely proportional to kinematic viscosity, which is much smaller for water than for 
air (at 25°C, v air = 1.562xl0" 5 m 2 /s and v water = p/p = 0.891xl0" 3 /997 = 8.9xl0' 7 m 2 /s). Therefore, noting that Re = VD/v, 

the Reynolds number is higher for motion in water for the same diameter and speed. 

Discussioit Of course, it is not possible to walk as fast in water as in air - try it! 


8-4C 

Solution We are to express the Reynolds number for a circular pipe in terms of mass flow rate. 


Analysis Reynolds number for flow in a circular tube of diameter D is expressed as 

m m 4 m 


VD 
Re = — 
v 


where V = E = - - , „ > - 

pA c p[nD / 4) pnD- 


and v = — 
P 


Substituting, 


VD 

Re = — = 


4 ihD 


4/77 


v pxD 2 [p /p) nDp 


Thus, 


Re = 


4/77 


nDp 



D 


Discussioit This result holds only for circular pipes. 
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Chapter 8 Flow in Pipes 

8-5C 

Solution We are to compare the pumping requirement for water and oil. 

Analysis Engine oil requires a larger pump because of its much larger viscosity. 

Discussioit The density of oil is actually 10 to 15% smaller than that of water, and this makes the pumping requirement 
smaller for oil than water. However, the viscosity of oil is orders of magnitude larger than that of water, and is therefore the 
dominant factor in this comparison. 


8-6C 

Solution We are to discuss the Reynolds number for transition from laminar to turbulent flow. 

Analysis The generally accepted valué of the Reynolds number above which the flow in a smooth pipe is turbulent is 

4000. In the range 2300 < Re < 4000, the flow is typieally transitional between laminar and turbulent. 

Discussioit In actual practice, pipe flow may become turbulent at Re lower or higher than this valué. 


8-7C 

Solution We are to compare pipe flow in air and water. 

Analysis Reynolds number is inversely proportional to kinematic viscosity, which is much smaller for water than for 
air (at 25°C, V' a i r = 1.562xl0" 5 m 2 /s and v wa t e r = p/p = 0.891xl0" 3 /997 = 8.9xl0‘ 7 m 2 /s). Therefore, for the same diameter and 
speed, the Reynolds number will be higher for water flow, and thus the flow is more likely to be turbulent for water. 

Discussioit The actual viscosity (dynamic viscosity) /u is larger for water than for air, but the density of water is so 
much greater than that of air that the kinematic viscosity of water ends up being smaller than that of air. 


8-8C 

Solution We are to define and discuss hydraulic diameter. 

Analysis For flow through non -circular tubes, the Reynolds number and the friction factor are based on the hydraulic 
diameter D¡, defined as 


D h = 


4A„ 


where A c is the cross-sectional area of the tube and p is its perimeter. The hydraulic 


diameter is defined such that it reduces to ordinary diameter D for circular tubes since 


D h = 


4A c _ 4nD 2 / 4 

p 7 tD 


= Z) 


Discussioit Hydraulic diameter is a useful tool for dealing with non-circular pipes (e.g., air conditioning and heating 
ducts in buildings). 


8-9C 

Solution We are to define and discuss hydrodynamic entry length. 

Analysis The región from the tube inlet to the point at which the boundary layer merges at the centerline is 

called the hydrodynamic entrance región, and the length of this región is called hydrodynamic entry length. The entry 
length is much longer in laminar flow than it is in turbulent flow. But at very low Reynolds numbers, L h is very small 
(e.g., L h = 1.2D at Re = 20). 

Discussioit The entry length increases with increasing Reynolds number, but there is a significant change in entry 
length when the flow changes from laminar to turbulent. 
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Chapter 8 Flow in Pipes 

8-10C 

Solution We are to compare the wall shear stress at the inlet and outlet of a pipe. 

Analysis The wall shear stress t w is highest at the tube inlet where the thickness of the boundary layer is nearly 

zero, and decreases gradually to the fully developed valué. The same is tme for turbulent flow. 

Discussioit We are assuming that the entrance is well-rounded so that the inlet flow is nearly uniform. 


8-11C 

Solution We are to discuss the effect of surface roughness on pressure drop in pipe flow. 

Analysis In turbulent flow, tubes with rough surfaces have much higher friction factors than the tubes with smooth 
surfaces, and thus surface roughness leads to a much larger pressure drop in turbulent pipe flow. In the case of 
laminar flow, the effect of surface roughness on the friction factor and pressure drop is negligible. 

Discussioit The effect of roughness on pressure drop is significant for turbulent flow, as seen in the Moody chart. 


Fully Developed Flow in Pipes 


8-12C 

Solution We are to discuss how the wall shear stress varíes along the flow direction in a pipe. 

Analysis The wall shear stress t w remains constant along the flow direction in the fully developed región in both 

laminar and turbulent flow. 

Discussioit However, in the entrance región, t w starts out large, and decreases until the flow becomes fully developed. 


8-13C 

Solution We are to discuss the fluid property responsible for development of a velocity boundary layer. 

Analysis The fluid viscosity is responsible for the development of the velocity boundary layer. 

Discussioit You can think of it this way: As the flow moves downstream, more and more of it gets slowed down near 

the wall due to friction, which is due to viscosity in the fluid. 


8-14C 

Solution 

Analysis 

direction. 

Discussioit 


We are to discuss the velocity profile in fully developed pipe flow. 

In the fully developed región of flow in a circular pipe, the velocity profile does not change in the flow 
This is, in fact, the defmition of fully developed - namely, the velocity profile remains of constant shape. 
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Chapter 8 Flow in Pipes 

8-15C 

Solution We are to discuss the relationship between friction factor and pressure loss in pipe flow. 

Analysis The friction factor for flow in a tube is proportional to the pressure loss. Since the pressure loss along 

the flow is directly related to the power requirements of the pump to maintain flow, the friction factor is also proportional 
to the power requirements to overeóme friction. The applicable relations are 

and 


JF = 


ríiAP, 


P 


= 


ni AP L 
P 


Discussion This type of pressure loss due to friction is an irreversible loss. Henee, it is always positive (positive being 

defined as a pressure drop down the pipe). A negative pressure loss would viólate the second law of thermodynamics. 


8-16C 

Solution We are to discuss the valué of shear stress at the center of a pipe. 

Analysis The shear stress at the center of a circular tube during fully developed laminar flow is zero since the 
shear stress is proportional to the velocity gradient, which is zero at the tube center. 

Discussion This result is due to the axisymmetry of the velocity profile. 


8-17C 

Solution We are to discuss whether the máximum shear stress in a turbulent pipe flow occurs at the wall. 

Analysis Yes, the shear stress at the surface of a tube during fully developed turbulent flow is máximum since 
the shear stress is proportional to the velocity gradient, which is máximum at the tube surface. 

Discussion This result is also true for laminar flow. 


8-18C 

Solution We are to discuss the change in head loss when the pipe length is doubled. 

Analysis In fully developed flow in a circular pipe with negligible entrance effeets, if the length of the pipe is 
doubled, the head loss also doubles (the head loss is proportional to pipe length in the fully developed región of flow). 

Discussion If entrance lengths are not negligible, the head loss in the longer pipe would be less than twice that of the 
shorter pipe, since the shear stress is larger in the entrance región than in the ñdly developed región. 


8-19C 

Solution We are to examine a claim about volume flow rate in laminar pipe flow. 

Analysis Yes, the volume flow rate in a circular pipe with laminar flow can be determined by measuring the velocity 
at the centerline in the fully developed región, multiplying it by the cross-sectional area, and dividing the result by 2. This 
works for fully developed laminar pipe flow in round pipes since V = K avg A c = (F max / 2 )A C . 

Discussion This is not true for turbulent flow, so one must be careful that the flow is laminar before trusting this 
measurement. It is also not true if the pipe is not round, even if the flow is fully developed and laminar. 
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Chapter 8 Flow in Pipes 

8-20C 

Solution We are to examine a claim about volume flow rate in laminar pipe flow. 


Analysis 
measuring 
velocity at 

V(Rl 2) = 


No, the average velocity in a circular pipe in fully developed laminar flow cannot be determined by simply 
the velocity at R/2 (midway between the wall surface and the centerline). The average velocity is E max /2, but the 
R/2 is 


V, r 


2 A 


1 -- 


R J 


3V 


which is much larger than V nmx /2. 


yr=R/2 


Discussion There is, of course, a radial location in the pipe at which the local velocity is equal to the average velocity. 
Can you find that location? 


8-21C 

Solution We are to compare the head loss when the pipe diameter is halved. 


Analysis 


In fully developed laminar flow in a circular pipe, the head loss is given by 


h L =f 


64 L 


64 


V 


64v L 


D 2g Re D 2g V D/v D 2g D D 2g 


V V 

The average velocity can be expressed in terms of the flow rate as V = — =-r- 

A r 7rD 2 / 4 


. Substituting, 


h = 


64v L 


D 2 2 g 


V 


\ 


nD! 4 


64v 4LV 12SvLV 


D 2 2 gnD 2 


gnD 


Therefore, at constant flow rate and pipe length, the head loss is inversely proportional to the 4 th power of diameter, and 
thus reducing the pipe diameter by half increases the head loss by a factor of 16. 


Discussion This is a very significant increase in head loss, and shows why larger diameter tubes lead to much smaller 
pumping power requirements. 


8-22C 

Solution We are to discuss why the friction factor is higher in turbulent pipe flow compared to laminar pipe flow. 

Analysis In turbulent flow, it is the turbulent eddies due to enhanced mixing that cause the friction factor to be 

larger. This turbulent mixing leads to a much larger wall shear stress, which translates into larger friction factor. 

Discussion Another way to think of it is that the turbulent eddies cause the turbulent velocity profile to be much fuller 
(closer to uniform flow) than the laminar velocity profile. 


8-23 C 

Solution We are to define and discuss turbulent viscosity. 

Analysis Turbulent viscosity p, is caused by turbu lent eddies, and it accounts for momentum transport by 
turbulent eddies. It is expressed as 


—n ou 

T t =~puv =H t — 
dy 


where u is the mean valué of velocity in the flow direction and 


u' and u' are the fluctuating components of velocity. 


Discussion Turbulent viscosity is a derived, or non-physical quantity. Unlike the viscosity, it is not a property of the 
fluid; rather, it is a property of the flow. 
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Chapter 8 Flow in Pipes 

8-24C 

Solution We are to discuss the dimensions of a constant in a head loss expression. 


/2 


V 

We compare the dimensions of the two sides of the equation h L = 0.0826 fL — 7 -. Using curly brackets to 

D 


Analysis 

mean “the dimensions of’, we have {L} = {0.0826} • {l} {L} • |L 3 t 1 1 • |L - 5 1, and the dimensions of the constant are thus 
{0.0826} = |L 1 1 2 j . Therefore, the constant 0.0826 is not dimensionless. This is not a dimensionally homogeneous 
equation, and it cannot be used in any consistent set of units. 


Discussion Engineers oñen create dimensionally inhomogeneous equations like this. While they are usefiil for 
practicing engineers, they are valid only when the proper units are used for each variable, and this can occasionally lead to 
mistakes. For this reason, the present authors do not encourage their use. 


8-25C 

Solution We are to discuss the change in head loss due to a decrease in viscosity by a factor of two. 


Analysis 


In fully developed laminar flow in a circular pipe, the pressure loss and the head loss are given by 


A P L = 


32 pLV 


and 


h L = 


A P L 32 pLV 


D pg pgD- 

When the flow rate and thus the average velocity are held constant, the head loss becomes proportional to viscosity. 
Therefore, the head loss is reduced by half when the viscosity of the fluid is reduced by half. 


Discussion This result is not valid for turbulent flow - only for laminar flow. It is also not valid for laminar flow in 
situations where the entrance length effects are not negligible. 


8-26C 

Solution We are to discuss the relationship between head loss and pressure drop in pipe flow. 


Analysis 


The head loss is related to pressure loss by h L = AP¿ / pg . For a given fluid, the head loss can be converted 


to pressure loss by multiplying the head loss by the acceleration of gravity and the density of the fluid. Thus, for constant 
density, head loss and pressure drop are linearly proportional to each other. 


Discussion This result is trae for both laminar and turbulent pipe flow. 


8-27C 

Solution We are to discuss if the friction factor is zero for laminar pipe flow with a perfectly smooth surface. 

Analysis During laminar flow of air in a circular pipe with perfectly smooth surfaces, the friction factor is not zero 

because of the no-slip boundary condition, which must hold even for perfectly smooth surfaces. 

Discussion If we compare the friction factor for rough and smooth surfaces, roughness has no effect on friction factor 
for fully developed laminar pipe flow unless the roughness height is very large. For turbulent pipe flow, however, 
roughness very strongly impacts the friction factor. 


8-28C 

Solution We are to explain why friction factor is independent of Re at very large Re. 

Analysis At very large Reynolds numbers, the flow is fully rough and the friction factor is independent of the 
Reynolds number. This is because the thickness of viscous sublayer decreases with increasing Reynolds number, and it 
be comes so thin that the surface roughness protrudes into the flow. The viscous effects in this case are produced in the 
main flow primarily by the protruding roughness elements, and the contribution of the viscous sublayer is negligible. 

Discussion This effect is clearly seen in the Moody chart - at large Re, the curves flatten out horizontally. 
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Chapter 8 Flow in Pipes 


8-29E 

Solution The pressure readings across a pipe are given. The flow rates are to be determined for three different 
orientations of horizontal, uphill, and downhill flow. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is laminar (to be verified). 4 The pipe involves no components such as bends, valves, and 
connectors. 5 The piping section involves no work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of oil are given to be p = 56.8 lbm/ft 3 and p = 0.0278 lbm/ft s, 
respectively. 

Analysis The pressure drop across the pipe and the cross-sectional area of the pipe are 


A P = P l -P 2 =120-14 = 106 psi 
A c = nD 1 /4 = zr(0.5/12ft) 2 /4 = 0.001364ft 2 
(a) The flow rate for all three cases can be determined from 

^ (AP-pgL sin 0)kD 4 
~ 128 juL 



where 9 is the angle the pipe makes with the horizontal. For the horizontal case, 9 = 0 and thus sin 9 = 0. Therefore, 


V, 


horiz 


A PnD 4 (106 psi)zr(0.5/12 ft) 4 

' 144 lbf/ft 2 ' 

"32.2 lbm-ft/s 2 " 

128 pL 128(0.0278 lbm/ft • s)(120 ft) 

l ! P si J 

l llbf J 


= 0.0109 ft 3 /s 


( b ) For uphill flow with an inclination of 20°, we have 9 = +20°, and 


pgL sin 9 = (56.8 lbm/ft 3 )(32.2 ft/s 2 )(120 ft) sin 20' 


lpsi 


144 lbf/ft 


1 lbf 


32.2 lbm- ft/s“ 


= 16.2 psi 


V, 


uphill 


(A P - pgL sin 9)nD 4 
128 pL 



(106-16.2 psi)/r(0.5/12ft) 4 

' 144 lbf/ft 2 ' 

32.2lbm-ft/s 2 ^ 

128(0.0278 lbm/ft - s)(120 ft) 

l J 

l llbf J 


0.00923 ft 3 /s 


(c) For downhill flow with an inclination of 20°, we have 9 = -20°, and 
(AP-pgL sin 9)7tD 4 


V, 


downhill 


128 pL 


[106 - (-16.2) psi];r(0.5/12 ft) 4 

" 144 lbf/ft 2 ' 

"32.2 lbm-ft/s 2 " 

128(0.0278 lbm/ft-s)(120ft) 

l ! P si J 

l llbf J 



0.0126 ft 3 /s 

The flow rate is the highest for downhill flow case, as expected. The average fluid velocity and the Reynolds number in this 
case are 

V 0.0126 ft 3 /s 


F =-= - 


0.001364 ft- 


= 9.24 ft/s 


Re - pVD - ( 56 -8 lbm/ft 3 )(9.24 ft/s)(0.5/12 ft) _ ^ 
p 0.0278 lbm/ft-s 

which is less than 2300. Therefore, the flow is laminar for all three cases, and the analysis above is valid. 


Discussion Note that the flow is driven by the combined effect of pressure difference and gravity. As can be seen from 
the calculated rates above, gravity opposes uphill flow, but helps downhill flow. Gravity has no effect on the flow rate in 
the horizontal case. Downhill flow can occur even in the absence of an applied pressure difference. 
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Chapter 8 Flow in Pipes 


8-30 

Solution Oil is being discharged by a horizontal pipe from a storage tank open to the atmosphere. The flow rate of oil 
through the pipe is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The entrance and exit loses are negligible. 4 The flow is laminar (to be verified). 5 The pipe involves no 
components such as bends, valves, and connectors. 6 The piping section involves no work devices such as pumps and 
turbines. 


Properties The density and kinematic viscosity of oil are given to be p= 850 kg/m 3 and v= 0.00062 m 2 /s, respectively. 
The dynamic viscosity is calculated to be 


p = pv = (850 kg/m 3 )(0.00062 va /s) = 0.527 kg/m-s 
Analysis The pressure at the bottom of the tank is 

-^l.gage — P&h 


= (850 kg/m 3 )(9.81 m/s 2 )(3 m) 


= 25.02 kN/m 3 


lkN 


1000 kg- m/s ¿ 


Disregarding inlet and outlet losses, the pressure drop across the pipe is 


AP = P x - P 2 = P, - P atm = P lgage = 25.02 kN/m = 25.02 kPa 



The flow rate through a horizontal pipe in laminar flow is determined from 


^íoriz 


A PkD 


4 (25.02 kN/m 2 )^(0.005 m/ 


mpL 128(0.527 kg/m-s)(40m) 


1000 kg-m/s 2 
lkN 


= 1.821xl0” 8 m 3 /s = 1.82x10 8 m 3 /s 


The average fluid velocity and the Reynolds number in this case are 
V 


V = 2 - = - 


1.821xl0~ 8 m 3 /s , n _ 4 , 

= 9.27x10 m/s 


A c nD l /4 ^-(0.005 m) ¿ /4 

Re pVD (850kg/m 3 )(9.27xl0^ 4 m/s)(0.005m) Q QQ ^ 

P 0.527 kg/m-s 

which is less than 2300. Therefore, the flow is laminar and the analysis above is valid. 


Discussion The flow rate will be even less when the inlet and outlet losses are considered, especially when the inlet is 
not well-rounded. 
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Chapter 8 Flow in Pipes 


8-31 

Solution The average flow velocity in a pipe is given. The pressure drop, the head loss, and the pumping power are 
to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The pipe involves no components such as bends, valves, and connectors. 4 The piping section involves no 
work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of water are given to be p = 999.7 kg/m 3 and p = 1.307xl0" 3 kg/m-s, 
respectively. 


Analysis (a) First we need to determine the flow regime. The Reynolds number of the flow is 
Re _ pVD _ (999.7kg/m 3 )( 1 . 2 m/s)( 2 xlQ- 3 m) _ lg36 


P 


1.307 xlO' 3 kg/m-s 


which is less than 2300. Therefore, the flow is laminar. Then the 
friction factor and the pressure drop become 


/ = 


64 64 


Re 1836 


= 0.0349 


AP = ÁP L = f 


D 2 



= 0.0349- 


0.002 m 


(999.7 kg/m 3 )(1.2m/s) 2 

( lkN 

( 1 kPa 

2 

J000kg-m/s J 

llkN/m 2 J 


188 kPa 


C b ) 

(c) 


The head loss in the pipe is determined from 


K = 


AP, 


L V 


15 m (1.2m/s)‘ 


— = / — — = 0.0349-— 

pg D 2g 0.002m 2(9.81m/s“) 


19.2 m 


The volume flow rate and the pumping power requirements are 

V = VA C = V(xD 2 / 4) = (1.2 m/s)[;r(0.002m) 2 / 4] = 3.77xl0~ 6 m 3 Is 

0.71 W 


ff pump =VAP = (3.77xlO - m /í)(188kPa) 


1000 W 


1 kPa -m 3 /s 


Therefore, power input in the amount of 0.71 W is needed to overeóme the frictional losses in the flow due to viscosity. 


Discussion If the flow were instead turbulent, the pumping power would be much greater since the head loss in the pipe 
would be much greater. 


8-10 

PROPRIETARY MATERIAL . © 2006 The McGraw-PIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 
























Chapter 8 Flow in Pipes 


8-32 

Solution The flow rate through a specified water pipe is given. The pressure drop, the head loss, and the pumping 
power requirements are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The pipe involves no components such as bends, valves, and connectors. 4 The piping section involves no 
work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of water are given to be p = 999.1 kg/m 3 and p = 1.138xl0" 3 kg/m-s, 
respectively. The roughness of stainless Steel is 0.002 mm. 


Analysis 


First we calcúlate the average velocity and the Reynolds number to determine the flow regime: 


A, 


V 


0.008 m i s 


kD 2 i 4 /r(0.04 m) 2 / 4 


= 6.366 m/5 



Rc PVD _ (999.1 kg/m 3 )(6.366 m/s)(0.04 m) . 2 226y lQ s 
p 1.138xl0~ 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The 
relative roughness of the pipe is 

s/D = 2x 10 6 m _ 5xip~ 5 

0.04 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V7 = ” 201os 


f s!D 2.51 A 
+ 


3- 7 Re V/ 


1 


^ -j= = -2.0 lo g 


5x10" 


2.51 


3.7 2.236x10 5 V7 


lt gives/= 0.01573. Then the pressure drop, head loss, and the required power input become 


ap = ap l = / 


L pV- 
D 2 


= 0.01573 


30m (999.1 kg/m 3 )(6.366 m/s) 2 r 


h = 


A P, 


L V 


0.04 m 

30m (6.366m/s) 2 


lkN 


1000 kg • m/s A 1 kN/m 


1 kPa 


239 kPa 


— = / — — = 0.01573-r- 

pg D 2g 0.04m 2(9.81 m/s 2 ) 


= 24.4 m 


W pump =VAP = (0.008 rn / í)( 239 kPa) 


lkW 


Vi kPa-m 3 /s 


= 1.91 kW 


Therefore, useful power input in the amount of 1.91 kW is needed to overeóme the frictional losses in the pipe. 

Discussion The friction factor could also be determined easily from the explicit Flaaland relation. It would give / = 
0.0155, which is sufficiently cióse to 0.0157. Also, the friction factor corresponding to s= 0 in this case is 0.0153, which 
indicates that stainless Steel pipes in this case can be assumed to be smooth with an error of about 2%. Also, the power 
input determined is the mechanical power that needs to be imparted to the fluid. The shañ power will be more than this due 
to pump inefficiency; the electrical power input will be even more due to motor inefficiency. 
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Chapter 8 Flow in Pipes 

8-33E 

Solution The flow rate and the head loss in an air duct is given. The mínimum diameter of the duct is to be 
determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The duct involves no components such as bends, valves, and connectors. 4 Air is an ideal gas. 5 The duct is 
smooth since it is made of plástic, e » 0. 6 The flow is turbulent (to be verified). 

Properties The density, dynamic viscosity, and kinematic viscosity of air at 100°F are p = 0.07088 lbm/ft 3 , // = 
0.04615 lbm/ft h, and v= 0.6512 ft 2 /s = 1.809xl0 -4 ft 2 /s. 

Analysis The average velocity, Reynolds number, friction factor, and the head loss relations can be expressed as (D is 
in ft, V is in ft/s, Re and/are dimensionless) 


V V _ 12 ft 3 / 

A c ttD 1 / 4 kD 2 / 4 
VD _ VD 

v 1.809xl0~ 4 ft 2 /s 


V7 


-2.0 log 


e/D 2.51 


3.7 


ReV7 


\ 

( \ 

2.51 

= -2.0 log 


/ 




, r LV ¿ en r LV ^ 400 ft V 1 

h l = f --» 50 = /-= /- — 

L D2g D 2g D 2(32.2 ft/s 2 ) 

This is a set of 4 equations in 4 unknowns, and solving them with an equation solver gives 


D = 0.88 ft, /= 0.0181, V= 19.8 ft/s, and Re = 96,040 


Therefore, the diameter of the duct should be more than 0.88 ft if the head loss is not to exceed 50 ft. Note that Re > 4000, 
and thus the turbulent flow assumption is verified. 

The diameter can also be determined directly from the third Swamee-Jain formula to be 

, -i 0.04 


D = 0.66 


1.25 


f LV 2 ^ 
V S h L J 


4.75 


- vV 


>9.4 


, L ^ 


gh 


ys"L y 


= 0.66 
= 0.89 ft 


0 + (0.180x 10~ 3 ft 2 /í)(12 ft 3 /s) 9A 


400 ft 


,5.2 


(32.2 ft/s 2 )(50 ft) 


0.04 


Discussion Note that the difference between the two results is less than 2%. Therefore, the simple Swamee-Jain relation 
can be used with confidence. 
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Chapter 8 Flow in Pipes 


8-34 

Solution In fully developed laminar flow in a circular pipe, the velocity at r = R/2 is measured. The velocity at the 
center of the pipe (r = 0) is to be determined. 

Assumptions The flow is steady, laminar, and fully developed. 


Analysis The velocity profile in fully developed laminar flow in a circular pipe is given by 

í 2\ 


u(r) = M n 


1 - 


R' 


V ^ J 

where u m¡¡x is the máximum velocity which occurs at pipe center, r = 0. At r =R/2, 

í , „ , „,2 V 


u(R / 2) = u r 


1 - 


(R/2 Y 
R 1 


= u r 


v / 

Solving for z/ max and substituting, 

4z/(i?/2) 4(6 m/s) 

Umax 3 ~~ 3 

which is the velocity at the pipe center. 




3 u„ 


8.00 m/s 


u(r) = u m¡ A\-r!R 2 ) 



Discussion The relationship used here is valid only for fully developed laminar flow. The result would be much 
different if the flow were turbulent. 


8-35 

Solution The velocity profile in fully developed laminar flow in a circular pipe is given. The average and máximum 
velocities as well as the flow rate are to be determined. 


Assumptions The flow is steady, laminar, and fully developed. 


Analysis The velocity profile in fully developed laminar flow in a circular pipe is given by 


u(r) = u „ 


1 -- 


R J 


V “ / 

The velocity profíle in this case is given by 


u(r) = 4(1-r 2 IR 2 ) 


Comparing the two relations above gives the máximum velocity to be 
H ma = 4.00 m/s. Then the average velocity and volume flow rate 
become 


u(i ) zz max ( 1 -f ~/R~) 



V =- 

avg 


4 m/s 
2 


= 2.00 m/s 


V =V avg A c = F flV¿? (^ 2 ) = (2 m/s)[^(0.02m) 2 ] = 0.00251 m 3 /s 


Discussion A unique feature of fully developed laminar pipe flow is that the máximum velocity is exactly twice the 
average velocity. This is not the case for turbulent pipe flow, since the velocity profile is much fuller. 
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Chapter 8 Flow in Pipes 


8-36 

Solution The velocity profile in fully developed laminar flow in a circular pipe is given. The average and máximum 
velocities as well as the flow rate are to be determined. 


Assumptions The flow is steady, laminar, and fully developed. 

Analysis The velocity profile in fully developed laminar flow in a circular pipe is given by 

' 2 

M ( r ) = M max 1--2- 

V R J 

The velocity profile in this case is given by 
M (r) = 4(l-r 2 IR 2 ) 

Comparing the two relations above gives the máximum velocity to be u n 
= 4.00 m/s. Then the average velocity and volume flow rate become 

V = »_ = 2.00 m/s 

avg 2 2 


u(j) u max (\-f~/R~) 



V =v A c = E (;rR 2 ) = (2 m/s)[;r(0.07m) 2 ] = 0.0308 m 3 /s 


Discussion Compared to the previous problem, the average velocity remains the same since the máximum velocity (at 
the centerline) remains the same, but the volume flow rate increases as the diameter increases. 


8-37 

Solution Air enters the constant spacing between the glass cover and the píate of a solar collector. The pressure drop 
of air in the collector is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The roughness effects are negligible, and thus the inner surfaces are considered to be smooth, e « 0. 4 Air is an 
ideal gas. 5 The local atmospheric pressure is 1 atm. 

Properties The properties of air at 1 atm and 45° are p= 1.109 kg/m 3 , p = 1.941 x 10° kg/m-s, and v= 1.750xl0" 5 m 2 /s. 
Analysis Mass flow rate, cross-sectional area, hydraulic diameter, average velocity, and the Reynolds number are 


m = pV = (l.llkg/m 3 )(0.15 m 3 /s) = 0.1665 kg/s 
A c =ax.b = (lm)(0.03 m) = 0.03 m 2 


Glass cover 


Air 

0.15 m 3 /s 


D h = 


4 A„ 


4(0.03 m 2 ) 
2(1 +0.03) m 

.3 


= 0.05825 m 



„ V 0.15 m J /s c , 

A c 0.03 m 2 

Re = ^ = (5 m /s) ( 0.05825m ) =L664xl()4 
v 1.750xl0^ 5 m~/s 

Since Re is greater than 4000, the flow is turbulent. The friction factor corresponding to this Reynolds number for a smooth 
flow section (s /D = 0) can be obtained from the Moody chart. But to avoid reading error, we use the Colebrook equation, 

f _ N 


1 


—¡= = -2.0 log 

V7 


r s/D 2.51 A 
+ 


3 - 7 ReVJj V7 




1 


= -2.0 log 


0 + 


2.51 


16,640/7 


which gives/= 0.0271. Then the pressure drop becomes 


ap = áp l =/ 


L pV ¿ 
D 2 


= 0.0271- 


5m (l.llkg/m 3 )(5m/s)‘ 


0.05825 m 


IN 

í 1Pa 1 

Jkg-m/s 2 ; 

llN/m 2 J 


32.3 Pa 


Discussion The friction factor could also be determined easily from the explicit Haaland relation. It would give / = 
0.0270, which is sufficiently cióse to 0.0271. 
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Chapter 8 Flow in Pipes 


8-38 

Solution Oil flows through a pipeline that passes through icy waters of a lake. The pumping power needed to 
overeóme pressure losses is to be determined. 

Assumptions The flow is steady and incompressible. 2 The flow section considered is away from the entrance, and thus 
the flow is fully developed. 3 The roughness effeets are negligible, and thus the inner surfaces are considered to be smooth, 
£« 0 . 


Properties The properties of oil are given to be p = 894 kg/m 3 and p = 2.33 kg/m-s. 

Analysis The volume flow rate and the Reynolds number in this case are 

V = VA = V — = (0.5 m/s) ^° A m) = 0.0628 m 3 /s 
4 4 

Rc pVD (894kg/m 3 )(0.5m/s)(0.4m) ? 

p 2.33 kg/m-s 

which is less than 2300. Therefore, the flow is laminar, and the friction factor is 
64 = J4_ = 0834 
Re 76.7 

Then the pressure drop in the pipe and the required pumping power become 


(ley lake, 0°C) 



ap = ap l = f 


L pV 2 
D 2 


= 0.834 


300m (894kg/m 3 )(0.5m/s)" 


0.4 m 


í lkN 'l 

f lkPa ^ 

^1000 kg- m/s J 

^1 kN/m 2 J 


= 69.9 kPa 


W m 


= VA P = (0.0628 m 3 /s)(69.9 kPa) 


lkW 


= 4.39 kW 


(.lkPa-m /s, 

Discussion The power input determined is the mechanical power that needs to be imparted to the fluid. The shaft power 
will be much more than this due to pump inefficiency; the electrical power input will be even more due to motor 
inefficiency. 


8-39 

Solution Laminar flow through a square channel is considered. The change in the head loss is to be determined when 
the average velocity is doubled. 


Assumptions 1 The flow remains laminar at all times. 2 The entrance effeets are negligible, and thus the flow is fully 
developed. 



velocity is doubled. This can also be shown as 

h ,, = 28.46F, = 28.46(2F) = l[ 28.46F 1 = 2 h, , 

PgD- pgD 2 { pgD 2 J U 

Discussion The conclusión above is also valid for laminar flow in channels of different cross-sections. 
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Chapter 8 Flow in Pipes 


8-40 

Solution Turbulent flow through a smooth pipe is considered. The change in the head loss is to be determined when 
the average velocity is doubled. 

Assumptions 1 The flow remains turbulent at all times. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The inner surface of the pipe is smooth. 


Analysis The friction factor for the turbulent flow in smooth pipes is given as 
/ = 0.184Re~°' 2 where Re 

F 

Then the head loss of the fluid for turbulent flow can be expressed as 

* w =/Afl = o.l84Re^^ = oW^l^Afl = oW^AI 


D 2 g 


D 2 g 


l F 


D 2 g 


V F 


D 2 g 


which shows that the head loss is proportional to the 1.8“ power of the average velocity. Therefore, the head loss increases 
by a factor of 2 18 = 3.48 when the average velocity is doubled. This can also be shown as 


h L 2 =0.184 


pD 

F 


- 0.2 


L_Yl 

D 2 g 


= 0.184 


= 2 


1.8 


0.184 


f pD 
\ F 


-0.2 i . 

L V L ‘ 


D 2 g 


' pD_ 
\ F 

d 


- 0.2 


L (2V) 
D 2 g 


1.8 


= 2 h L1 = 3.48/u j 



For fully rough flow in a rough pipe, the friction factor is independent of the Reynolds 
number and thus the flow velocity. Therefore, the head loss increases by a factor of 4 
in this case since 

/ = rLYl. 

L4 D 2 g 

and thus the head loss is proportional to the square of the average velocity when f L, and D are constant. 


Discussion Most flows in practice are in the fully rough regime, and thus the head loss is generally assumed to be 

proportional to the square of the average velocity for all kinds of turbulent flow. Note that we use diameter D here in place 
of hydraulic diameter D/ t . For a square duct, it turns out that D = Z), so this is a valid approximation. 
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Chapter 8 Flow in Pipes 

8-41 

Solution Air enters a rectangular duct. The fan power needed to overeóme the pressure losses is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 Air is an ideal gas. 4 The duct involves no components such as bends, valves, and connectors. 5 The flow 
section involves no work devices such as fans or turbines 


Properties The properties of air at 1 atm and 35°C are p = 1.145 kg/m , p 
m 2 /s. The roughness of commercial Steel surfaces is £•=0.000045 m. 

Analysis The hydraulic diameter, the volume flow rate, and the Reynolds number in this case are 
4A„ 4ab _ 4(0.15 m)(0.20m) 


1.895xl0" 5 kg/m-s, and v= 1.655xl0" 5 


D h = 


■ = 0.1714 m 


p 2 (a + b) 2(0.15 +0.20) m 

V = VA C = V(a x b) = (7 m/s)(0.15 x 0.20 m 2 ) = 0.21 m 3 /s 


Re = 


pVD h (1.145 kg/m 3 )(7m/s)(0.1714 m) 


= 72,490 


p 1.895x10 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative 
roughness of the pipe is 



s!D h = 


4.5xl0~ 


“= 2.625 xl0~ 4 


0.1714 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V7 


= -2.0 log 


etD 


h + 2.51 


3-7 ReV/J VJ 


1 


= -2.0 log 


2.625 xl0~ 


2.51 


3.7 72,490^7 


It gives/= 0.02034. Then the pressure drop in the duct and the required pumping power become 
L P V 2 ntvyn , A 7 m (1.145 kg/m 3 )(7m/s) 2 


AP = AP l =/ 


D 2 


= 0.02034- 


W„„ 


= VA P = (0.21 m 3 /s)(23.3 Pa)l - 


0.1714 m 
1 W 


í 1N ] 

í 1Pa 1 

Jkg-m/s 2 , 

llN/m 2 J 


= 23.3 Pa 


Pa-m /s 


4.90 W 


Discussioit The friction factor could also be determined easily from the explicit Haaland relation. It would give / = 
0.02005, which is sufficiently cióse to 0.02034. Also, the power input determined is the mechanical power that needs to be 
imparted to the fluid. The shaft power will be much more than this due to fan inefficiency; the electrical power input will be 
even more due to motor inefficiency. 
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Chapter 8 Flow in Pipes 


8-42E 

Solution Water passes through copper tubes at a specified rate. The pumping power required per ft length to maintain 
flow is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The pipe involves no components such as bends, valves, and connectors. 4 The piping section involves no 
work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of water at 60°F are p = 62.36 lbm/ft 3 and // = 2.713 lbm/ft-h = 
7.536xl0' 4 lbm/ft-s. The roughness of copper tubing is 5xl0" 6 ft. 


Analysis First we calcúlate the average velocity and the Reynolds number to determine the flow regime: 

jr rn m 1.2 lbm / s 

V =-=---=-----= 6.272 ft/s 


pA c p(nD 2 / 4) 


(62.36 lbm/ft 3 )[;r(0.75/12 ñ) 2 / 4] 


Re = 


pVD (62.36 lbm/ft 3 )(6.272 ft/s)(0.75/12 ft) 


= 32,440 


p 7.536x10 lbm/ft-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative 
roughness of the pipe is 


e!D = 


5x10 ft 
0.75/12 ft 


= 8xl0~ 


Water 


1.2 lbm/s 



D = 0.75 in 


The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


V7 


-2.0 log 


s!D 2.51 


3.7 Re 77 


V7 


c 

-2.0 log 

v 


8x10 

3.7 


-5 


2.51 

32,4407/ 




y 


lt gives/= 0.02328. Then the pressure drop and the required power input become 

AP = AP ¿=/ A^1 = 0.02328 lft (62-36lbm/ft 3 )(6.272ft/s) 2 f llbf >| 
D 2 0.75/12 ft 2 V 32.2 lbm-ft/s J 


14.2 lbf/ft 2 


W =VAP = 

rr pump 


ihAP 


(1.2 lbm/s)(14.2 lbf/ft 2 ) í 1W ) 
62.36 lbm/ft 3 v 0.737 lbf • ft/sj 


0.37 W (per ft length) 


Therefore, useful power input in the amount of 0.37 W is needed per ft of tube length to overeóme the frictional losses in 
the pipe. 

Discussioit The friction factor could also be determined easily from the explicit Flaaland relation. It would give / = 
0.02305, which is sufficiently cióse to 0.02328. Also, the friction factor corresponding to e = 0 in this case is 0.02306, 
which indicates that copper pipes can be assumed to be smooth with a negligible error. Also, the power input determined is 
the mechanical power that needs to be imparted to the fluid. The shaft power will be more than this due to pump 
inefficiency; the electrical power input will be even more due to motor inefficiency. 
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Chapter 8 Flow in Pipes 


8-43 

Solution The pressure of oil in a pipe which discharges into the atmosphere is measured at a certain location. The 
flow rates are to be determined for 3 different orientations. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is laminar (to be verified). 4 The pipe involves no components such as bends, valves, and 
connectors. 5 The piping section involves no work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of oil are given to be p = 876 kg/m 3 and p = 0.24 kg/m-s. 

Analysis The pressure drop across the pipe and the cross-sectional area are 


A P = P 1 -P 2 = 135-88 = 47 kPa 

A c =nD 2 /4 = ;r(0.015m) 2 / 4 = 1.767 xl0~ 4 m 2 

(o) The flow rate for all three cases can be determined from, 
y _ (AP- pgL sin 0)kD a 
128/rZ, 

where 0 is the angle the pipe makes with the horizontal. For the horizontal 
case, 0 = 0 and thus sin 0 = 0. Therefore, 



APttD 4 (47 kPa)^(0.015 m) 4 

lkg-m/s 2 

1000 N/m 2 ' 

128 pL 128(0.24 kg/m-s)(15m) 

IN 

v y 

l lkPa J 


1.62x10 5 m 3 /s 


(b) For uphill flow with an inclination of 8 o , we have 0 = +8°, and 


V, 


uphill 


(A P - pgL sin 0)ttD 4 
128 pL 

[(47,000 Pa -(876 kg/m 3 )(9.81 m/s 2 )(15 m)sin8°];r(0.015 m) 4 f lkg-m/s 2 ^ 
128(0.24 kg/m-s)(l 5 m) ^ lPa-m 2 y 


= 1.00x10 5 m 3 /s 


(c) For downhill flow with an inclination of 8 o , we have 0 = -8 o , and 


V, 


downhill 


(AP - pgL sin 9)nD 4 
128 pL 

[(47,000 Pa - (876 kg/m 3 )(9.81 m/s 2 )(15 m) sin(-8°)];r(0.015 m) 4 


128(0.24 kg/m-s)(15m) 


lkg-m/s 

lPa-m 2 


2 'N 


2.24x10 5 m 3 /s 


The flow rate is the highest for downhill flow case, as expected. The average fluid velocity and the Reynolds number in this 
case are 


V = - 


V 


2.24xl0~ 5 ,m 3 /s 
1.767xl0‘ 4 m 2 


= 0.127 m/s 


Re - pVD - (876 kg/m 3 )(0,127 m/s)(0.015 m) _ 
p 0.24 kg/m • s 

which is less than 2300. Therefore, the flow is laminar for all three cases, and the analysis above is valid. 


Discussion Note that the flow is driven by the combined effect of pressure difference and gravity. As can be seen from 
the calculated rates above, gravity opposes uphill flow, but helps downhill flow. Gravity has no effect on the flow rate in 
the horizontal case. 
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Chapter 8 Flow in Pipes 


8-44 

Solution Glycerin is flowing through a horizontal pipe which discharges into the atmosphere at a specified flow rate. 
The absolute pressure at a specified location in the pipe, and the angle 0 that the pipe must be inclined downwards for the 
pressure in the entire pipe to be atmospheric pressure are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is laminar (to be verified). 4 The pipe involves no components such as bends, valves, and 
connectors. 5 The piping section involves no work devices such as pumps and turbines. 


Properties The density and dynamic viscosity of glycerin at 40°C are given to be p = 1252 kg/m 3 and ¡u = 0.27 kg/m-s. 
Analysis (a) The flow rate for horizontal or inclined pipe can be determined from 


y _ (AP - pgL sin 0)xD 4 

128//L y 

where 0 is the angle the pipe makes with the horizontal. For the 
horizontal case, 9 = 0 and thus sin 0 = 0. Therefore, 


V, 


APnD 


horiz 


128 ¡uL 

Solving for AP and substituting. 


( 2 ) 



128//¿U horiz 128(0.27 kg/m -s)(25 m)(0.035x 10~ 3 m 3 /s) í lkN 
ttD 4 /t( 0.02 m) 4 [l000kg-m/s 2 

= 60.2 kN/m 2 = 60.2 kPa 


Then the pressure 25 m before the pipe exit becomes 

A P = P l -P 2 -> P x = P 2 + AR = 100+ 60.2 = 160.2 kPa 


( b ) When the flow is gravity driven downhill with an inclination 9, and the pressure in the entire pipe is constant at the 
atmospheric pressure, the hydrostatic pressure rise with depth is equal to pressure drop along the pipe due to frictional 
effects. Setting AP = P¡ - P 2 = 0 in Eq. (1) and substituting, 0is determined to be 


V. 


downhill 


pg sin OkD 
128// 


0035 x 1 o- 3 m 3/„ ... ~ ( 1252 k § /m3 X9-81 m/s 2 ) sin ^(0.02 m) 4 
1,1 ' 128(0.27 kg/m-s) 


-+ (9 = -11.3 o 


Therefore, the pipe must be inclined 11.3° downwards from the horizontal to maintain flow in the pipe at the same rate. 
Verification: The average fluid velocity and the Reynolds number in this case are 

V 0.035xl0 _3 m 3 /s 


F = ^ = 
A. 


kD 1 ! 4 


7t( 0.02 m) 2 / 4 


= 0.111 m/s 


Re _ pVD _ (1252 kg/m 3 )(0.111 m/s)(0.02 m) _ 


P 


0.27 kg/m-s 


which is less than 2300. Therefore, the flow is laminar, as assumed, and the analysis above is valid. 

Discussioit Note that the flow is driven by the combined effect of pressure difference and gravity. Gravity has no effect 
on the flow rate in the horizontal case, but it governs the flow alone when there is no pressure difference across the pipe. 
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Chapter 8 Flow in Pipes 


8-45 

Solution Air in a heating system is distributed through a rectangular duct made of commercial Steel at a specified 
rate. The pressure drop and head loss through a section of the duct are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 Air is an ideal gas. 4 The duct involves no components such as bends, valves, and connectors. 5 The flow 
section involves no work devices such as fans or turbines. 


Properties The roughness of commercial Steel surfaces is e= 0.000045 m. The dynamic viscosity of air at 40°C is ju = 
1.918xl0' 5 kg/m-s, and it is independent of pressure. The density of air listed in that table is for 1 atm. The density at 105 
kPa and 315 K can be determined from the ideal gas relation to be 


P = 


105 kPa 


RT (0.287 kPa-m7kg.K)(40 + 273 K) 


= 1.169 kg/m 


Analysis The hydraulic diameter, average velocity, and 
Reynolds number are 


D h =- 


4 A„ 


4 ab 4(0.3 m)(0.20m) 


2 (a + b) 2(0.3 +0.20) m 


= 0.24 m 


V = 


V V 


0.5.m /s 


A c axb (0.3m)(0.2m) 


■ = 8.333 m/s 



Rc - P m i> - (l-169kg/m 3 )(8.333m/s)(0.24m) _ 121t?QQ 
p 1.918xl0~ 5 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the duct is 


eiD h = 


4 - 5 * 1<r ”=1.875x1(1- 


0.24 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V7 


=■ = -2.0 log 


e/D 


h , 2.51 


3.7 Re 77 


1 


~¡= = -2.0 log 

V7 


1.875x10" 

3.7 


2.51 


121,90077 


It gives/= 0.01833. Then the pressure drop in the duct and the head loss become 


AP = APj = / 


L pV 1 
D 2 


= 0.01833 


40m (1.169kg/m 3 )(8.333m/s) 2 í 


0.24 m 


1 N 




1 kg-m/s ¿ 


= 124 N/m 2 = 124 Pa 


h L = 


\P L r L V 2 nn , a „ 40m (8.333m/s) 2 -n _ 

— = /-= 0.01833-2- J =10.8 m 

pg D 2g 0.24m 2(9.81m/s“) 


Discussioit The required pumping power in this case is 


W, 


pump 


= VAP = (0.5 m 3 /s)(124 Pa) 


1 W 


VI Pa-m J /s 


= 62 W 


Therefore, 62 W of mechanical power needs to be imparted to the fluid. The shaft power will be more than this due to fan 
inefficiency; the electrical power input will be even more due to motor inefficiency. Also, the friction factor could be 
determined easily from the explicit Haaland relation. It would give/= 0.0181, which is sufficiently cióse to 0.0183. 
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Chapter 8 Flow in Pipes 


8-46 

Solution Glycerin is flowing through a smooth pipe with a specified average velocity. The pressure drop per 10 m of 
the pipe is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The pipe involves no components such as bends, valves, and connectors. 4 The piping section involves no 
work devices such as pumps and turbines. 


Properties The density and dynamic viscosity of glycerin at 40°C are given to be p = 1252 kg/nT and // = 0.27 kg/m-s, 
respectively. 


Analysis The volume flow rate and the Reynolds number are 

V = VA C = V(t:D 2 / 4) = (3.5 m/s)[^(0.05 m) 2 /4] = 0.006872 m 3 /s 

p c _ P VD h _ (1252kg/m 3 )(3.5m/s)(0.05m) _ gn 5 
p 0.27 kg/m-s 

which is less than 2300. Therefore, the flow is laminar, and the friction 
factor for this circular pipe is 

64 =_ 64 _ = oo7g87 
Re 811.5 



Then the pressure drop in the pipe becomes 


ap = ap l = f 


L pV- 
D 2 


= 0.07887- 


0.05 m 


(1252 kg/m 3 )(3.5 m/s) 2 

( lkN 'l 

( lkPa 'l 

2 

8 1000kg-m/s J 

llkN/m 2 J 


121kPa 


Discussion The required pumping power in this case is 


W, 


pump 


= VAP = (0.006872 m7s)(121 kPa)| 


lkW 


VlkPa-m 3 /s 


0.83 kW 


Therefore, 0.83 kW of mechanical power needs to be imparted to the fluid. The shaft power will be more than this due to 
pump inefficiency; the electrical power input will be even more due to motor inefficiency. 
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Chapter 8 Flow in Pipes 



Solution In the previous problem, the effect of the pipe diameter on the pressure drop for the same constant flow rafe 
is to be investigated by varying the pipe diameter from 1 cm to 10 cm in increments of 1 cm. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 

g=9.81 

Vdot=3.5*pi*(0.05) A 2/4 

Ac=pi*D A 2/4 

rho= 1252 

nu=mu/rho 

mu=0.27 

L= 10 

V=Vdot/Ac 

"Reynolds number" 

Re=V*D/nu 

f=64/Re 

DP=f*(L/D)*rho*V A 2/2000 "kPa" 

W=Vdot*DP "kW" 


D, m 

AP, kPa 

V, m/s 

Re 

0.01 

75600 

87.5 

4057 

0.02 

4725 

21.88 

2029 

0.03 

933.3 

9.722 

1352 

0.04 

295.3 

5.469 

1014 

0.05 

121 

3.5 

811.5 

0.06 

58.33 

2.431 

676.2 

0.07 

31.49 

1.786 

579.6 

0.08 

18.46 

1.367 

507.2 

0.09 

11.52 

1.08 

450.8 

0.1 

7.56 

0.875 

405.7 



D, m 


Discussion The pressure drop decays quite rapidly with increasing diameter - by several orders of magnitude, in fact. 
We conclude that larger diameter pipes are better when pressure drop is of concern. Of course, bigger pipes cost more and 
take up more space, so there is typically an optimum pipe size that is a compromise between cost and practicality. 
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Chapter 8 Flow in Pipes 


8-48E 

Solution Air is flowing through a square duct made of commercial Steel at a specified rate. The pressure drop and 
head loss per ft of duct are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the tlow is fully 
developed. 3 Air is an ideal gas. 4 The duct involves no components such as bends, valves, and connectors. 5 The flow 
section involves no work devices such as fans or turbines. 


Properties 


The density and dynamic viscosity of air at 1 atm and 60°F are p = 0.07633 lbm/ft, // = 0.04365 lbm/ft h, 

2 /„ _ 1 s:oo„irv-4 o 2 l 


and v= 0.5718 ft7s = 1.588x10' ft /s. The roughness of commercial Steel surfaces is s= 0.00015 ft. 
Analysis The hydraulic diameter, the average velocity, and the Reynolds number in this case are 


D h = 


4 A r 4a - 


4 a 


• = a = 1 ñ 


r = © = 4 ° 1200 fl 7 mi " = 1200 ft/min , 20 ft/s 


Re = ■ 


A c a ~ 
VD U 


(lft) 2 

(20 ft/s)( 1 ft) 
1.588xl0^ 4 ft 2 /s 


■ = 1.259x10 



which is greater than 4000. Therefore, the flow is turbulent. 

The relative roughness of the duct is 

ln 0.00015 ft 1C 4 

£•/ D h =-= 1.5x10 

h lft 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


—,0'oe 


e/D 


k + 2.51 


3 - 7 ReV7j V7 




1 


= -2.0 log 


1.5x10 


-4 


2.51 


3.7 125,90077 


It gives/= 0.0180. Then the pressure drop in the duct and the head loss become 


AP = AP L =f 


L pV 1 
D 2 


= 0.0180 


lft (0.07633lbm/ft 2 )(20ft/s)‘ 


lft 


1 lbf 


32.2 lbm- ft/s 


8.53x10 3 lbf/ft 2 


h L = 


^ = f —— = o.om— (2Qft/s)2 

pg D 2g lft 2(32.2 ft/s 2 ) 


= 0.112 ft 


Discussion The required pumping power in this case is 

W numn =VAP = (1200/60ft 3 /s)(8.53x 10 -3 lbf/ft 2 )|-—-) = 0.231 W(perft length) 

pump \ 0.737 lbf • ft/s J 

Therefore, 0.231 W of mechanical power needs to be imparted to the fluid per ft length of the duct. The shaft power will be 
more than this due to fan inefficiency; the electrical power input will be even more due to motor inefficiency. Also, the 
friction factor could be determined easily from the explicit Haaland relation. It would give/= 0.0178, which is sufficiently 
cióse to 0.0180. 
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Chapter 8 Flow in Pipes 


8-49 

Solution Liquid ammonia is flowing through a copper tube at a specified mass flow rate. The pressure drop, the head 
loss, and the pumping power required to overeóme the frictional losses in the tube are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fnlly 
developed. 3 The pipe involves no components such as bends, valves, and connectors. 4 The piping section involves no 
work devices such as pumps and turbines. 

Properties The density and dynamic viscosity of liquid ammonia at -20°C are p = 665.1 kg/m 3 and p = 2.361xl0" 4 
kg/m-s. The roughness of copper tubing is 1.5xl0" 6 m. 


Analysis 


V = 


First we calcúlate the average velocity and the Reynolds number to determine the flow regime: 
til m 0.15 kg/s 


PA 


p{nD 2 /4) (665.1 kg/m 3 )[;r(0.005m) 2 /4] 


= 11.49 m/s 


Rc PVD (665.1 kg/m 3 )(11.49 m/s)(0.005 m) { 61g::1Q 5 

p 2.361xl0~ 4 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The 
relative roughness of the pipe is 

s / D = 1'5 X 10 6 m _ 3x1Q - 4 
0.005 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 



1 


17’- 2m ° e 


s/D 2.51 


3.7 


ReV7 


- V7'~ 10 '° E 


3x10 

3.7 


-4 


2.51 


1.618x10 5 V7 


It gives/= 0.01819. Then the pressure drop, the head loss, and the useful pumping power required become 


\P ~ ^P L ~ f 


L pV 2 
D 2 


= 0.01819 


30 m (665.1 kg/m 3 )(ll.49 m/s)" 
0.005 m 2 


r 1 kN 

f 1 kPa ") 

[lOOO kg-m/s 2 J 

U kN/m 2 J 


= 4792 kPa £ 4790 kPa 


h 


A Pl 
Pg 


L V 

= /-= 0.01819 

D 2 g 


30 m (11.49 m/s) 3 
0.005m 2(9.81 m/s 2 ) 


= 734 m 


W = VAP = 

rr pump 


mAP 

P 


(0.15 kg/s)(4792 kPa) í 1 kW ) = 1 og kw 
665.1 kg/m 3 VlkPa-m 3 /sJ 


Therefore, useful power input in the amount of 1.08 kW is needed to overeóme the frictional losses in the tube. 

Discussioit The friction factor could also be determined easily from the explicit Haaland relation. It would give / = 
0.0180, which is sufficiently cióse to 0.0182. The friction factor corresponding to e = 0 in this case is 0.0163, which is 
about 10% lower. Therefore, the copper tubes in this case are nearly “smooth”. 

Also, the power input determined is the mechanical power that needs to be imparted to the fluid. The shaft power 
will be more than this due to pump inefficiency; the electrical power input will be even more due to motor inefficiency. 
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Chapter 8 Flow in Pipes 


8-50 [Also solved using EES on enclosed D VD\ 

Solution Water is flowing through a brass tube bank of a heat exchanger at a specified flow rate. The pressure drop 
and the pumping power required are to be determined. Also, the percent reduction in the flow rate of water through the 
tubes is to be determined after scale build-up on the inner surfaces of the tubes. 


Assumptions 1 The flow is steady, horizontal, and incompressible. 2 The entrance effects are negligible, and thus the 
flow is fully developed (this is a questionable assumption since the tubes are short, and it will be verified). 3 The inlet, exit, 
and header losses are negligible, and the tubes involve no components such as bends, valves, and connectors. 4 The piping 
section involves no work devices such as pumps and turbines. 


Properties 


The density and dynamic viscosity of water at 20°C are p = 983.3 kg/m 3 and // = 0.467xl0' 3 kg/m-s, 


respectively. The roughness of brass tubing is 1.5x10 m. 

Analysis First we calcúlate the average velocity and the 
Reynolds number to determine the flow regime: 


V = = - 


V/ 


0.015 nr/s 


- = 2.387 m/s 


N mne (xD 2 / 4) 80W0.01m) ¿ /4] 

n pVD„ (983.3 kg/m 3 )(2.387 m/s)(0.01m) „„„ 

Re =-=-r-= 50,270 

p 0.467x10 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The 
relative roughness of the pipe is 

/n 1.5xl0- 6 m 1C ln _ 4 

s / D =-= 1.5 x 10 

0.01 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 

1 



' e/D 2.51 ^ 

1 

-2.0 log 

1.5xl0 -4 

2.51 

v 3.7 R eV7 y 

^ V7 

3.7 

V 

50,270^7 J 


/7"' 201og 

It gives/= 0.0214. Then the pressure drop, the head loss, and the useful pumping power required become 

AP = AP l =/A^l = 0 .0214- L5m (983.3kg/m 3 )(2.38 7 m/sr 


D 2 


0.01 m 

f 


f IkN ] 

( 1 kPa ") 

^1000 kg-m/s 2 y 

llkN/m 2 J 


= 8.99 kPa 


W„, 


= VAP = (0.015 m 3 /s)(8.99 kPa) 


lkW 


v 


lkPa-m /s 


0.135 kW 


Therefore, useful power input in the amount of 0.135 kW is needed to overeóme the frictional losses in the tube. The 
hydrodynamic entry length in this case is 

L h ,turbulent * = 10(0.01 m) = 0.1 m 


which is much less than 1.5 m. Therefore, the assumption of fully developed flow is valid. (The effect of the entry región is 
to increase the friction factor, and thus the pressure drop and pumping power). 

After scale buildup: When 1-mm thick scale builds up on the inner surfaces (and thus the diameter is reduced to 0.8 cm 
from 1 cm) with an equivalent roughness of 0.4 mm, and the useful power input is fixed at 0.135 kW, the problem can be 
formulated as follows (note that the flow rate and thus the average velocity are unknown in this case): 


F = —=— 

A N„ 


V 


, {ttD 2 / 4) 


V = - 


V 


80[^(0.008m) 2 /4] 


Re = 


pVD 

P 


Re = 


(983.3 kg/m 3 )F(0.008m) 
0.467xl0~ 3 kg/m-s 


( 2 ) 


e! D = ° 0004 m _ Q Q5 
0.008 m 


( 1 ) 
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Chapter 8 Flow in Pipes 


V7 


f 

- 2.0 log 

v 


etD 

3.7 


2.51 1 

Re V7j V7 


f 

- 2.0 log 

v 


0.05 

3.7 


2.51 

W7, 


A P = f 


L pV 2 
D 2 

^prnnp 


- -> A P = f 
= 0.135 kW 


1.5 m (983.3 kg/m 3 )F 2 

f lkN 'j 

í 1 kPa 

0.008 m 2 

^1000 kg-m/s 2 y 

llkN/m 2 J 


VAP = 0.135 (5) 


( 4 ) 


( 3 ) 


Solving this system of 5 equations in 5 unknown (f Re, V, A P, and V ) using an equation solver (or a trial-and-error 
approach, by assuming a velocity valué) gives 

/= 0.0723, Re = 28,870, V= 1.714 m/s, AP = 19.6 kPa, and V = 0.00689 m 3 /s = 6.89 L/s 
Then the percent reduction in the flow rate becomes 

Reduction ratio = dean -_ 0.54 = 54 % 

Pelean ^ 


Therefore, for the same pump input, the flow rate will be reduced to less than hall' of the original flow rate when the pipes 
were new and clean. 

Discussioit The friction factor could also be determined easily from the explicit Haaland relation. Also, the power 
input determined is the mechanical power that needs to be imparted to the fluid. The shaft power will be more than this due 
to pump inefficiency; the electrical power input will be even more due to motor inefficiency. 


Minor Losses 


8-51C 

Solution We are to define minor loss and minor loss coefficient. 

Analysis The head losses associated with the flow of a fluid through fittings, valves, bends, elbows, tees, inlets, 

exits, enlargements, contraetions, etc. are called minor losses, and are expressed in terms of the minor loss coefficient as 


l ~ 1 

F 2 1(2 g) 

Discussioit Basically, any irreversible loss that is not due to friction in long, straight sections of pipe is a minor loss. 


8-52C 

Solution We are to define equivalent length and its relationship to the minor loss coefficient. 


Analysis Equivalent length is the length of a straight pipe which would give the same head loss as the minor loss 
component. It is related to the minor loss coefficient by 


L 


equiv 



Discussioit Equivalent length is not as universal as minor loss coefficient because it depends on the roughness and 
Reynolds number of the equivalent straight section of pipe. 
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Chapter 8 Flow in Pipes 

8-53C 

Solution We are to discuss the effect of rounding a pipe inlet. 

Analysis The effect of rounding of a pipe inlet on the loss coefficient is (c) very signiflcant. 


Discussion In fact, the minor loss coefficient changes from 0.8 for a reentrant pipe inlet to about 0.03 for a well- 
rounded pipe inlet - quite a signiflcant improvement. 


8-54C 

Solution We are to discuss the effect of rounding on a pipe outlet. 

Analysis The effect of rounding of a pipe exit on the loss coefficient is (a) negligible. 

Discussion At any pipe outlet, all the kinetic energy is wasted, and the minor loss coefficient is equal to a, which is 
about 1.05 for fully developed turbulent pipe flow. Rounding of the outlet does not help. 


8-55C 

Solution We are to compare the minor losses of a gradual expansión and a gradual contraction. 

Analysis A gradual expansión, in general, has a greater minor loss coefficient than a gradual contraction in 

pipe flow. This is due to the adverse pressure gradient in the boundary layer, which may lead to flow separation. 

Discussion Note, however, that pressure is “recovered” in a gradual expansión. In other words, the pressure rises in the 

direction of flow. Such a device is called a diffuser. 


8-56C 

Solution We are to discuss ways to reduce the head loss in a pipe flow with bends. 

Analysis Another way of reducing the head loss associated with turns is to install turning vanes inside the elbows. 

Discussion There are many other possible answers, such as: reduce the inside wall roughness of the pipe, use a 
larger diameter pipe, shorten the length of pipe as much as possible, etc. 


8-57C 

Solution We are to compare two different ways to reduce the minor loss in pipe bends. 

Analysis The loss coefficient is lower for flow through a 90° miter elbow with well-designed vanes ( K L ~ 0.2) than it 
is for flow through a smooth curved bend (K¡ ~ 0.9). Therefore, using miter elbows with vanes results in a greater 
reduction in pumping power requirements. 

Discussion Both valúes are for threaded elbows. The loss coefficients for flanged elbows are much lower. 
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Chapter 8 Flow in Pipes 


8-58 

Solution Water is to be withdrawn from a water reservoir by drilling a hole at the bottom surface. The flow rate of 
water through the hole is to be determined for the well-rounded and sharp-edged entrance cases. 


Assumptions 1 The flow is steady and incompressible. 2 The reservoir is open to 
the atmosphere so that the pressure is atmospheric pressure at the free surface. 3 The 
effect of the kinetic energy correction factor is disregarded, and thus a= 1. 

Analysis The loss coefficient is K¡ = 0.5 for the sharp-edged entrance, and K¡ 
= 0.03 for the well-rounded entrance. We take point 1 at the free surface of the 
reservoir and point 2 at the exit of the hole. We also take the reference level at the 
exit of the hole (z 2 = 0). Noting that the fluid at both points is open to the atmosphere 
(and thus P¡ — P 2 = P¡¡tm) and that the fluid velocity at the free surface is zero (V t — 
0 ), the energy equation for a control volume between these two points (in terms of 
heads) simplifies to 



- + «, 


Pg 


K 

2 g 


- + z , 


-/? =-- 
"pumpa, 


«7 


V£_ 

2g 


+ z 2 + ^turbine,e +^L 


Z, = a 9 


v± 

2 g 


■ + h i 


V 2 

where the head loss is expressed as h L = K ¡ -. Substituting and solving for V-, gives 

2 g 


~ a 2 ~ — + K¿— — —> 2gz x -V t (a 2 +K l ) —> 


2 g 


2 g 


2g z i 
«2 + K L 


I 2g z i 

V + K l 


since <z 2 = 1. Note that in the special case of K L = 0, it reduces to the Toricelli equation V 2 = J2gz ] 
volume flow rate becomes 

v = a c v 2 IJEl. 

4 ]¡1 + K l 

Substituting the numerical valúes, the flow rate for both cases are determined to be 


as expected. Then the 


Well-rounded entrance : V = 


ttD 


hole 


2g z i 

1 + K, 


^(0.015 m) 2 |2(9.81m/s 2 )(3m) =134><lr 3 m 3 /s 


1 + 0.03 


Sharp-edged entrance : V = ■ 


ttDj lo i e 2gz, ^-(0.015m) 2(9.81m/s )(3m) 


i+á:, 


1 + 0.5 


= 1.11x10 3 m 3 /s 


Discussion The flow rate in the case of frictionless flow (K¡ = 0) is 1.36x10° m 3 /s. Note that the frictional losses cause 
the flow rate to decrease by 1.5% for well-rounded entrance, and 18.5% for the sharp-edged entrance. 
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Chapter 8 Flow in Pipes 


8-59 

Solution Water is discharged from a water reservoir through a circular hole of diameter D at the side wall at a 
vertical distance Fl from the free surface. A relation for the “equivalent diameter” of the sharp-edged hole for use in 
frictionless flow relations is to be obtained. 


Assumptions 1 The flow is steady and incompressible. 2 The reservoir is open to the atmosphere so that the pressure is 
atmospheric pressure at the free surface. 3 The effect of the kinetic energy correction factor is disregarded, and thus a = 1. 

Analysis The loss coefficient is K¡ = 0.5 for the sharp-edged entrance, and = 0 for the “frictionless” flow. We take 
point 1 at the free surface of the reservoir and point 2 at the exit of the hole, which is also taken to be the reference level (z 2 
= 0). Noting that the fluid at both points is open to the atmosphere (and thus P\~ Pl~ P atm) and that the fluid velocity at the 
free surface is zero (V¡ = 0), the energy equation for a control volume between these two points (in terms of heads) 
simplifies to 


V - p v~ 

—-+«1 ~ + Z l +^pump,u = ~ + 0; 2 ~ + z 2 + ^turbine,e + ^L 


Pg 


2 g 


Pg 


2 g 


V 2 , 

—^ F[ — cc 2 -t- h j 

2 g 


where the head loss is expressed as h L = K ¡ -. Substituting and solving for V 2 gives 

2 g 


H = a 2 ^ + K L ^ 2 g H = V?(a 2 +K L ) -> V 2 = I 2gH 

2 g 2 g Va 2 +K L 


2 gH 
1 + K, 


since « 2 = 1 • Then the volume flow rate becomes 


V=A C V 2 =- 


ttD z 2 gH 


1 + K, 


( 1 ) 


Note that in the special case of K L = 0 (frictionless flow), the velocity relation reduces to the Toricelli equation, 


V 2 frictionless = sj^-gH ■ The fl°w rate in this case through a hole of D e (equivalent diameter) is 


^ ^c.cquiv ^.frictionless 


7Ú2) 


equiv 


y¡2gH 


( 2 ) 


Setting Eqs. (1) and (2) equal to each other gives the desired relation for the 
equivalent diameter, 

,2 


o ^ 

t 


^ qulv -j 2 ^ = ^ i— 

V « , + K, 


Water 


H 


U°Q 


which gives 
D 


D 


D 


(l + K L ) U4 (l + 0.5) l/ 


= 0.904 D 


Tt e quiv ^ D 


Discussion Note that the effect of frictional losses of a sharp-edged entrance is to reduce the diameter by about 10%. 
Also, noting that the flow rate is proportional to the square of the diameter, we have V oc D c 2 qujv = (0.904 D) 2 =0.82 D 2 . 
Therefore, the flow rate through a sharp-edged entrance is about 18% less compared to the frictionless entrance case. 
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Chapter 8 Flow in Pipes 


8-60 

Solution Water is discharged from a water reservoir through a circular hole of diameter D at the side wall at a 
vertical distance H from the free surface. A relation for the “equivalent diameter” of the slightly rounded hole for use in 
frictionless flow relations is to be obtained. 


Assumptions 1 The flow is steady and incompressible. 2 The reservoir is open to the atmosphere so that the pressure is 
atmospheric pressure at the free surface. 3 The effect of the kinetic energy correction factor is disregarded, and thus a = 1 . 

Analysis The loss coefficient is = 0.12 for the slightly rounded entrance, and K L = 0 for the “frictionless” flow. 

We take point 1 at the free surface of the reservoir and point 2 at the exit of the hole, which is also taken to be the 
reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P¡ = P 2 = P Mm ) and that the 
fluid velocity at the free surface is zero (V¡ = 0), the energy equation for a control volume between these two points (in 
terms of heads) simplifies to 


P V 1 P V 1 

“ + «1 ~ + z i + ^pump,u = ~ + 0; 2 -^- + Z 2 + /? turb ine.e + ^L 


Pg 


2 g 


Pg 


2 g 


V 2 , 

—^ Tf — cc 2 -f h j 

2 g 


where the head loss is expressed as h L = K L -. Substituting and solving for V 2 gives 

2 g 


V 2 , „ ^ 


H = a 2 '-A- + K l '-A- -> 2 gH = V}{a 2 +K L ) -> V 2 = 

2 g 2 g 

since «2=1. Then the volume flow rate becomes 


2 gH 
«2 +K l 


2gH 
1 + K, 


V=A C V 2=- 


nD 2 gH 


1 + K, 


( 1 ) 


Note that in the special case of K¡ = 0 (frictionless flow), the velocity relation reduces to the Toricelli equation, 
V 2 ,frictionless = sí^g^i ■ The flow rate in this case through a hole of D e (equivalent diameter) is 

,2 


^ ^c.cquiv ^2,frictionless 


xD 


equiv 


s¡2gH 


Setting Eqs. (1) and (2) equal to each other gives the desired relation 
for the equivalent diameter, 

s2 


V « , til + K, 


which gives 


D 


D 


(l + K L ) w4 (1 + 0.12/ 


0.972 D 



Discussion Note that the effect of frictional losses of a slightly rounded entrance is to reduce the diameter by about 3%. 
Also, noting that the flow rate is proportional to the square of the diameter, we have V oc Z)e quiv = (0.972 D) 2 = 0.945Z) 2 . 
Therefore, the flow rate through a slightly rounded entrance is about 5% less compared to the frictionless entrance case. 
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Chapter 8 Flow in Pipes 


8-61 

Solution A horizontal water pipe has an abrupt expansión. The water velocity and pressure in the smaller diameter 
pipe are given. The pressure after the expansión and the error that woidd have occurred if the Bernoulli Equation had been 
used are to be determined. 


Assumptiom 1 The flow is steady, horizontal, and incompressible. 2 The flow at both the inlet and the outlet is fully 
developed and turbulent with kinetic energy corrections factors of U\ = a-, = 1.06 (given). 

Properties We take the density of water to be p = 1000 kg/m 3 . 

Analysis Noting that p = const. (incompressible flow), the downstream velocity of water is 

i 


th\-tn 2 pV\A\ - pV 2 A 2 —> V 2 - i - ■, r i 

A 2 t£>; / 4 


A ‘ 14 V, = ’A t V, = l0 '° 8m) ^ (10n]/s) = 2.5in/s 


2 toj 2 / ‘t D 2 ‘ (0.16 m) 


The loss coefficient for sudden expansión and the head loss can be calculated from 


K l = 


1 -- 


1 small 


a large 


.Di 

D 


>2 


2 y 


2 T 


h, =K l ^- = (0.5625) (10m/s) - 
2g 2(9.81 m/s 2 ) 


0.08 

0.16" 


= 2.87 m 


= 0.5625 


Noting that zj = z 2 and there are no pumps or turbines 
involved, the energy equation for the expansión section can be 
expressed in terms of heads as 

P V 2 P V 2 

— + CCx ~T~ + Z ! +^pump,u = — + a 2 ~ + z 2 +/ 7 turbine,e + ^L 

Pg 2 g pg 2 g 

Solving for P 2 and substituting, 

P 2 = P X + p 


«jFf -a 2 V 2 


-gh L 



P { Vt P 2 

— + «i — -— + a 2 — + h L 
Pg 2 g pg 2 g 


= (300 kPa) +(1000 kg/m 3 )- 


1.06(10 m/s) 2 -1.06(2.5 m/s) 2 


-(9.81 m/s 2 )(2.87 m) 


lkN 


1000 kg-m/s 


1 kPa 
lkN/m 2 


= 322 kPa 

Therefore, despite the head (and pressure) loss, the pressure increases from 300 kPa to 321 kPa after the expansión. This is 
due to the conversión of dynamic pressure to static pressure when the velocity is decreased. 

When the head loss is disregarded, the downstream pressure is determined from the Bernoulli equation to be 


P\ V{ P-, P { V{ P-, Vi „ „ v/-v 2 

-A- + -^ + z l =^ + ^- + Zi -> -L+ -!- = -*- + -*- p l= p 1+ p-L -— 

Pg 2 g pg 2 g pg 2 g pg 2 g 2 


Substituting, 


P 2 = (300 kPa) + (1000 kg/m 3 ) - 


-(2.5 m/s) 2 

( lkN 3 

f lkPa ^ 

2 

v 1000kg-m/s J 

ll kN/m 2 J 


= 347 kPa 


Therefore, the error in the Bernoulli equation is Error = P 2 . Bemouiii - P 2 = 347 - 322 = 25.0 kPa 
Note that the use of the Bernoulli equation results in an error of (347 - 322) / 322 = 0.078 or 7.8%. 


Discussion It is common knowledge that higher pressure upstream is necessary to cause flow, and it may come as a 
surprise that the downstream pressure has increased after the abrupt expansión, despite the loss. This is because the sum of 
the three Bernoulli terms which comprise the total head, consisting of pressure head, velocity head, and elevation head, 
namely [P/pg + VZ V 2 /g+ z], drives the flow. With a geometric flow expansión, initially higher velocity head is converted to 
downstream pressure head, and this increase outweighs the non-convertible and non-recoverable head loss term. 
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Chapter 8 Flow in Pipes 


Piping Systems and Pump Selection 


8-62C 

Solution We are to compare the flow rate and pressure drop in two pipes of different diameters in series. 

Analysis For a piping system that involves two pipes of different diameters (but of identical length, material, and 
roughness) connected in series, ( a ) the flow rate through both pipes is the same and ( b ) the pressure drop through the 
smaller diameter pipe is larger. 

Discussioit The wall shear stress on the smaller pipe is larger, friction factor/is larger, and thus the head loss is higher. 


8-63C 

Solution We are to compare the flow rate and pressure drop in two pipes of different diameters in parallel. 

Analysis For a piping system that involves two pipes of different diameters (but of identical length, material, and 
roughness) connected in parallel, (a) the flow rate through the larger diameter pipe is larger and ( b ) the pressure drop 
through both pipes is the same. 

Discussioit Since the two pipes sepárate from each other but then later re-join, the pressure drop between the two 
junctions must be the same, regardless of which pipe segment is under consideration. 


8-64C 

Solution We are to compare the pressure drop of two different-length pipes in parallel. 

Analysis The pressure drop through both pipes is the same since the pressure at a point has a single valué, and the 
inlet and exits of these the pipes connected in parallel coincide. 

Discussioit The length, diameter, roughness, and number and type of minor losses are all irrelevant - for any two pipes 
in parallel, both have the same pressure drop. 


8-65C 

Solution We are to discuss whether the required pump head is equal to the elevation difference when irreversible 
head losses are negligible. 

Analysis Yes, when the head loss is negligible, the required pump head is equal to the elevation difference between 
the free surfaces of the two reservoirs. 

Discussioit A pump in a piping system may: (1) raise the fluid’s elevation, and/or (2) increase the fluid’s kinetic energy, 
and/or (3) increase the fluid’s pressure, and/or (4) overeóme irreversible losses. In this case, (2), (3), and (4) are zero or 
negligible; thus only (1) remains. 


8-66C 

Solution We are to explain how the operating point of a pipe/pump system is determined. 

Analysis The pump installed in a piping system operates at the point where the system curve and the 

characteristic curve intersect. This point of intersection is called the operating point. 

Discussioit The volume flow rate “automatically” adjusts itself to reach the operating point. 
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Chapter 8 Flow in Pipes 


8-67C 

Solution We are to draw a pump head versus flow 
rate chart and identify several parameters. 

Analysis The plot of the head loss versus the flow 
rate is called the system curve. The experimentally 
determined pump head and pump efficiency versus the 
flow rate curves are called characteristic curves. The 
pump installed in a piping system operates at the point 
where the system curve and the characteristic curve 
intersect. This point of intersection is called the 
operating point. 

Discussioit By matching the system (demand) curve 
and the . 
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Chapter 8 Flow in Pipes 


8-68 {A/so solved using EES on enclosed D VD\ 


Solution The pumping power input to a piping system with two parallel pipes between two reservoirs is given. The 


flow rates are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 
The entrance effects are negligible, and thus the flow is fully 
developed. 3 The elevations of the reservoirs remain constant. 
4 The minor losses and the head loss in pipes other than the 
parallel pipes are said to be negligible. 5 The flows through 
both pipes are turbulent (to be verified). 

Properties The density and dynamic viscosity of water at 
20°C are p = 998 kg/m 3 and // = 1.002xl0 " 3 kg/m-s. Plástic 
pipes are smooth, and their roughness is zero, s= 0 . 


Reservoir B 

Zb= 2 m 



Pump 


Analysis This problem cannot be solved directly since the velocities (or flow rates) in the pipes are not known. 
Therefore, we would normally use a trial-and-error approach here. However, nowadays the equation solvers such as EES are 
widely available, and thus below we will simply set up the equations to be solved by an equation solver. The head supplied 
by the pump to the fluid is determined from 


W. 


pVgh„ 


elect,in 


7000 W = 


(998 kg/m 3 )V (9.81 m/s 2 )/? 


( 1 ) 


'l pump-motor 0.68 

We choose points A and B at the free surfaces of the two reservoirs. Noting that the fluid at both points is open to the 
atmosphere (and thus P A = P B = P ílU „) and that the fluid velocities at both points are zero ( V, = V B =0), the energy equation 
for a control volume between these two points simplifies to 


P A Vi , P B V¿ 

- + CC A — + Z A +/7 pmnp,u “- +a B ~ 

Pg 2 g pg 2 g 


+ Z B + *turbme,e + h L 


-> 


pump. 


,u =( Z B - Z A) + h L 


or 

/ípump.u = (9-2) + h L (2) 

where 

^L~^L,l = ^L,2 (3) (4) 

We desígnate the 3-cm diameter pipe by 1 and the 5-cm diameter pipe by 2. The average velocity, Reynolds number, 
friction factor, and the head loss in each pipe are expressed as 


V, V l 


V,=-^ = 


¿ci *Dt! 4 


-> V,= 


Vi 


1 /r(0.03m) 2 /4 


^2 = 


V, 


V, 


A c¡2 nDíl 4 


^ F 2 = 


V, 


;r(0.05m) 2 / 4 


( 5 ) 


( 6 ) 


Rej = 


pVy gi 

P 


—> Re, = 


(998 kg/m 3 )F 1 (0.03 m) 
1 . 002 x 10 ’ kg/m-í 


( 7 ) 


Re 2 =^l Re 2 = ( 998 k 5 /m ;^ (Q ;° 5m) (8) 


P 

= - 2.0 log 

= - 2.0 log 


'e/D, 2.51 ' 

+ 


1 . 002 x 10 kg/m-í 
1 


3 - 7 V7TJ V7T 




£/D 7 2.51 




V7T 

i 

h L ,\ = fi ~~ ~~ 25 m Vl 


= - 2.0 log 


0 + 


2.51 


3 ' 7 Re 2 -\l~f 2 7 y[f 2 


■ = - 2.0 log 


0 + 


Re i V 7 T y 

2.51 

Re 2 V/ 2 " 


D 1 2g 


0.03 m 2(9.81 m/s ) 


( 11 ) 


L 2 V 2 , „ 25 m 


vi 


A i2 =!■>—— -> /h2=A—-—-7- (12) 

L ’ D 2 2g L ’ ¿ 0.05m 2(9.81 m/s 2 ) 


( 9 ) 

(10 
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Chapter 8 Flow in Pipes 


V =V\ + V 2 (13) 

This is a system of 13 equations in 13 unknowns, and their simultaneous solution by an equation solver gives 
V = 0.0183 m 3 /s, V, = 0.0037 m 3 /s, V 2 = 0.0146 m 3 /s, 

V\ = 5.30 m/s, V 2 = 7.42 m/s, h L = h L l = h L 2 = 19.5 m , /? P ump,u = 26.5 m 

Reí = 158,300, Re 2 = 369,700, f = 0.0164, f 2 = 0.0139 
Note that Re > 4000 for both pipes, and thus the assumption of turbulent flow is verified. 

Discussion This problem can also be solved by using an iterative approach, but it will be very time consuming. 
Equation solvers such as EES are invaluable for this kind ofproblems. 
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Chapter 8 Flow in Pipes 


8-69E 

Solution The flow rate through a piping system connecting two reservoirs is given. The elevation of the source is to 
be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The elevations of the reservoirs remain constant. 4 There are no pumps or turbines in the piping system. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/fth = 
6.556xl0" 4 lbm/ft-s. The roughness of cast iron pipe is s = 0.00085 ft. 

Analysis The piping system involves 120 ft of 2-in diameter piping, a well-rounded entrance (K L = 0.03), 4 standard 
flanged elbows (K, = 0.3 each), a fully open gate valve (K¡ = 0.2), and a sharp-edged exit (K, = 1.0). We choose points 1 
and 2 at the free surfaces of the two reservoirs. Noting that the fluid at both points is open to the atmosphere (and thus P \ = 
P 2 = Palm), the fluid velocities at both points are zero (V¡ = V 2 =0), the free surface of the lower reservoir is the reference 
level (z 2 = 0 ), and that there is no pump or turbine (/? pLlmpu = /? tur bine = 0 ), the energy equation for a control volume between 
these two points simplifies to 


P\ V{ , 

- Y Ct i- Y Zi + H 


pg 


2 g 


pump, u 


where h ¿ ^£,total ^¿,major + minor 


P 2 v 2 

- Y CC 2- Y Z 2 ~Y h 

Pg 


. h 

turbine, e ~ n L 


-> 


z i = h 


2 g 


since the diameter of the piping system is constant. The average velocity in the 
pipe and the Reynolds number are 


F=^ = 


V 


10/60 ft7s 


A„ nD 1 ! 4 zr(2/12 ft ) 2 / 4 


= 7.64 ft/s 


Rc pVD (62.3 lbm/ft J )(7.64 ft/s)(2/12 ft) 6Q ^ 
p 1.307xl0~ 3 lbm/ft-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative 
roughness of the pipe is 

s! D = O OOOSS ft _ Q QQ5 2 
2/12 ft 

The friction factor can be determined from the Moody chart, but to avoid the 
reading error, we determine it from the Colebrook equation using an equation 
solver (or an iterative scheme), 

1 


' stD 2.51 

1 

- 2.0 log 

0.0051 

2.51 

(3.7 Re Pf J 

" 77 

3.7 

V 

60,700^7 J 


—= _ 2.0 log 

47 

It gives/= 0.0320. The sum of the loss coefficients is 

IX =* 


I.entrance + 4 ^I,elbow + ^¿.valve + ^I.exit -0.03 + 4x0.3 + 0.2 + 1.0-2.43 



Then the total head loss and the elevation of the source become 




\ v 2 


= 1 (0.0320) 120 ft +2.43 
1 2/12 ft 


(7.64 ft/s ) 2 
2(32.2 ft/s 2 ) 


23.1 ft 


zj =h, = 23.1 ft 

Therefore, the free surface of the first reservoir must be 23.1 ft above the free surface of the lower reservoir to ensure water 
flow between the two reservoirs at the specified rate. 


Discussion Note that JL/D = 23.0 in this case, which is almost 10 folds of the total minor loss coefficient. Therefore, 
ignoring the sources of minor losses in this case would result in an error of about 10 %. 
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Chapter 8 Flow in Pipes 


8-70 

Solution A water tank open to the atmosphere is initially filled with water. A sharp-edged orifice at the bottom drains 
to the atmosphere. The initial velocity from the tank and the time required to empty the tank are to be determined. 

Assumptions 1 The flow is uniform and incompressible. 2 The flow is turbulent so that the tabulated valué of the loss 
coefficient can be used. 3 The effect of the kinetic energy correction factor is negligible, a = 1. 

Properties The loss coefficient is K¡ = 0.5 for a sharp-edged entrance. 


Analysis (o) We take point 1 at the free surface of the tank, and point 2 at the exit of the orifice. We also take the 
reference level at the centerline of the orifice (z 2 = 0), and take the positive direction of z to be upwards. Noting that the 
fluid at both points is open to the atmosphere (and thus P¡ = P 2 = P atm ) and that the fluid velocity at the free surface is very 
low (V\ = 0), the energy equation for a control volume between these two points (in terms of heads) simplifies to 


Pi vt 

-h CC i -h Z i + h 


pg 


2 g 


pump, U 


P 2 Vi 

-h CC') -h Zo + h 


Pg 




. h 

turbine, e n L 


—> z, = a ? 


n 

2 g 


- + hr 


where the head loss is expressed as h, =K L -. Substituting and solving for V 2 gives 

2 g 


Zi=CC2 Y^ + Kl Ya_ ^ 2gz l = V* (a 2 +K l ) -> V 2 = 

2 g 2 g 


2 gz, 
cc 2 + K l 


where a 2 = 1. Noting that initially z, = 2 m. the initial velocity is determined to be 

5.11 m/s 


F 2 = 


2gzi 


1 + K, 


2(9.81 m/s 2 )(2m) 


1 + 0.5 



The average discharge velocity through the orifice at any given time, in general, can be expressed as 


^2 = 


2 gz 
1 + K, 


where z is the water height relative to the center of the orifice at that time. 

(b) We denote the diameter of the orifice by D, and the diameter of the tank by D 0 . The flow rate of water from the tank can 
be obtained by multiplying the discharge velocity by the orifice area, 

-.2 


V -^orífice V 2 


7¡D~ 


2 gz 
1 +K, 


Then the amount of water that flows through the orifice during a differential time interval dt is 

,2 


dV = Vdt = 


7tD z 


2 gz 
1 + K, 


■dt 


( 1 ) 


which, from conservation of mass, must be equal to the decrease in the volume of water in the tank, 

7tD 2 

dV = A^(rdz) = —±dz (2) 

where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 


JiD- 


2 gz 
1 + K, 


■dt = -- 


nDí 


-dz —> dt = — - 


Di 1 + K, 


D 


2 gz 


-dz —> dt = - - 


Di 1 + K 


D 


2 g 


L -1/2 i 
z dz 


The last relation can be integrated easily since the variables are separated. Letting t/ be the discharge time and integrating it 
from t= 0 when z = z\ to t = í/ whcn z = 0 (completely drained tank) gives 


dt = - 

' í= o D 


Di 1 + K, 


2g 


i”-’ 

1 Z=Z, 


- 1/2 


dz —> 


t f -- 


h+Kz 

4 +1 

z 2 

0 

2 D¡ 

¡ 2 g 

1 

7J|- 

+ 

D 2 


1 + K 


L _ 1/2 


2g 
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Chapter 8 Flow in Pipes 


Simplifying and substituting the valúes given, the draining time is determined to be 



(3 m ) 2 /2(2 m)(l + 0.5) .. , , 

—- —rJ— ---= 704 s = 11.7 min 

(O.lm ) 2 V 9.81m/s 2 


Discussion The effect of the loss coefficient K, on the draining time can be assessed by setting it equal to zero in the 
draining time relation. It gives 


= D¡_ [2^ (3 m) 2 / 2(2 m) 

/.zeroloss ^2 ^ g (0 .1 m )2 V 9.81 m/s 2 


575s = 9.6min 


Note that the loss coefficient causes the draining time of the tank to increase by (11.7- 9.6)/l 1.7 = 0.18 or 18%, which is 
quite signiflcant. Therefore, the loss coefficient should always be considered in draining processes. 
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Chapter 8 Flow in Pipes 


8-71 

Solution A water tank open to the atmosphere is initially filled with water. A sharp-edged orifice at the bottom drains 
to the atmosphere through a long pipe. The initial velocity from the tank and the time required to empty the tank are to be 
determined. 

Assumptiom 1 The flow is uniform and incompressible. 2 The draining pipe is horizontal. 3 The flow is turbulent so that 
the tabulated valué of the loss coefficient can be used. 4 The friction factor remains constant (in reality, it changes since the 
flow velocity and thus the Reynolds number changes). 5 The effect of the kinetic energy correction factor is negligible, so 
we set a = 1. 


Properties 

0.015. 


The loss coefficient is K L = 0.5 for a sharp-edged entrance. The friction factor of the pipe is given to be 


Analysis (a) We take point 1 at the free surface of the tank, and point 2 at the exit of the pipe. We take the reference 
level at the centerline of the pipe (z 2 = 0), and take the positive direction of z to be upwards. Noting that the fluid at both 
points is open to the atmosphere (and thus P\=Pi = P Mm ) and that the fluid velocity at the free surface is very low (V¡ = 0), 
the energy equation for a control volume between these two points (in terms of heads) simplifies to 


P¡ Vf 

- + a \ ~ +z l +"pump,u 

PS 2 g 


P 2 P2 

-h CC~) -h Z-> + h 


Pg 


2 g 


where 


h I. ^L, total ^L, major IT! i ñor 


+ h 

turbine, c n !. 


V 


z, =a 7 


Yi 

2 g 


- + h j 




2g 


D 


2 g 


since the diameter of the piping system is constant. Substituting and solving for V 2 gives 

r2 / T \ jrl 


Zj = a 2 


v£ 

2g 


+ l f n +K 


v£_ 

2 g 


-» 


v 2 = 


2 gz, 


cc 2 + fL / D + K l 


where a 2 = 1. Noting that initially z¡ = 2 m, the initial velocity is determined to be 

= 1.54 m/s 


V 2J = 


2gzi 


2(9.81 m/s 2 )(2m) 


1 + fL! D + K l 


[1 + 0.015(100 m)/(0.1m) + 0.5 



The average discharge velocity at any given time, in general, can be expressed 
as 


V, = 


2gz 


[1 + fLI D+K l 

where z is the water height relative to the center of the orifice at that time. 

(b) We denote the diameter of the pipe by D, and the diameter of the tank by D a . The flow rate of water from the tank can 
be obtained by multiplying the discharge velocity by the pipe cross-sectional area, 


V=A pipe V 2 = 


nD 1 


2 gz 


4 v 1 + fLI D + K l 

Then the amount of water that flows through the pipe during a differential time interval dt is 

-dt (1) 


dV = Vdt = 


nD- 


2 gz 


1 + fL! D + K l 


which, from conservation of mass, must be equal to the decrease in the volume of water in the tank, 
dV = A ímk (-dz) = - 7lD ^- dz (2) 

where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 
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Chapter 8 Flow in Pipes 



can be integrated easily since the variables are separated. Letting ¡y be the discharge time and integrating it from t = 0 when 
z = z x tot= íy-when z = 0 (completely drained tank) gives 



and substituting the valúes given, the draining time is determined to be 



Simplifying 



(3 m) 2 l 2(2m)[l +(0.015)(100 m)/(0.1m) +0.5] 

(O.lm) 2 V 9.81 m/s 2 


= 2334 s = 38.9 min 


Discussion lt can be shown by setting L = 0 that the draining time without the pipe is only 11.7 min. Therefore, the 
pipe in this case increases the draining time by more than 3 folds. 


8-41 

PROPR1ETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 





Chapter 8 Flow in Pipes 


8-72 

Solution A water tank open to the atmosphere is initially filled with water. A sharp-edged orifice at the bottom drains 
to the atmosphere through a long pipe equipped with a pump. For a specified initial velocity, the required useful pumping 
power and the time required to empty the tank are to be determined. 


Assumptions 1 The flow is uniform and incompressible. 2 The draining pipe is horizontal. 3 The flow is turbulent so that 
the tabulated valué of the loss coefficient can be used. 4 The friction factor remains constant. 5 The effect of the kinetic 
energy correction factor is negligible, so we set a = 1. 

Properties The loss coefficient is K, = 0.5 for a sharp-edged entrance. The friction factor of the pipe is given to be 
0.015. The density of water at 30°C is p= 996 kg/m 3 . 


Analysis (a) We take point 1 at the free surface of the tank, and point 2 at the exit of the pipe. We take the reference 
level at the centerline of the orifice (z 2 = 0), and take the positive direction ofz to be upwards. Noting that the fluid at both 
points is open to the atmosphere (and thus P\= P 2 = T’atm) and that the fluid velocity at the free surface is very low (V¡ = 0), 
the energy equation for a control volume between these two points (in terms of heads) simplifies to 


Pg ~ 2 g 
where a 2 = 1 and 


i Vi 

+ a \ —+ z l +«pump,u 


- + a 2 


Pg 


hL ^L ,total ^/..majar ^/..mirlar | ./ 


2g 

L 

— + 
D 


+ z 2 +^turbine,e +h L 


-» z i +h 


pump, u 


= a 7 


2 g 


- + h i 




v ¿ 

2F 


= f — + K 
1 D 


2 g 


since the diameter of the piping system is constant. Substituting and noting that the initial discharge velocity is 4 m/s, the 
required useful pumping head and power are determined to be 


m = pA c V 2 = p(ttD 2 / 4)V 2 = (996 kg/m 3 )[/r(0.1m) 2 /4](4 m/s) = 31.3 kg/m 3 


‘pump, i 


u =1 1 + f^ + K L \~— z i = | 1 + (0.015) 


D 


2 g 


100 m 
O.lm 


+ 0.5 


(4 m/s)" 


2(9.81m/s 2 ) 


- (2 m) = 11.46 m 


W, 


pump, i 


u = VAP = mgh = (31.3 kg/s)(9.81 m/s 2 )(11.46 m) 


lkN 

( 1 kW 'j 

^1000 kg - m/s 2 y 

[ 1 kN ■ m/s J 


3.52 kW 


Therefore, the pump must supply 3.52 kW of mechanical energy to water. Note that the shaft power of the pump must be 
greater than this to account for the pump inefficiency. 


(b) When the discharge velocity remains constant, the flow rate of water becomes 
V =A C V 2 =(7zD 2 /4)F 2 = [;r(0.1m) 2 /4](4 m/s) = 0.03142 m 3 /s 
The volume of water in the tank is 


V = A tñnkZ¡ = /4)z, = [/r(3 m ) 2 /4](2m) = 14.14 m 3 


Then the discharge time becomes 


At = ^ = - 


14.14 m 


V 0.03142 m 3 /s 


= 450 s = 7.5 min 



Discussion 


1 Note that the pump reduces the discharging time from 38.9 min to 7.5 min. The assumption of constant discharge velocity 
can be justified on the basis of the pump head being much larger than the elevation head (therefore, the pump will domínate 
the discharging process). The answer obtained assumes that the elevation head remains constant at 2 m (rather than 
decreasing to zero eventually), and thus it under predicts the actual discharge time. By an exact analysis, it can be shown 
that when the effect of the decrease in elevation is considered, the discharge time becomes 468 s = 7.8 min. This is 
demonstrated below. 


2 The required pump head (of water) is 11.46 m, which is more than 10.3 m of water column which corresponds to the 
atmospheric pressure at sea level. If the pump exit is at 1 atm, then the absolute pressure at pump inlet must be negative ( = 
-1.16 m or - 11.4 kPa), which is impossible. Therefore, the system cannot work if the pump is installed near the pipe exit, 
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Chapter 8 Flow in Pipes 

and cavitation will occur long before the pipe exit where the pressure drops to 4.2 kPa and thus the pump must be installed 
cióse to the pipe entrance. A detailed analysis is given below. 


Demonstration 1 for Prob. 8-72 (extra) (the effect of drop in water level on discharge time) 

Noting that the water height z in the tank is variable, the average discharge velocity through the pipe at any given time, in 
general, can be expressed as 

rl 


pump, i 


u=| ! + /- + * 


2g 


-> ^2 =• 


2g(z + h pumpu ) 
11 + JL/D + K l 


where z is the water height relative to the center of the orifice at that time. We denote the diameter of the pipe by D, and the 
diameter of the tank by D 0 . The flow rate of water from the tank can be obtained by multiplying the discharge velocity by 
the cross-sectional area of the pipe. 


V=A pipe V 2 = 


nD- 


2g(z + h pumpu ) 


4 yi +jl/d+k l 

Then the amount of water that flows through the orifice during a differential time interval dt is 

... ,,, 7 tD~ 2g(z + h pump ) 

dV = Vdt =—— „ - dt (1) 


4 \\ + fLI D + K l 

which, from conservation of mass, must be equal to the decrease in the volume of water in the tank. 


= A um k(~dz) = - 


ttDn 


-dz 


( 2 ) 


where dz is the change in the water level in the tank during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 


TtP 2 2g(z + h pump u ) 
4 p +JL/D + K l 


-dt = - 




■ dz —y dt — ■ 


D 5 \\+ fL! D + K l 


D~ 


2 g 


( Z + / Vmp,u) 2 dz 


The last relation can be integrated easily since the variables are separated. Letting ¡y be the discharge time and integrating it 
from t = 0 when z = zj to t = tj when z = 0 (completely drained tank) gives 


J 1=0 


D 


r dt = _Dp \\ + JL/D + K l 


2 g 


(z + h 


pump, u 


y ll2 dz 


Performing the integration gives 


jDq 

t — _LL i 

¡1 + JL/ D+ K l 

1 

(z + /? pU mp ) 2 

f D 2 }¡ 

2 g 

1 

2 


D[ 

D 2 


2 (zj + h pump )( 1 + fLI D + K l ) 2h (1 + fLI D + K l ) 


f 


g 


g 


Substituting the 


valúes given, the draining time is determined to be 

^2 




(3m) ¿ 


(0.1 m)‘ 


|2(2 +11.46 m)[l +0.015x100/0.1+0.5] 

(2(11.46 m)[l +0.015x100/0.1 + 0.5] ' 

v V 9.81m/s 2 

V 9.81m/s 2 y 


= 468s = 7.8min 


Demonstration 2 for Prob. 8-72 (on cavitation) 

We take the pump as the control volume, with point 1 at the inlet and point 2 at the exit. We assume the pump inlet and 
outlet diameters to be the same and the elevation difference between the pump inlet and the exit to be negligible. Then we 
have z¡ = z 2 and V¡ = V 2 . The pump is located near the pipe exit, and thus the pump exit pressure is equal to the pressure at 
the pipe exit, which is the atmospheric pressure, P 2 = P ¡¡ tm - Also, the can take h¡ = 0 since the frictional effects and loses in 
the pump are accounted for by the pump efficiency. Then the energy equation for the pump (in terms of heads) reduces to 


- + a i 


PS 


2g 


- + z 


. h 

1 ' '^pump, u 




pg 


2 g 


- + z 


2 ^turbine.e 


l.abs 


Pg 


+ h 


pump, u 


Pg 


Solving for P¡ and substituting, 
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Chapter 8 Flow in Pipes 


~Pgh 


pump, u 


= (101.3 kPa) - (996 kg/m 3 )(9.81 m/s 2 )(11.46 mí -—-- T 1 kPa 1 = - 10.7 kPa 

v 1000kg-m/s 2 JvlkN/m‘ J 

which is impossible (absolute pressure cannot be negative). The technical answer to the question is that cavitation will 
occur since the pressure drops below the vapor pressure of 4.246 kPa. The practical answer is that the question is invalid 
(void) since the system will not work anyway. Therefore, we conclude that the pump must be located near the beginning, 
not the end of the pipe. Note that when doing a cavitation analysis, we must work with the absolute pressures. (If the 
system were installed as indicated, a water velocity of V = 4 m/s could not be established regardless of how much pump 
power were applied. This is because the atmospheric air and water elevation heads alone are not sufficient to drive such 
flow, with the pump restoring pressure after the flow.) 

To determine the furthest distance from the tank the pump can be located without allowing cavitation, we assume 
the pump is located at a distance L* from the exit, and choose the pump and the discharge portion of the pipe (from the 
pump to the exit) as the system, and write the energy equation. The energy equation this time will be as above, except that 
h L (the pipe losses) must be considered and the pressure at 1 (pipe inlet) is the cavitation pressure, P¡ = 4.246 kPa: 


P x V{ , P 2 Vi 

- + a l — + z l +^pump,u - + a 2 — + z 2 + h 

pg 2 g pg 2 g 


+ h 

turbine, e ' ,l L 


^atm | f L*V 2 
Pg D 2 g 


fhlL1 = 

' D 2 g 


P - P 

Labs atm 


Substituting the given valúes and solving for L * gives 


(0.015) 


(4 m/s)* 


(4.246-101.3) kN/m 2 1000kg-m/s 


O.lm 2(9.81m/s 2 ) (996kg/m 3 )(9.81 m/s 2 ) 


+ (11.46m) -> L* = 12.5 m 


Therefore, the pump must be at least 12.5 m from the pipe exit to avoid cavitation at the pump inlet (this is where the 
lowest pressure occurs in the piping system, and where the cavitation is most likely to occur). 

Cavitation onset places an upper limit to the length of the pipe on the suction side. A pipe slightly longer would 
become vapor bound, and the pump could not pulí the suction necessary to sustain the flow. Even if the pipe on the suction 
side were slightly shorter than 100 - 12.5 = 87.5 m, cavitation can still occur in the pump since the liquid in the pump is 
usually accelerated at the expense of pressure, and cavitation in the pump could erode and destroy the pump. 

Also, over time, scale and other buildup inside the pipe can and will increase the pipe roughness, increasing the 
friction factor f and therefore the losses. Buildup also decreases the pipe diameter, which increases pressure drop. 
Therefore, flow conditions and system performance may change (generally decrease) as the system ages. A new system 
that marginally misses cavitation may degrade to where cavitation becomes a problem. Proper design avoids these 
problems, or where cavitation cannot be avoided for some reason, it can at least be anticipated. 
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8-73 

Solution Oil is flowing through a vertical glass ñinnel which is always maintained full. The flow rate of oil through 
the funnel and the funnel effectiveness are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed (to be verified). 3 The frictional loses in the cylindrical reservoir are negligible since its diameter is very large 
and thus the oil velocity is very low. 

Properties The density and viscosity of oil at 20°C are p = 888.1 kg/m 3 and p = 0.8374 kg/m-s. 


Analysis We take point 1 at the free surface of the oil in the cylindrical reservoir, and point 2 at the exit of the funnel 
pipe which is also taken as the reference level (z 2 = 0). The fluid at both points is open to the atmosphere (and thus = P 2 
= .Patm) and that the fluid velocity at the free surface is negligible ( V¡ = 0). For the ideal case of “frictionless flow,” the exit 
velocity is determined from the Bernoulli equation to be 

-> yo = y-> 


£l + ^L 

Pg 2 g 


Pi , y 2 


+ Z 1 -- + — + z 2 

Pg 2 g 


= 


Substituting, 


V 2mm = pgz l = ^2(9.81 m/s 2 )(0.40m) = 2.801 m/s 

This is the flow velocity for the frictionless case, and thus it is the máximum flow 
velocity. Then the máximum flow rate and the Reynolds number become 

^max = ^2,max^2 = ^2,max (^2 

= (2.801 m/s)[;r(0.01 m) 2 / 4] = 2.20 x 10 -4 m 3 /s 


Re = 


pVD (888.1 kg/m 3 )(2.801m/s)(0.01 m) 


P 


0.8374 kg/m-s 


= 29.71 




U© 


Oil 


15 cm 


© 


\ 


1 cm 


25 cm 


which is less than 2300. Therefore, the flow is laminar, as postulated. (Note that in the actual case the velocity and thus the 
Reynolds number will be even smaller, verifying the flow is always laminar). The entry length in this case is 

L h = 0.05 Re D = 0.05 x 29.71x (0.01 m) = 0.015 m 

which is much less than the 0.25 m pipe length. Therefore, the entrance effects can be neglected as postulated. 

Noting that the flow through the pipe is laminar and can be assumed to be fully developed, the flow rate can be 
determined from the appropriate relation with 9 = -90° since the flow is downwards in the vertical direction, 

^ (AP - pgL sin 9)kD 4 
~ 128 ¡jL 

where AP = P pipeinlet -P p¡pe exit = (Atm + Pg h cyiinder)-©tm = Pg h cyiinder is the pressure difference across the pipe, L = h pipa 
and sin 9 = sin (-90°) = -1. Substituting, the flow rate is determined to be 


V = 


Pg( h cyiinder + h v i ve )^ 


(888. lkg/m 3 )(9.81m/s 2 )(0.15 + 0.25 m)/r(0.01m) 4 


128 pL 

Then the “ñinnel effectiveness” becomes 


128(0.8374 kg/m-s)(0.25m) 


4.09xIO' 6 m 3 /s 


Eff = 


V 




4.09xl0~° m 3 /s 
2.20xl0 _4 m 3 /s 


= 0.0186 or 1 . 86 % 


Discussion Note that the flow is driven by gravity alone, and the actual flow rate is a small fraction of the flow rate that 
would have occurred if the flow were frictionless. 


8-45 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 

























Chapter 8 Flow in Pipes 


8-74 

Solution Oil is flowing through a vertical glass ñinnel which is always maintained full. The flow rate of oil through 
the funnel and the funnel effectiveness are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed (to be verified). 3 The frictional loses in the cylindrical reservoir are negligible since its diameter is very large 
and thus the oil velocity is very low. 

Properties The density and viscosity of oil at 20°C are p = 888.1 kg/m 3 and // = 0.8374 kg/m-s. 


Analysis We take point 1 at the free surface of the oil in the cylindrical reservoir, and point 2 at the exit of the funnel 
pipe, which is also taken as the reference level (z 2 = 0). The fluid at both points is open to the atmosphere (and thus P¡ = P 2 
= P í¡im ) and that the fluid velocity at the free surface is negligible (V¡ = 0). For the ideal case of “frictionless flow,” the exit 
velocity is determined from the Bernoulli equation to be 


Pg 2 g 


+ z, = 


P 2 Vi 

—+ ^- + z 2 
Pg 2 g 


—> 


^2 = ^2,max 


= 


(a) Case 1: Pipe length remains constant at 25 cm, but the pipe diameter is doubled 
to D 2 = 2 cm: 

Substitution gives 

V 2 , m ax = Pg z i = V 2 (9.81m/s 2 )(0.40m) = 2.801 m/s 
This is the flow velocity for the frictionless case, and thus it is the máximum flow 
velocity. Then the máximum flow rate and the Reynolds number become 




= v 2 


,A 2 =V 2im AxDj /4) = (2.801 m/s)[^(0.02m) 2 /4] 


= 8.80xl0 -4 m 3 /s 




Oil 


© 


1 


2 cm 


A 

15 cm 

V 

A 


25 cm 


pVD _ (888.1 kg/m 3 )(2.801m/s)(0.02m) 
p 0.8374 kg/m-s 


59.41 


which is less than 2300. Therefore, the flow is laminar. (Note that in the actual case the velocity and thus the Reynolds 
number will be even smaller, verifying the flow is always laminar). The entry length is 

L h = 0.05 Re D = 0.05 x 59.41x (0.02 m) = 0.059 m 

which is considerably less than the 0.25 m pipe length. Therefore, the entrance effects can be neglected (with reservation). 

Noting that the flow through the pipe is laminar and can be assumed to be fully developed, the flow rate can be 
determined from the appropriate relation with 9 = -90° since the flow is downwards in the vertical direction, 
y (AP-pgL sin 0)nD 4 
~ 128 pL 

where A P = P pipeinlet -P p i peexit = CP atm + /«©yimder) - ©in = Pgh cyiinder is the pressure difference across the pipe, L = h pipe , 
and sin 0 = sin (-90°) = -1. Substituting, the flow rate is determined to be 


Pg(K yiinder+^pipe )^ 4 (888.1 kg/m 3 )(9.81 m/ S 2 )(0.15 + 0.25 m)^(0.02 m)' 4 . 3 , 

V = -=-= 6.54x10 m Is 

mpL 128(0.8374 kg/m-s)(0.25m) 


Then the “ñinnel effectiveness” becomes 


Eff = 


V 


0.654x1o -4 m 3 /s 
8.80xl0" 4 m 3 /s 


0.074 


or 


7.4% 


( b ) Case 2: Pipe diameter remains constant at 1 cm, but the pipe length is doubled 
to L = 50 cm: 

Substitution gives 

© ma x = ^2^ = ^2(9.81 m/s 2 )(0.65 m) = 3.571 m/s 



Oil 


A 

15 cm 

V 

A 




1 cm 


50 cm 

i 
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Chapter 8 Flow in Pipes 


This is the flow velocity for the frictionless case, and thus it is the máximum flow 
velocity. Then the máximum flow rate and the Reynolds number become 

^max =^2, m ax^2 =^ 2 , t nax(^ 2 2 / 4 )-( 3 . 571 m/s)[^( 0 . 01 m) 2 / 4 ] 

= 2.805x 1CT 4 m 3 /í 

Re pVD (888.1kg/m 3 )(3.571m/s)(0.01m) g? 

¡u 0.8374kg/m-s 

which is less than 2300. Therefore, the flow is laminar. (Note that in the actual case the velocity and thus the Reynolds 
number will be even smaller, verifying the flow is always laminar). The entry length is 

L h = 0.05 Re D = 0.05 x37.87x (0.01 m) = 0.019 m 
which is much less than the 0.50 m pipe length. Therefore, the entrance effects can be neglected. 

Noting that the flow through the pipe is laminar and can be assumed to be fully developed, the flow rate can be 
determined from the appropriate relation with 0 = -90° since the flow is downwards in the vertical direction, 

^ (AP- pgL sin 9)nD 4 
128 ¡uL 

where AP = P pipeinIet -R p i P eexit = (Atm + Pgh cyiinder) -Atm = Pg h cyiinder is the pressure difference across the pipe, L = h pipe , 
and sin 0 = sin (-90°) = -1. Substituting, the flow rate is determined to be 

v> Pg(^yiinder+ /j pipe)^ 4 (888,1 kg/m 3 )(9.81 m/s 2 )(0.15 + 0.50 m);r(0.01 m) 4 3 32;:10 -6 m 3 /s 
V 128/Z “ 128(0.8374kg/m-s)(0.50m) - «.j-■ - ¡n ^ 

Then the “ñinnel effectiveness” becomes 


Eff = 


V 

^max 


3.32xl0 -6 m 3 /s 
2.805x 10~ 4 m 3 /s 


0.0118 


or 


1 . 18 % 


Discussion Note that the funnel effectiveness increases as the pipe diameter is increased, and decreases as the pipe 
length is increased. This is because the frictional losses are proportional to the length but inversely proportional to the 
diameter of the flow sections. 
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Solution Water is drained from a large reservoir through two pipes connected in series. The discharge rate of water 
from the reservoir is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The pipes are horizontal. 3 The entrance effects are negligible, 
and thus the flow is ñdly developed. 4 The flow is turbulent so that the tabulated valué of the loss coefficients can be used. 
5 The pipes involve no components such as bends, valves, and other connectors. 6 The piping section involves no work 
devices such as pumps and turbines. 7 The reservoir is open to the atmosphere so that the pressure is atmospheric pressure 
at the free surface. 8 The water level in the reservoir remains constant. 9 The effect of the kinetic energy correction factor is 
negligible, a = 1. 

Properties The density and dynamic viscosity of water at 15°C are p = 999.1 kg/m 3 and // = 1.138xl0' 3 kg/m-s, 
respectively. The loss coefficient is K L = 0.5 for a sharp-edged entrance, and it is 0.46 for the sudden contraction, 
corresponding to d 2 /D 2 = 4 2 /10 2 = 0.16. The pipes are made of plástic and thus they are smooth, e= 0. 


Analysis We take point 1 at the free surface of the reservoir, and point 2 at the exit of the pipe, which is also taken to 
be the reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P¡ = P 2 = /\ lrn ). the 
fluid level in the reservoir is constant (F, = 0), and that there are no work devices such as pumps and turbines, the energy 
equation for a control volume between these two points (in terms of heads) simplifies to 


A 

pg 


+ a. 


2 g 


7 . - 4 - h 

' 1 *pump, u 


- + a 9 


pg 


2 g 


- + z 


2 ^turbine.e 


— > Zi = «-, 


A 

2g 


+ h T 


where a 2 = 1. Substituting, 


18 m = - 


V 2 


2(9.81m/s ) 


2 , +h L 


( 1 ) 


where 


^L ^L ,total ^L,major minor 





Note that the diameters of the two pipes, and thus the flow velocities through them are different. Denoting the first pipe by 
1 and the second pipe by 2, and using conservation of mass, the velocity in the first pipe can be expressed in terms of V 2 as 

A 2 D 2 (4cm) 2 

«i =m 2 pV\A l = pV 2 A 2 Vl =-^V 2 =-^V 2 = [ V 2 F 1= 0.16F 2 (2) 

A¡ D{ (10 cm)“ 

Then the head loss can be expressed as 



i, 

F, 2 

' l 2 2 

h L = 

f\ ~ ^ entrance 

\ U \ J 

-4- + 
2? 

f 2 ^ P /..contraction 

v u 2 y 


or 


h L =\r i 


20 m 
O.lOm 


+ 0.5 




2(9.81m/s 2 ) 


+ \f 2 


35 m 
0.04 m 


-0.46 


V 2 


2(9.81m/s 2 ) 


( 3 ) 


The flow rate, the Reynolds number, and the friction factor are expressed as 


V = V 2 A 2 =V 2 (nD 2 2 /4) 
pV\D\ 


V = F 2 [/r(0.04 m) 2 / 4] (4) 


Rej = 


Re 2 = 


P 

PV 2 P 2 

P 


n (999.1 kg/m 3 )^ (O.lOm) 

Ke t _ — — •, .—;- PJ 


—> Re 2 = 


1.138x10^ kg/m■ s 
(999.1 kg/m 3 )V 2 (0.04 m) 
1.138xl0 -3 kg/m• s 


(6) 


sffi 

1 

iTi 


= -2.0 log 

= -2.0 log 


e/D , 


2.51 


1 V7TJ V7T 


-> 


i 


= -2.0 log 


0 + 


2.51 


8 / Dr. 


2.51 


Re2 V7T 


- = -2.0 log 


ReiVTT, 

2.51 

Re 2 V77. 


( 7 ) 

( 8 ) 
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Chapter 8 Flow in Pipes 

This is a system of 8 equations in 8 unknowns, and their simultaneous solution by an equation solver gives 
V = 0.00595 m 3 /s, F, = 0.757 m/s, V 2 = 4.73 m/s, h L = h, A + h L2 = 0.13 + 16.73 = 16.86 m, 

Re! = 66,500, Re 2 = 166,200, /i = 0.0196, f 2 = 0.0162 
Note that Re > 4000 for both pipes, and thus the assumption of turbulent flow is valid. 

Discussion This problem can also be solved by using an iterative approach by assuming an exit velocity, but it will be 
very time consuming. Equation solvers such as EES are invaluable for this kind of problems. 
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8-76E 

Solution The flow rate through a piping system between a river and a storage tank is given. The power input to the 
pump is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is turbulent so that the tabulated valué of the loss coefficients can be used (to be verified). 4 The 
elevation difference between the free surfaces of the tank and the river remains constant. 5 The effect of the kinetic energy 
correction factor is negligible, a = 1. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/ft h = 
6.556xl0' 4 lbm/fts. The roughness of galvanized iron pipe is s= 0.0005 ft. 

Analysis The piping system involves 125 ft of 5-in diameter piping, an entrance with negligible loses, 3 standard 
flanged 90° smooth elbows (K, = 0.3 each), and a sharp-edged exit (K, = 1.0). We choose points 1 and 2 at the free surfaces 
of the river and the tank, respectively. We note that the fluid at both points is open to the atmosphere (and thus P\= P 2 = 
P atm ), and the fluid velocity is 6 ft/s at point 1 and zero at point 2 ( V l = 6 ft/s and V 2 =0). We take the free surface of the 
river as the reference level (z¡ = 0). Then the energy equation for a control volume between these two points simplifies to 


V, 


V4 


- + a l — + z l + %ump,u - - + a 2 ~ + Z 

Pg 2 g pg 2 g 


2 " r " ^turbina,c ^L 


—> a 


v \ 

1 — + ¿pump,u - z 2 +fl L 



which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 

£/D = aooo5ft = oooi2 

5/12 ft 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


—¡= = -2.0 log 

V7 


s/D 2.51 


1 


v 3 - 7 R=V7, 

It gives/= 0.0211. The sum of the loss coefficients is 


-> -= = -2.0 log 

V7 


0.0012 

3.7 


2.51 


435,500^7 


Z K ' =K 


L ,entrance +3 ^I,elbow +^I,exit - 0 + 3 X 0.3 + 1.0 - 1.9 


Then the total head loss becomes 


H / r£7íH (o - o2ii) 


125 ft 
5/12 ft 


■1.90 


(11.0 ft/s) 2 
2(32.2 ft/s 2 ) 


- = 15.5 ft 


The useful pump head input and the required power input to the pump are 


^ pump, u - z 2 + 


w 

jy _ pump, u 


2g 

VpgK, 


-= 12 + 15.5 — - 


(6 ft/s) 2 


2(32.2 ft/s 2 ) 


= 26.9 ft 


^7pump pump 

(l.5 ftVs)(62.30 lbm/ft 3 )(32.2 ft/s 2 )(26.9 ft) 


0.70 


1 lbf 


32.2 lbm-ft/s A 737 lbf -ft/s 


1 kW 


4.87 kW 


Therefore, 4.87 kW of electric power must be supplied to the pump. 
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Chapter 8 Flow in Pipes 


Discussion The friction factor could also be determined easily from the explicit Haaland relation. It would give / = 
0.0211, which is identical to the calculated valué. The friction coefficient would drop to 0.0135 if smooth pipes were used. 
Note that fL/D = 6.3 in this case, which is about 3 times the total minor loss coefficient of 1.9. Therefore, the frictional 
losses in the pipe domínate the minor losses, but the minor losses are still significant. 


8-77 

Solution In the previous problem, the effect of the pipe diameter on pumping power for the same constant flow rate 
is to be investigated by varying the pipe diameter from 1 in to 10 in in increments of 1 in. 

Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 



g=32.2 
L= 125 
D=Dinch/12 
z2= 12 
rho=62.30 
nu=mu/rho 
mu=0.0006556 
eff=0.70 
Re=V2*D/nu 
A=pi*(D A 2)/4 
V2=Vdot/A 
Vdot= 1.5 
V1=6 

epsl =0.0005 
rf1=eps1/D 

1/sqrt(f1 )=-2*log 10(rf1/3.7+2.51/(Re*sqrt(f1))) 
KL= 1.9 

HL=(f1 *(L/D)+KL)*(V2 A 2/(2*g)) 
hpump=z2+HL-V1 A 2/(2*32.2) 
Wpump=(Vdot*rho*hpump)/eff/737 



I 

Q. 

E 

3 

a 

§ 


D, in 

ffpump, kW 

V, ft/s 

Re 

1 

2.178E+06 

275.02 

10667.48 

2 

1.089E+06 

68.75 

289.54 

3 

7.260E+05 

30.56 

38.15 

4 

5.445E+05 

17.19 

10.55 

5 

4.356E+05 

11.00 

4.88 

6 

3.630E+05 

7.64 

3.22 

7 

3.111E+05 

5.61 

2.62 

8 

2.722E+05 

4.30 

2.36 

9 

2.420E+05 

3.40 

2.24 

10 

2.178E+05 

2.75 

2.17 


Discussion We see that the required pump power decreases very rapidly as pipe diameter increases. This is due to the 
significant decrease in irreversible head loss in larger diameter pipes. 
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Chapter 8 Flow in Pipes 

8-78 

Solution A solar heated water tank is to be used for showers using gravity driven flow. For a specified flow rate, the 
elevation of the water level in the tank relative to showerhead is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is turbulent so that the tabulated valué of the loss coefficients can be used (to be verified). 4 The 
elevation difference between the free surface of water in the tank and the shower head remains constant. 5 There are no 
pumps or turbines in the piping system. 6 The losses at the entrance and at the showerhead are said to be negligible. 7 The 
water tank is open to the atmosphere. 8 The effect of the kinetic energy correction factor is negligible, a= 1. 

Properties The density and dynamic viscosity of water at 40°C are p = 992.1 kg/m 3 and // = 0.653xl0' 3 kg/m-s, 
respectively. The loss coefficient is K¡ = 0.5 for a sharp-edged entrance. The roughness of galvanized iron pipe is = 
0.00015 m. 


Analysis The piping system involves 20 m of 1.5-cm diameter piping, an entrance with negligible loss, 4 miter bends 
(90°) without vanes (K L =1.1 each), and a wide open globe valve (K¡ = 10). We choose point 1 at the free surface of water 
in the tank, and point 2 at the shower exit, which is also taken to be the reference level (z 2 = 0). The fluid at both points is 
open to the atmosphere (and thus P\~ Pl~ P atm)i and V¡ = 0. Then the energy equation for a control volume between these 
two points simplifies to 


V, 




- + a \ — + Z 1 + %ump,u -^ + «2 ~ + z 

Pg 2g- pg 2g 


2 " r ^turbine, e +h L 


—> z, = «, 


vi 

2 g 


- + hr 



The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V7 


= -2.0 log 


s/D 2.51 


3.7 


1 


f 


= -2.0 log 


0.0051 


2.51 


3.7 90,2707/ 


Re V7j V7 

It gives/= 0.03857. The sum of the loss coefficients is 

= K L, entrance + 4 ^I,elbow +^¿,valve + K L, exit =0 + 4x1.1 + 10 + 0 = 14.4 
Note that we do not consider the exit loss unless the exit velocity is dissipated within the system considered (in this case it 
is not). Then the total head loss and the elevation of the source become 

r2 / Wt n*:i _/_\2 


H/ñ + S* 


D 

Vi 


)V¿ 

' L j2g 


= 1 (0.03857)-^ + 14.4l (3 - 961m/s) . =52.6m 


Z 1 =“2 — + h L =(!) 


(3.961m/s)‘ 


0.015 m 


+ 52.6 m = 53.4 m 


2(9.81m/s ) 


2 g “ ' ' 2(9.81m/s z ) 

since a 2 = 1. Therefore, the free surface of the tank must be 53.4 m above the shower exit to ensure water flow at the 
specified rate. 


Discussion We neglected the minor loss associated with the shower head. In reality, this loss is most likely significant. 


8-52 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 































Chapter 8 Flow in Pipes 


8-79 

Solution The flow rate through a piping system connecting two water reservoirs with the same water level is given. 
The absolute pressure in the pressurized reservoir is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is turbulent so that the tabulated valué of the loss coefficients can be used (to be verified). 4 There 
are no pumps or turbines in the piping system. 

Properties The density and dynamic viscosity of water at 10°C are p = 999.7 kg/m’ and // = 1.307xl0" 3 kg/m s. The 
loss coefficient is K L = 0.5 for a sharp-edged entrance, K L = 2 for swing check valve, K¡ = 0.2 for the fully open gate valve, 
and K l = 1 for the exit. The roughness of cast iron pipe is e= 0.00026 m. 

Analysis We choose points 1 and 2 at the free surfaces of the two reservoirs. We note that the fluid velocities at both 
points are zero ( V¡ = V 2 =0), the fluid at point 2 is open to the atmosphere (and thus P 2 = /\ lln ), both points are at the same 
level (z¡ = z 2 ). Then the energy equation for a control volume between these two points simplifies to 


P\ V\ . 

-1 - Ct\ - Y Z i + h 


Vi 


pg 


2 g 


pump, u 


- + a 1 


Pg 


where h L = h LM¡ ¿ = h L ma]m + h L minol 


2 g 

L_ 

D 


~ + Zo 


turbine, e 

v, 2 


P P 

+ h, -> ^ = + 

pgpg 


P\ - Atm +Pg^L 


since the diameter of the piping system is constant. The 
average flow velocity and the Reynolds number are 




V 


0.0012 m/s 


= 3.82 m/s 



A c 7 tD / 4 ^-(0.02 m)-/4 

Rc PV 2 P (999.7 kg/m 3 )(3.82m/s)(0.02m) . gg m 

p 1.307xl0~ 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. 

The relative roughness of the pipe is 
t/0 . 0.00026m . 0013 
0.02 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 

1 


s/D 2.51 ' 

1 

-2.0 log 

0.013 

2.51 

(3.7 Re pf / 

" V7 

3.7 

V 

58,400V7 y 


—j= = -2.0 log 

V7 

It gives/= 0.0424. The sum of the loss coefficients is 

? j K l= k 


L, entrance ^ L, check valve ^ L, gate valve ^ L,ex it 0.5 + 2 + 0.2 + 1 3.7 


Then the total head loss becomes 




y£. 

L J2g ' 


= (0.0424) 


40m ^ ^ (3.82m/s)" 


0.02 m 


J 2(9. 


81m/s'') 


- = 65.8 m 


Substituting, 


p \ =P ¡L tm + pgh, = (88 kPa) 


- (999.7 kg/m 3 )(9.81 m/s 2 )(65.8 m) 


lkN 

í 1 kPa 3 

^1000 kg-m/s 2 y 

llkN/m 2 J 


= 734 kPa 


Discussioit The absolute pressure above the first reservoir must be 734 kPa, which is quite high. Note that the minor 
losses in this case are negligible (about 4% of total losses). Also, the friction factor could be determined easily from the 
explicit Haaland relation (it gives the same result, 0.0424). The friction coefficient would drop to 0.0202 if smooth pipes 
were used. 


8-53 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 





































Chapter 8 Flow in Pipes 


8-80 

Solution A tanker is to be filled with fuel oil from an underground reservoir using a plástic hose. The required power 
input to the pump is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The flow is turbulent so that the tabulated valué of the loss coefficients can be used (to be verified). 4 Fuel oil 
level remains constant. 5 Reservoir is open to the atmosphere. 

Properties The density and dynamic viscosity of fuel oil are given to be p = 920 kg/m 3 and // = 0.045 kg/m-s. The loss 
coefficient is K¡ = 0.12 for a slightly-rounded entrance and K¡ = 0.3 for a 90° smooth bend (flanged). The plástic pipe is 
smooth and thus £•=0. The kinetic energy correction factor at hose discharge is given to be a = 1.05. 

Analysis We choose point 1 at the free surface of oil in the reservoir and point 2 at the exit of the hose in the tanker. 
We note the fluid at both points is open to the atmosphere (and thus P\ = P 2 = P dtm ) and the fluid velocity at point 1 is zero 
(Vi = 0). We take the free surface of the reservoir as the reference level (z¡ = 0). Then the energy equation for a control 
volume between these two points simpliííes to 


1 1 
Pg 

where 


-a, 


K 

2 g 


- + z i 


-h = — 

*pump, u 

pg 


P 2 ^2 

-\- OC^ - 1 - Z 9 + h 


2 g 


+ h 

turbine,e ' n L 


-> 


= a 9 


vi_ 

2g 


+ z 2 +h L 


h ¡. total ^/..líiajor 


''L, minor ] ./ ^ 




v£_ 

2 g 


since the diameter of the piping system is constant. The flow rate is determined from the 
requirement that the tanker must be filled in 30 min. 


y _ ^tanker 


18 m 3 


- = O.Olnr/s 


At (30x60s) 

Then the average velocity in the pipe and the Reynolds 
number become 




V 


0.01m 3 /s 


nD~ ! 4 k(0.05 m) 2 / 4 


= 5.093 m/s 


Re = 


pV 2 D (920 kg/m 3 )(5.093 m/s)(0.05 m) 


= 5206 



[u 0.045 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The friction factor can be determined from the Moody chart, 
but to avoid the reading error, we determine it from the Colebrook equation. 


1 


—¡= = -2.0 log 

V7 


e/D 2.51 




3.7 


-» 


1 

77 


= -2.0 log 


0- 


2.51 


520677 


L ~ ^1,entrance + 2^¿,bend - 0.12 + 2 X 0.3 - 0.72 


ReV7 

It gives/= 0.0370. The sum of the loss coefficients is 

I* 

Note that we do not consider the exit loss unless the exit velocity is dissipated within the system (in this case it is not). Then 
the total head loss, the useful pump head, and the required pumping power become 

.7^ = í(0.0370)^ + 0.72V 5 - 093m/ f 

L j2g l 0.05 m ) 2(9.81 m/s 2 ) 

2 




- = 20.5 m 


; v ’ , , n , (5.093 m/s) 

iumr, u = —+ z 2 +h L =1 - 05 - 

pump.u 2(9.81 m/s 2 ) 


- 5 m + 20.5 m = 26.9 m 


W: 


Vpgh 


pump, u 


(0.01 m 3 /s)(920 kg/m 3 )(9.81 m/s 2 )(26.9m) / 


pump 


/pump 


0.82 


lkN 


1000 kg-m/s* 


lkW V 
1 kN ■ m/s J 


2.96 kW 


Discussioit Note that the minor losses in this case are negligible (0.72/15.52 = 0.046 or about 5% of total losses). Also, 
the friction factor could be determined easily from the Haaland relation (it gives 0.0372). 
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Chapter 8 Flow in Pipes 


8-81 

Solution Two pipes of identical length and material are connected in parallel. The diameter of one of the pipes is 
twice the diameter of the other. The ratio of the flow rates in the two pipes is to be determined 

Assumptions 1 The flow is steady and incompressible. 2 The friction factor is given to be the same for both pipes. 3 The 
minor losses are negligible. 


Analysis When two pipes are parallel in a piping system, the head loss for each pipe must be same. When the minor 
losses are disregarded, the head loss for fully developed flow in a pipe of length L and diameter D can be expressed as 


h L 


f L_V^_ = £J_( vj 
' D 2g D2g{A cy 


f — — 

D2g 


V 


\2 


kD 1 ¡4 


= 8 / 


L 1 V 2 
D g k 2 D 4 



\P 

D 5 


Solving for the flow rate gives 


JZSId 2.5 =kD 2.5 

V 8./L 


(k = constant of proportionality) 


When the pipe length, friction factor, and the head loss is constant, which is the case here for parallel connection, the flow 
rate becomes proportional to the 2.5 th power of diameter. Therefore, when the diameter is doubled, the flow rate will 
increase by a factor of 2 2 5 = 5.66 since 

jp 1/ _ tn2.5 

Then 


Va=*Da 


V B =kD j' 3 =^20^ =2^ kDf =2 3 V A = 5.66V A 


Therefore, the ratio of the flow rates in the two pipes is 5.66. 

Discussioit The relationship of flow rate to pipe diameter is not linear or even quadratic. 
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Chapter 8 Flow in Pipes 
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Solution Cast iron piping of a water distribution system involves a parallel section with identical diameters but 
different lengths. The flow rate through one of the pipes is given, and the flow rate through the other pipe is to be 
determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses are negligible. 4 The flow is fully turbulent and thus the friction factor is independent of the 
Reynolds number (to be verified). 

Properties The density and dynamic viscosity of water at 15°C are p = 999.1 kg/m 3 and // = 1.138xlO" 3 kg/m-s. The 
roughness of cast iron pipe is £-=0.00026 m. 


Analysis 


The average velocity in pipe A is 
V V _ 0.4 m 3 /s 

A c 7:D 2 /4 ;r(0.30 m) 2 /4 


5.659 m/s 


When two pipes are parallel in a piping system, the head loss for each 
pipe must be same. When the minor losses are disregarded, the head 
loss for fully developed flow in a pipe of length L and diameter D is 

L V 2 
h L = /- 

D 2g 



Writing this for both pipes and setting them equal to each other, and noting that D A = D B (given) and f A =f B (to be verifíed) 
gives 


f LjlYL 

D a 2 g Jb D b 2 g 


-» 



(5.659 m/s) 


1000 m 
3000 m 


= 3.267 m/s 


Then the flow rate in pipe B becomes 

V B =A c V b = \nD 2 / 4]V b = [;r(0.30m) 2 /4](3.267 m/s) =0.231 m 3 /s 

Proofthat flow is fully turbulent and thus friction factor is independent of Reynolds number: 

The velocity in pipe B is lower. Therefore, if the flow is fully turbulent in pipe B, then it is also fully turbulent in pipe A. 
The Reynolds number in pipe B is 


Re B = 


pV B D _ (999.1 kg/m 3 )(3.267 m/s)(0.30 m) = Q m * 1()6 


p 1.138xl0“ 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 

e!D . 0.00026m =0 (|0()87 
0.30 m 


From Moody’s chart, we observe that for a relative roughness of 0.00087, the flow is fully turbulent for Reynolds number 
greater than about 10 6 . Therefore, the flow in both pipes is fully turbulent, and thus the assumption that the friction factor is 
the same for both pipes is valid. 

Discussioit Note that the flow rate in pipe B is less than the flow rate in pipe A because of the larger losses due to the 
larger length. 


8-56 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 

















Chapter 8 Flow in Pipes 
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Solution Cast iron piping of a water distribution system involves a parallel section with identical diameters but 
different lengths and different valves. The flow rate through one of the pipes is given, and the flow rate through the other 
pipe is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses other than those for the valves are negligible. 4 The flow is fully turbulent and thus the 
friction factor is independent of the Reynolds number. 

Properties The density and dynamic viscosity of water at 15°C are p = 999.1 kg/m 3 and ¡i = 1.138xlO" 3 kg/m-s. The 
roughness of cast iron pipe is £-=0.00026 m. 


Analysis 

V A 


For pipe A , the average velocity and the Reynolds number are 


V A = 


V A 


0.4 m 3 /s 


A c nD 2 /4 ^-(0.30 m) 2 /4 


= 5.659 m/s 


p PVaD (999.1 kg/rn )(5.659 m/s)(0.30 m) , 


P 


1.138xlO~ 3 kg/m-s 


The relative roughness of the pipe is 

0.00026 m 4 

s / D = -= 8.667x10 

0.30 m 



The friction factor corresponding to this relative roughness and the Reynolds number can simply be determined from the 
Moody chart. To avoid the reading error, we determine it from the Colebrook equation 


1 


—¡= = ~2.0 log 

V7 


e/D 2.51 


3.7 


-> 


1 


ReV7j V7 


= -2.0 log 


8.667 x 10~ 


2.51 


3.7 1.49xl0 6 V7 


It gives/= 0.0192. Then the total head loss in pipe A becomes 


l L,A 


= f 


L -± + k l \± = 

J2g 


D 


( 0 . 0192 ) 1 ^ + 2.1 

0.30 m 


(5.659 m/s) ‘ 
2(9.81 m/s 2 ) 


= 107.9 m 


When two pipes are parallel in a piping system, the head loss for each pipe must be same. Therefore, the head loss for pipe 
B must also be 107.9 m. Then the average velocity in pipe B and the flow rate become 




107.9 m = | (0.0192) 3000 m +10 
0.30 m 


2(9.81 m/s 2 ) 


-> V B =3.24 m/s 


V B =A c V b =[kD 2 i 4]V b = [^-(0.30 m) 2 / 4](3.24 m/s) = 0.229 m 3 /s 

Discussion Note that the flow rate in pipe B decreases slightly (from 0.231 to 0.229 m 3 /s) due to the larger minor loss in 
that pipe. Also, minor losses constitute just a few percent of the total loss, and they can be neglected if great accuracy is not 
required. 
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Chapter 8 Flow in Pipes 


8-84 

Solution Geothermal water is supplied to a city through stainless Steel pipes at a specified rate. The electric power 
consumption and its daily cost are to be determined, and it is to be assessed if the frictional heating during flow can make 
up for the temperature drop caused by heat loss. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses are negligible because of the large length-to-diameter ratio and the relatively small number 
of components that cause minor losses. 4 The geothermal well and the city are at about the same elevation. 5 The properties 
of geothermal water are the same as fresh water. 6 The fluid pressures at the wellhead and the arrival point in the city are 
the same. 


Properties The properties of water at 110°C are p = 950.6 kg/m 3 , // = 0.255xl0" 3 kg/m-s, and C p = 4.229 kJ/kg-°C. The 
roughness of stainless Steel pipes is 2xl0" 6 m. 

Analysis ( a ) We take point 1 at the well-head of geothermal resource and point 2 at the final point of delivery at the 
city, and the entile piping system as the control volume. Both points are at the same elevation (z 2 = z 2 ) and the same 
velocity (V\ = V 2 ) since the pipe diameter is constant, and the same pressure (P¡ = P 2 ). Then the energy equation for this 
control volume simplifies to 

r2 o jr2 


V , 


- +a l — + z l +^pump,u -- +CC 2 ~ +Z 2 +^turbine,e + 

2 g Pg 2 g 


_2 

Pg ¿g ' ' Pg 

That is, the pumping power is to be used to overeóme the head losses 
due to friction in flow. The average velocity and the Reynolds number 
are 

V 1.5 m 3 /s 


h - h 

At pump, u ,l L 


F=^ = 


kD 2 / 4 ;r(0.60 m) 2 / 4 


= 5.305 m/s 


Re pVD __ (950.6 kg/m 3 )(5.305 m/s)(0.60 m) ^ ^ 



p 0.255x10 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of 
the pipe is 


2x 10~ 


m =3.33xl0 _6 


s/D = 

0.60 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


—¡= = -2.0 log 

V7 


stD 2.51 


3.7 


ReV7 


1 


-> ~¡= = -2.0 log 

V7 


3.33xl0~ 

3.7 


2.51 


1.187x10 7 V7 


It gives/= 0.00829. Then the pressure drop, the head loss, and the required power input become 


AP = AP l =f 


L pV 1 
D 2 


= 0.00829 


12,000m (950.6 kg/m 3 )(5.305m/s) 2 


h, = 


A P L 
Pg 


L V 


= /-— = (0-00829) 
D 2 g 


0.60 m 

12,000m (5.305m/s) 2 
0.60m 2(9.81 m/s 2 ) 


í lkN 'j 

í 1 kPa ") 

^lOOOkg-m/s^ 

llkN/m 2 J 


= 2218 kPa 


= 238 m 


W 

vr ..i. 


W„„ 


/ pump-motor 


VAP 


/ pump-motor 


(l.5 m 3 /s)(2218 kPa)7 l kW 


0.74 


^ 1 kPa • m 3 /s 


= 4496 kW = 4500 kW 


Therefore, the pumps will consume 4496 kW of electric power to overeóme friction and maintain flow. The pumps must 
raise the pressure of the geothermal water by 2218 kPa. Providing a pressure rise of this magnitude at one location may 
create excessive stress in piping at that location. Therefore, it is more desirable to raise the pressure by smaller amounts at a 
several locations along the flow. This will keep the máximum pressure in the system and the stress in piping at a safer level. 

(h) The daily cost of electric power consumption is determined by multiplying the amount of power used per day by the 
unit cost of electricity, 

Amount = fV eIecU¡n A t = (4496 kW)(24 h/day) = 107,900 kWh/day 

Cost = Amount x Unit cost = (107,900 kWh/day)($0.06/kWh) = $6474/day = $6470/day 
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Chapter 8 Flow in Pipes 

(c) The energy consumed by the pump (except the heat dissipated by the motor to the air) is eventually dissipated as heat 
due to the frictional effects. Therefore, this problem is equivalent to heating the water by a 4496 kW of resistance heater 
(again except the heat dissipated by the motor). To be conservative, we consider only the useful mechanical energy 
supplied to the water by the pump. The temperature rise of water due to this addition of energy is 


^mech =pVc p AT —> AT = 


7 7 


w , 

pump-motor elect,in 


pVc p 


0.74 x (4496 kJ/s) 

(950.6 kg/m 3 )(1.5 m 3 /s)(4.229 kJ/kg • °C) 


0.55°C 


Therefore, the temperature of water will rise at least 0.55°C, which is more than the 0.5°C drop in temperature (in reality, 
the temperature rise will be more since the energy dissipation due to pump ineffíciency will also appear as temperature rise 
of water). Thus we conclude that the frictional heating during flow can more than make up for the temperature drop caused 
by heat loss. 

Discussion The pumping power requirement and the associated cost can be reduced by using a larger diameter pipe. 
But the cost savings should be compared to the increased cost of larger diameter pipe. 
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Chapter 8 Flow in Pipes 


8-85 

Solution Geothermal water is supplied to a city through cast iron pipes at a specified rate. The electric power 
consumption and its daily cost are to be determined, and it is to be assessed if the frictional heating during flow can make 
up for the temperature drop caused by heat loss. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses are negligible because of the large length-to-diameter ratio and the relatively small number 
of components that cause minor losses. 4 The geothermal well and the city are at about the same elevation. 5 The properties 
of geothermal water are the same as fresh water. 6 The fluid pressures at the wellhead and the arrival point in the city are 
the same. 


Properties The properties of water at 110°C are p = 950.6 kg/m 3 , // = 0.255xl0" 3 kg/m-s, and C p = 4.229 kJ/kg-°C. The 
roughness of cast iron pipes is 0.00026 m. 

Analysis (a) We take point 1 at the well-head of geothermal resource and point 2 at the final point of delivery at the 
city, and the entire piping system as the control volume. Both points are at the same elevation (z 2 = z 2 ) and the same 
velocity (V¡ = V 2 ) since the pipe diameter is constant, and the same pressure (P¡ = P 2 ). Then the energy equation for this 
control volume simplifies to 

r 2 D T7 2 


P\ Vi , 

- + a l — + z \ +«pump,u 

Pg 2g 


Pl ^2 

- Y Ct') - Y Zi + n 


. h 

turbine,e ' n L 


Pg 2 g 

That is, the pumping power is to be used to overeóme the head losses 
due to friction in flow. The average velocity and the Reynolds number 
are 


-> 


h = h 

' l pump, u ri L 


F = ^ = 


\/ 


1.5 m/s 


A„ kD 2 / 4 ;r(0.60 m) 2 / 4 


= 5.305 m/s 



Re . PVD (950.6 kg/m 3 )(5.305 m/s)(0.60 m) ^ 18?xl()7 
p 0.255xl0~ 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 

. „ 0.00026 m .. 10 _ 4 

s/D = -= 4.33x10 4 

0.60 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V7 


= -2.0 log 


siD 2.51 


3 - 7 ReV7j V7 


-» 


1 


= -2.0 log 


4.33x10 

3.7 


-4 


2.51 


1.187x10 7 V7 


It gives/= 0.0162. Then the pressure drop, the head loss, and the required power input become 


AP = AP L =/ 


L pV~ 
D 2 


= 0.0162 


12,000 m (950.6 kg/m 3 )(5.305 m/s© 


0.60 m 


í lkN 

r lkPa 

^1000 kg- m/s J 

V 1 kN/m 2 J 


= 4334 kPa 


h, = 


^ = fLYL = (0.0162) 12 - 00Qm(5 - 3Q5m/s) 2 2 = 465 m 
pg D 2g 0.60m 2(9.81 m/s 2 ) 


W„. 


W„„ 


/ pump-motor 


VAP 


/ pump-motor 


(l.5 m 3 /s)(4334 kPa)f i kw 


0.74 


yl kPa -m 3 /s 


= 8785 kW = 8790 kW 


Therefore, the pumps will consume 8785 kW of electric power to overeóme friction and maintain flow. The pumps must 
raise the pressure of the geothermal water by 4334 kPa. Providing a pressure rise of this magnitude at one location may 
create excessive stress in piping at that location. Therefore, it is more desirable to raise the pressure by smaller amounts at a 
several locations along the flow. This will keep the máximum pressure in the system and the stress in piping at a safer level. 

(b) The daily cost of electric power consumption is determined by multiplying the amount of power used per day by the 
unit cost of electricity, 

Amount = fP clectiin Aí = (8785 kW)(24 h/day) = 210,800 kWh/day 

Cost = Amount x Unit cost = (210,800 kWh/day) ($0.06/kWh) = $12,650/day = $12,700/day 


(c) The energy consumed by the pump (except the heat dissipated by the motor to the air) is eventually dissipated as heat 
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Chapter 8 Flow in Pipes 

due to the frictional effects. Therefore, this problem is equivalent to heating the water by a 8785 kW of resistance heater 
(again except the heat dissipated by the motor). To be conservative, we consider only the useful mechanical energy 
supplied to the water by the pump. The temperature rise of water due to this addition of energy is 

W h = pVc AT -> AT = ^P um P' mot or^ 7 elect,in = - 0.74 x (8785 kj/s) -= 1 . 1 o C 

P pVc p (950.6 kg/m 3 )(1.5 m 3 /s)(4.229 kJ/kg • °C) 

Therefore, the temperature of water will rise at least 1.1 °C, which is more than the 0.5°C drop in temperature (in reality, the 
temperature rise will be more since the energy dissipation due to pump inefficiency will also appear as temperature rise of 
water). Thus we conclude that the frictional heating during flow can more than make up for the temperature drop caused by 
heat loss. 

Discussion The pumping power requirement and the associated cost can be reduced by using a larger diameter pipe. 
But the cost savings should be compared to the increased cost of larger diameter pipe. 
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Chapter 8 Flow in Pipes 


8-86E 

Solution The air discharge rate of a clothes drier with no ducts is given. The flow rate when duct work is attached is 
to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effects in the duct are negligible, and thus the flow 
is fully developed. 3 The flow is turbulent so that the tabulated valué of the loss coefficients can be used. 4 The losses at 
the vent and its proximity are negligible. 5 The effect of the kinetic energy correction factor on discharge stream is 
negligible, a= 1. 

Properties The density of air at 1 atm and 120°F is p= 0.06843 Ibm/'ft’. The roughness of galvanized iron pipe is s = 
0.0005 ft. The loss coefficient is K¿ » 0 for a well-rounded entrance with negligible loss, K L = 0.3 for a flanged 90° smooth 
bend, and K, = 1.0 for an exit. The friction factor of the duct is given to be 0.019. 


Analysis To determine the useful fan power input, we choose point 1 inside the drier sufficiently far from the vent, 
and point 2 at the exit on the same horizontal level so that z¡ = z 2 and = P 2 , and the flow velocity at point 1 is negligible 
(V¡ = 0) since it is far from the inlet of the fan. Also, the frictional piping losses between 1 and 2 are negligible, and the 
only loss involved is due to fan inefficiency. Then the energy equation for a control volume between 1 and 2 reduces to 



Pi vi ) 



f p 2 V¡ \ 

m 

— +«1 ^-+g z l 

+ í Vfan 

= m 

—+ «2—+ g z 2 


1/3 2 J 



1/3 2 J 


^'turbine ^mcch.loss 


w t 


fan,u 


= m —— ( 1 ) 


sillCe CC 1 and E mcc ^ | oss -^mech loss, fan ©-nech loss, piping ^ Van. ü ©an -^mech loss, fan * 

The average velocity is V-, =^— = — X — = - ^ - = 8.80ñ/s 

A c kD 1 /4 zr(5/12ft) 2 / 4 

Now we attach the ductwork, and take point 3 to be at the duct exit so that the duct is included in the control 
volume. The energy equation for this control volume simplifies to 


V< 

^fan, u =m — + mgh L 


Combining (1) and (2), 


■ Vi ■ V-T 
pV2 — = pV 3 — + pVigh L 


( 2 ) 


■ Vi ■ v { ■ 

v ^ir =Vi ir +Vi8h L 


( 3 ) 


where 


v 3 =- 


V , 


Va 


V 3 ft 3 /s 


/zD 2 /4 zr(5/12ft) 2 /4 


= 7.33E, ft/s 




— = 0.019 


2g 


15 ft 
5/12 ft 


+ 3x0.3 + 1 


v_i 

2g 


= 2.58- 


v_l_ 

2g 


L 
D 

Substituting into Eq. (3), 

“ 2 3 2 2g 3 2 3 2 

Solving for V 3 and substituting the numerical valúes gives 


Clothes 


drier 

5 in 


i , J 

© 



= 96.2V 


>3 


V 3 = 


Va 


V4 


1/3 


2x96.2 


1.2 


8.80 


2 > 


2x96.2 


1/3 


0.78 ft 3 /s 


Hot air fff 

©n 


15 ft 




Discussion Note that the flow rate decreased considerably for the same fan power input, as expected. We could also 
solve this problem by solving for the useful fan power first, 


W ( 


fan,n = P V 2 ~ = (0.06843 lbm/ft" )(1.2 ft'/s) 


(8.80 ft/s) 2 


llbf 


32.2 lbm- ft/s 2 A 0.737 lbf - ft/s 


1W 


= 0.13 W 


Therefore, the fan supplies 0.13 W of useful mechanical power when the drier is running. 
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Chapter 8 Flow in Pipes 


8-87 

Solution Hot water in a water tank is circulated through a loop made of cast iron pipes at a specified average 
velocity. The required power input for the recirculating pump is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is fully developed. 3 The flow is turbulent so that the 
tabulated valué of the loss coefficients can be used (to be verified). 4 Minor losses other than those for elbows and valves 
are negligible. 

Properties The density and dynamic viscosity of water at 60°C are p = 983.3 kg/m 3 , p = 0.467xl0" 3 kg/m-s. The 
roughness of cast iron pipes is 0.00026 m. The loss coefficient is K¡ = 0.9 for a threaded 90° smooth bend and K¡ = 0.2 for 
a fully open gate valve. 


Analysis Since the water circulates continually and undergoes a cycle, we can take the entire recirculating system as 
the control volume, and choose points 1 and 2 at any location at the same point. Then the properties (pressure, elevation, 
and velocity) at 1 and 2 will be identical, and the energy equation will simplify to 


- + a, 


Pg 


vi 

2 g 


- + z 


I h 

1 1 pump, u 


- + a 1 


pg 


v£ 

2 g 


- + z 


2 + ^turbine,e + h L 


h = h 

l pump, u ,l L 


where 

^ L ~ ^L.major ^L, minor — ^ f ^L 

since the diameter of the piping system is constant. Therefore, the pumping 
power is to be used to overeóme the head losses in the flow. The flow rate and 
the Reynolds number are 



V = VA C = V(ttD 2 / 4) = (2.5 m/s)[;r(0.012 m) 2 / 4] = 2.83x 10"* m 3 /s 
Re pVD (983.3 kg/m 3 )(2.5 m/s)(0.012 m) 63 2QQ 
p 0.467xl0~ 3 kg/m-s 



which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 
g/g = 0.00026m =0()2[7 
0.012 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 

\ í \ 


1 


—¡= - -2.0 log 

V7 


s/D 2.51 
+ 


3 - 7 ReV7j V7 


-> 


1 


= -2.0 log 


0.0217 

3.7 


2.51 


6320077 


It gives/= 0.05075. Then the total head loss, pressure drop, and the required pumping power input become 


‘‘"I f D* 




V 


40 m 


,—= (0.05075)-+ 6x0.9 + 2x0.2 

J2g 7 0.012 m 


(2.5 m/s)' 
2(9.81m/s 2 ) 


■ = 55.8 m 


f 

AP = AP l = pgh L = (983.3 kg/m 3 )(9.81m/s 2 )(55.8 m) 

v 


lkN 

1000kg-m/s 


1 kPa 1 

lkN/m 2 J 


= 538 kPa 


™ .(2. 8 3xl0-> m ^/s)(53 8l[ pa)r IkW ). 0 , 217kw 

H pump-motor ^pump-motor °- 70 U kPa • m /sj 

Therefore, the required power input of the recirculating pump is 217 W. 

Discussioit It can be shown that the required pumping power input for the recirculating pump is 0.210 kW when the 
minor losses are not considered. Therefore, the minor losses can be neglected in this case without a major loss in accuracy. 
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Chapter 8 Flow in Pipes 



Solution In the previous problem, the effect of average flow velocity on the power input to the recirculating pump for 
the same constant flow rafe is to be investigated by varying the velocity from 0 to 3 m/s in increments of 0.3 m/s. 

Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


g=9.81 

rho=983.3 

nu=mu/rho 

mu=0.000467 

D=0.012 

L=40 

KL=6*0.9+2*0.2 

Eff=0.7 

Ac=pi*D A 2/4 

Vdot=V*Ac 


eps=0.00026 
rf=eps/D 

"Reynolds number" 
Re=V*D/nu 


1/sqrt(f)=-2*log10(rf/3.7+2.51/(Re*sqrt(f))) 
DP=(fL/D+KL)*rho*V A 2/2000 "kPa" 
W=Vdot*DP/Eff "kW" 
HL=(f*L/D+KL)*(V A 2/(2*g)) 


V, m/s 

fl^pump, kW 

AP l , kPa 

Re 

0.0 

0.0000 

0.0 

0 

0.3 

0.0004 

8.3 

7580 

0.6 

0.0031 

32.0 

15160 

0.9 

0.0103 

71.0 

22740 

1.2 

0.0243 

125.3 

30320 

1.5 

0.0472 

195.0 

37900 

1.8 

0.0814 

279.9 

45480 

2.1 

0.1290 

380.1 

53060 

2.4 

0.1922 

495.7 

60640 

2.7 

0.2733 

626.6 

68220 

3.0 

0.3746 

772.8 

75800 



0 0.5 1 1.5 2 2.5 3 


V, m/s 


Discussion As you might have suspected, the required power does not increase linearly with average velocity. Rather, 
the relationship is nearly quadratic. A larger diameter pipe would cut reduce the required pumping power considerably. 
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Chapter 8 Flow in Pipes 


8-89 

Solution Hot water in a water tank is circulated through a loop made of plástic pipes at a specified average velocity. 
The required power input for the recirculating pump is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The tlow is fully developed. 3 The flow is turbulent so that the 
tabulated valué of the loss coefficients can be used (to be veritied). 4 Minor losses other than those for elbows and valves 
are negligible. 

Properties The density and viscosity of water at 60°C are p = 983.3 kg/m 3 , // = 0.467xl0' 3 kg/m-s. Plástic pipes are 
smooth, and thus their roughness is very cióse to zero, e= 0. The loss coefficient is = 0.9 for a threaded 90° smooth bend 
and K l = 0.2 for a fully open gate valve. 

Analysis Since the water circulates continually and undergoes a cycle, we can take the entire recirculating system as 
the control volume, and choose points 1 and 2 at any location at the same point. Then the properties (pressure, elevation, 
and velocity) at 1 and 2 will be identical, and the energy equation will simplify to 


p y 2 p y 2 

— + <*\ ~ + z l +/? pump,u = — + « 2 ~g^ +Z 2 +/? turbine,e +h L 
pg 2 g pg 2 g 




h =h 

pump, u L 


where 


^I.major ^L, minor | f 


D 




Ví_ 

2 g 


since the diameter of the piping system is constant. Therefore, the pumping 
power is to be used to overeóme the head losses in the flow. The flow rate and 
the Reynolds number are 

V =VA C = V(ttD 2 / 4) = (2.5 m/s)[;r(0.012m) 2 / 4] = 2.827x10^ m 3 /s 
Rc pVD (983.3 kg/m 3 )(2.5 m/s)(0.012m) _ ^ 2QQ 


P 


0.467xlO 3 kg/m-s 



which is greater than 4000. Therefore, the flow is turbulent. The friction factor corresponding to the relative roughness of 
zero and this Reynolds number can simply be determined from the Moody chart. To avoid the reading error, we determine 
it from the Colebrook equation, 

V ( \ 


1 


—¡= - -2.0 log 

V7 


e/D 2.51 
+ - 


1 


-> —= -2.0 log 

V7 


0 + 


2.51 


63200^7 


v 3'7 ReV/ y v -v. y 

It gives/= 0.0198. Then the total head loss, pressure drop, and the required pumping power input become 

r2 / „ n __ \ 2 


h L=[f%^ K L J^ = [ (0 - 0198) 


40 m 
0.012 m 


+ 6x0.9 + 2x0.2 


1 (2.5 m/s)~ 

J 2(9.81m/s 2 ) 


- = 22.9 m 


A P = pgh L = (983.3 kg/m 3 )(9.81 m/s 2 )(22.9 m) 


( lkN 

f 1 kPa 

^lOOOkg-m/s J 

llkN/m 2 J 


= 221 kPa 


R'clec t 


w. 


pump, u 


VAP 


(2.827xlO' 4 m 3 /s)(221kPa) 


/ pump-motor 


/ pump-motor 


0.70 


lkW 


lkPa-m /s 


0.0893 kW 


Therefore, the required power input of the recirculating pump is 89.3 W. 

Discussioit It can be shown that the required pumping power input for the recirculating pump is 82.1 W when the minor 
losses are not considered. Therefore, the minor losses can be neglected in this case without a major loss in accuracy. 
Compared to the cast iron pipes of the previous problem, the plástic pipes reduced the required power by more than 50%, 
from 217 to 89.3 W. Furthermore, plástic pipes are lighter and easier to install, and they don’t rust. 
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Chapter 8 Flow in Pipes 


Flow Rate and Velocity Measurements 


8-90C 

Solution We are to discus the primary considerations when choosing a flowmeter. 

Analysis The primary considerations when selecting a flowmeter are cosí, size, pressure drop, capacity, accuracy, 

and reliability. 

Discussioit As with just about everything you purchase, you usually get what you pay for. 


8-91C 

Solution We are to explain how a Pitot-static tube works and discuss its application. 


Analysis A Pitot-static tube measures the diffe rence between the stagnation and statie pressure, which is the 
dynamic pressure, which is related to flow velocity by V = ^J2(P l -P 2 )/p . Once the average flow velocity is determined, 


the flow rate is calculated from V = VA C . The Pitot tube is inexpensive, highly reliable since it has no moving parís, it has 
very small pressure drop, and its accuracy (which is about 3%) is acceptable for most engineering applications. 


Discussion The term “Pitot tube” or “Pitot probe” is often used in place of “Pitot-static probe”. Technically, however, a 
Pitot probe measures only stagnation pressure, while a Pitot-static probe measures both stagnation and statie pressures. 


8-92C 

Solution We are to discuss the operation of obstruction flowmeters. 


Analysis An obstruction flowmeter measures the flow rate through a pipe by constricting the flow, and measuring 
the decrease in pressure due to the increase in velocity at (or downstream of) the constriction site. The flow rate for 


obstruction flowmeters is expressed as 


V = A 0 C^2{P { -P 2 )l[p(\-p A )\ 


where A 0 = n d 2 /4 is the cross-sectional area of 


the obstruction and /3 = d/D is the ratio of obstruction diameter to the pipe diameter. Of the three types of obstruction flow 
meters, the orífice meter is the cheapest, smallest, and least accurate, and it causes the greatest head loss. The Venturi meter 
is the most expensive, the largest, the most accurate, and it causes the smallest head loss. The nozzle meter is between the 
orífice and Venturi meters in all aspects. 


Discussion As diameter ratio /? decreases, the pressure drop across the flowmeter increases, leading to a larger minor 
head loss associated with the flowmeter, but increasing the sensitivity of the measurement. 


8-93 C 

Solution We are to discuss the operation of positive displacement flowmeters. 

Analysis A positive displacement flowmeter operates by trapping a certain amount of ineoming fluid, 
displacing it to the discharge side of the meter, and counting the number of such discharge-recharge cycles to 
determine the total amount of fluid displaced. Positive displacement flowmeters are commonly used to meter gasoline, 
water, and natural gas because they are simple, reliable, inexpensive, and highly accurate even when the flow is unsteady. 

Discussion In applications such as a gasoline meter, it is not the flow rate that is measured, but the flow volume. 
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Chapter 8 Flow in Pipes 

8-94C 

Solution We are to discuss the operation of a turbine flowmeter. 

Analysis A turbine flowmeter consists of a cylindrical flow section that houses a turbine that is free to roíate, 
and a sensor that generates a pulse each time a marked point on the turbine passes by to determine the rate of 
rotation. Turbine flowmeters are relatively inexpensive, give highly accurate results (as accurate as 0.25%) over a wide 
range of flow rates, and cause a very small head loss. 

Discussioit Turbine flowmeters must be calibrated so that a reading of the rpm of the turbine is translated into average 
velocity in the pipe or volume flow rate through the pipe. 


8-95C 

Solution We are to discuss the operation of rotameters. 

Analysis A variable-area flowmeter (or rotameter ) consists of a tapered conical transparent tube made of glass or 
plástic with a float inside that is free to move. As fluid flows through the tapered tube, the float rises within the tube to a 
location where the float weight, drag forcé, and buoyancy forcé balance each other. Variable-area flowmeters are very 
simple devices with no moving parts except for the float (but even the float remains stationary during steady operation), and 
thus they are very reliable. They are also very inexpensive, and they cause a relatively small head loss. 

Discussioit There are also some disadvantages. For example, they must be mounted vertically, and most of them require 
a visual reading, and so cannot be automated or connected to a Computer system. 


8-96C 

Solution We are to compare thermal and láser Doppler anemometers. 

Analysis A thermal anemometer involves a very small electrieally heated sensor (hot wire) which loses heat to 
the fluid, and the flow velocity is related to the electric current needed to maintain the sensor at a constant 
temperature. The flow velocity is determined by measuring the voltage applied or the electric current passing through the 
sensor. A láser Doppler anemometer (LDA) does not have a sensor that intrudes into flow. Instead, it uses two láser beams 
that intersect at the point where the flow velocity is to be measured, and it makes use of the frequency shift (the 
Doppler effect) due to fluid flow to measure velocity. 

Discussioit Both of these devices measure the flow velocity at a point in the flow. Of the two, the hot wire system is 
much less expensive and has higher frequency resolution, but may interfere with the flow being measured. 


8-97C 

Solution We are to compare LDV and PIV. 

Analysis Láser Doppler velocimetry (LDV) measures velocity at a point, but partióle image velocimetry (PIV) 

provides velocity valúes simultaneously throughout an entire cross-section and thus it is a whole-field technique. 

PIV combines the accuracy of LDV with the capability of flow visualization, and provides instantaneous flow field 
mapping. Both methods are non-intrusive, and both utilize láser light beams. 

Discussioit In both cases, optical access is required - a hot-wire system does not require optical access, but, like the 
LDV system, measures velocity only at a single point. 
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Chapter 8 Flow in Pipes 


8-98 

Solution The flow rate of ammonia is to be measured with flow nozzle equipped with a differential pressure gage. 
For a given pressure drop, the flow rate and the average flow velocity are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The discharge coefficient of the nozzle meter is C,j = 0.96. 

Properties The density and dynamic viscosity of ammonia are given to be p = 624.6 kg/m 3 and // = 1.697xl0" 4 kg/m-s, 
respectively. 


Analysis The diameter ratio and the throat area of the meter are 
P = d/D = 1.5/3 = 0.50 

A 0 = m/ 2 / 4 = ^(0.015 m) 2 / 4 = 1.767 x 10~ 4 m 2 
Noting that AP - 4 kPa = 4000 N/m 2 , the flow rate becomes 


V=A 0 C d 


m-Pi) 

P(\-P A ) 


= (1.767 xlO” 4 m 2 )(0.96) 


= 0.627x10” 3 m 3 /s 


2x4000 N/m 2 


(624.6 kg/m 3 )((l-0.50 4 ) 


' 1 kg • m/s 2 ^ 

1N 



which is equivalent to 0.627 L/s. The average flow velocity in the pipe is determined by dividing the flow rate by the cross- 
sectional area of the pipe, 


K=*=- 


0.627 x 10” 3 m 3 /s 


= 0.887 m/s 


A c nD ¿ ! 4 ^-(0.03 m)/4 

Discussioit The Reynolds number of flow through the pipe is 

Rc PVD (624.6kg/m 3 )(0.887m/s)(0.03m) ._^r, ::1() 4 


P 


1.697x10 kg/m-s 


Substituting the P and Re valúes into the orífice discharge coefficient relation gives 


CL = 0.9975- 


6.53 p 
Re 0 


0.5 


0.5 


= 0.9975- 


6.53(0.50) 
(9.79 xlO 4 ) 05 


= 0.983 


which is about 2% different than the assumed valué of 0.96. Using this refined valué of C¿¡, the flow rate becomes 0.642 
L/s, which differs from our original result by only 2.4%. If the problem is solved using an equation solver such as EES, 
then the problem can be formulated using the curve-fit formula for C d (which depends on Reynolds number), and all 
equations can be solved simultaneously by letting the equation solver perform the iterations as necessary. 
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Chapter 8 Flow in Pipes 


8-99 

Solution The flow rate of water through a circular pipe is to be determined by measuring the water velocity at several 
locations along a cross-section. For a given set of measurements, the flow rate is to be determined. 


Assumptiom The points of measurements are sufficiently cióse so that the variation of velocity between points can be 
assumed to be linear. 


Analysis 


The velocity measurements are given to be 


R , cm V, m/s 


0 

1 

2 

3 

4 

5 


6.4 
6.1 
5.2 

4.4 
2.0 
0.0 


The divide the cross-section of the pipe into 1-cm thick 
annual regions, as shown in the figure. Using midpoint 
velocity valúes for each section, the flow rate is determined 
to be 


V=¡ a VdA c ^ V ^ r out-r- n ) 


= n\ 


+ K, 


6.4 + 6.1 

2 

4.4 + 2.0 


(0.01 2 -0) + /r 


6.1 + 5.2 


( 0.02 - 0.01 



(0.04 2 -0.02 2 ) + ;r] 


2.0 + 0 


(0.05 2 -0.04 2 ) 


0.0297 m /s 


Discussion We can also solve this problem by curve-fitting the given data using a second-degree polynomial, and 
then performing the integration. 
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Chapter 8 Flow in Pipes 


8-100E 

Solution The flow rate of water is to be measured with an orifice meter. For a given pressure drop across the orifice 
píate, the flow rate, the average velocity, and the head loss are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The discharge coefficient of the orifice meter is C¡¡ = 0.61. 

Properties The density and dynamic viscosity of water are given to be p = 62.36 kg/nT and // = 7.536xl0' 4 lbm/ft s, 
respectively. We take the density of mercury to be 847 lbm/ft 3 . 


Analysis The diameter ratio and the throat area of the orifice are 
J3=d/D = 2/4=0.50 
A 0 = nd 1 / 4 = /r(2/12 ft) 2 /4 = 0.02182 ft 2 

The pressure drop across the orifice píate can be expressed as 
AP=P l -P 2 = {P\ig ~Pí)gh 


Then the flow rate relation for obstruction meters becomes 


V = A,C, 


\ m-P2) 
Vp( i-/? 4 ) 


| 2(p H g-Pf)g^ 

i mi-/? 4 ) 


= A.C,, 


l 2(PH g /Pf-Dgh 

\ Í-P 4 



Substituting, the flow rate is determined to be 

1/ = (0.02182ft 2 )(0.61)J 2(847/62 - 36 - 1)(32 - 2 4 ñ/s2)(6/12ft) = 0.277 ft 3 /s 
V 1-0.50 4 


The average velocity in the pipe is determined by dividing the flow rate by the cross-sectional area of the pipe. 




V 


nD 2 ! 4 


0.277 fr/s 
^r(4/12 ft) 2 /4 


= 3.17 ft/s 


The percent pressure (or head) loss for orifice meters is given in Fig. 8-59 for /?= 0.5 to be 74%. Therefore, noting that the 
density of mercury is 13.6 times that of water, 

h L = (Permanent loss fraction)(Total head loss) = 0.74(0.50 ft Hg) = 0.37 ft Hg = 5.03 ft H 2 0 


The head loss between the two measurement sections can also be estimated from the energy equation. Since z\ 
head form of the energy equation simplifies to 


P t -P 2 V^-V 2 _ P Hg gh Hg [( D/d í ~ l ] V ' 

P f g 2 g P f g 2 g 


= sg hA- - 


[{D/d) 4 -\]v 2 


2 g 


= 13.6(0.50 ft)- 


[2 4 -l](3.17 ft/s) 2 
2(32.2 ft/s 2 ) 


= 4.46 ft H,0 


z 2 , the 


This head loss, though a reasonable estímate, is lower than the exact one calculated above because it does not take into 
account irreversible losses downstream of the pressure taps, where the flow is still “recovering,” and is not yet fully 
developed. 

Discussion The Reynolds number of flow through the pipe is 

pc _ PVD _ (62.36kg/m 3 )(3.17ft/s)(4/12ft) _ g ^ 1:aQ 4 
P 7.536xl0' 4 lbm/ft-s 


Substituting P and Re valúes into the orifice discharge coefficient relation 
C d =0.5959 + 0.0312 ; g 21 -0.184/? 8 + 91 R 7 ^ s 

gives Cd = 0.606, which is very cióse to the assumed valué of 0.61. Using this refined valué of C¿, the flow rate becomes 
0.275 ft 3 /s, which differs from our original result by less than 1%. Therefore, it is convenient to analyze orifice meters using 
the recommended valué of C¿= 0.61 for the discharge coefficient, and then to verify the assumed valué. 
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Chapter 8 Flow in Pipes 


8-101E 

Solution The flow rafe of water is to be measured with an orifice meter. For a given pressure drop across the orifice 
píate, the flow rate, the average velocity, and the head loss are to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The discharge coefficient of the orifice meter is C¡¡ = 0.61. 

Properties The density and dynamic viscosity of water are given to be p = 62.36 kg/m 3 and p = 7.536xl0" 4 lbm/ft s, 
respectively. We take the density of mercury to be 847 lbm/ft 3 . 


Analysis The diameter ratio and the throat area of the orifice are 
J3 = d/D = 2/4=0.50 
A 0 = nd 2 / 4 = ;r(2/12 ft) 2 /4 = 0.02182 ft 2 

The pressure drop across the orifice píate can be expressed as 
A P = P l -P 2 = (y9 Hg - Pí )gh 


Then the flow rate relation for obstruction meters becomes 

= A n C. 


V=A a C d 


m-Pi) 


pí i-/n 


2(PHg-Pf)g* 


pfQ-n 


= A 0 C d 




l -/? 4 


Substituting, the flow rate is determined to be 


\/ = (0.02182 ft 2 )(0.61) 


2(847/62.36 -1)(32.2 ft/s 2 )(9/12 ft) 


1-0.50 


= 0.339 ft 3 /s 



The average velocity in the pipe is determined by dividing the flow rate by the cross-sectional area of the pipe. 


K = ^ = 
4 . 




nD 2 !A 


0.339 ft 3 /s 
^r(4/12ft) 2 /4 


= 3.88 ft/s 




The percent pressure (or head) loss for orifice meters is given in Fig. 8-59 for /?= 0.5 to be 74%. Therefore, noting that the 
density of mercury is 13.6 times that of water, 

h L = (Permanent loss fraction)(Total head loss) = 0.74(0.75 ft Hg) = 0.555 ft Hg = 7.55 ft H20 


The head loss between the two measurement sections can also be estimated from the energy equation. Since z, 
head form of the energy equation simplifies to 


P { -P 2 V¡-V? _ P Hg gK s [( D/ d) A -l\vc 

P f g 2 g p f g 2 g 


= SG n g h H e 


[{D/d) A -\]v 2 


2 g 


= 13.6(0.75 ft)- 


[2 4 -l](3.88 ft/s) 2 
2(32.2 ft/s 2 ) 


= 6.69 ft H 2 0 


z 2 , the 


This head loss, though a reasonable estímate, is lower than the exact one calculated above because it does not take into 
account irreversible losses downstream of the pressure taps, where the flow is still “recovering,” and is not yet fiilly 
developed. 

Discussion The Reynolds number of flow through the pipe is 


Rc pVD (62,36 kg/m 3 )(3.88 ft/s)(4/12 ft) | , r , ):;1() , 
p 7.536xlO' 4 lbm/ft-s 


Substituting P and Re valúes into the orifice discharge coefficient relation 
Q = 0.5959+ 0.0312/? 2 ' 1 -0.184^ + 9l ^ l f 75 

gives C d = 0.605, which is very cióse to the assumed valué of 0.61. Using this refined valué of C¿, the flow rate becomes 
0.336 ft 3 /s, which differs from our original result by less than 1%. Therefore, it is convenient to analyze orifice meters using 
the recommended valué of C¿= 0.61 for the discharge coefficient, and then to verify the assumed valué. 
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Chapter 8 Flow in Pipes 


8-102 

Solution The flow rate of water is measured with an orifice meter. The pressure difference indicated by the orifice 
meter and the head loss are to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The discharge coefficient of the orifice meter is C¡¡ = 0.61. 

Properties The density and dynamic viscosity of water are given to be p = 998 kg/m' and fu = 1.002xl0‘ 4 kg/m-s, 
respectively. 


Analysis The diameter ratio and the throat area of the orifice are 
J3=d/D = 30/50 = 0.60 
A 0 = 7id 2 ! 4 = tt( 0.30 m) 2 / 4 = 0.07069 m 2 

For a pressure drop of AP = P¡ —P 2 across the orifice píate, the flow 
rate is expressed as 


= A n C n 


Substituting, 


2 (P l ~P 2 ) 
p(\~P A ) 


0.25 m 3 /s = (0.07069 m 2 )(0.61) 


2AP 


(998 kg/m 3 )((l -0.60 4 ) 



which gives the pressure drop across the orifice píate to be 
AP = 14,600 kg-m/s 2 =14.6kPa 
It corresponds to a water column height of 


h,„ = 


AP 


14,600 kg - m/s 2 


= 1.49 m 


p w g (998 kg/m 3 )(9.81m/s 2 ) 

The percent pressure (or head) loss for orifice meters is given in Fig. 8-59 for /?= 0.6 to be 64%. Therefore, 

h¡ = (Permanent loss fraction)( Total head loss) = 0.64(1.49 m) = 0.95 m H 2 0 

The head loss between the two measurement sections can also be estimated from the energy equation. Since zi = z 2 , the 
head form of the energy equation simplifies to 

\ 2 


P-P V 2 -V 1 

h, „fLJÍ-L2—L± = h - 


P f 8 


2 g 


\(D/d) - l]v 2 [ (50/30) -l](l. 27 m/s) 

± --— = 1.49 m-J=- 7 - A -- 

2g 2(9.81 m/s 2 ) 


0.940 mH 2 0 


where 


V, = — = 


0.250 m/s 


A c 71D- / 4 tt(0.50 m)V4 


= 1.27 m/s 


This head loss, though a reasonable estimate, is lower than the exact one calculated above because it does not take into 
account irreversible losses downstream of the pressure taps, where the flow is still “recovering,” and is not yet fully 
developed. 

Discussioit The Reynolds number of flow through the pipe is 
Re pVD (998kg/m 3 )(1.27m/s)(0.50m) _ 6 32::lo5 


P 


1.002x10'" kg/m-s 


Substituting P and Re valúes into the orifice discharge coefficient relation 
Q =0.5959 + 0.0312y? 2 ' 1 -0.184/? 8 + 9L71 ^ 


0.75 


Re 

gives C¿ = 0.605, which is very cióse to the assumed valué of 0.61. 
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Chapter 8 Flow in Pipes 


8-103 

Solution A Venturi meter equipped with a differential pressure gage is used to measure to flow rate of water through 
a horizontal pipe. For a given pressure drop, the volume flow rate of water and the average velocity through the pipe are to 
be determined. 


Assumptions The flow is steady and incompressible. 

Properties The density of water is given to be p = 
999.1 kg/m 3 . The discharge coefficient of Venturi meter is 
given to be C d = 0.98. 

Analysis The diameter ratio and the throat area of 
the meter are 


J3 = d/D = 3/5 = 0.60 

Aq = tú 1 / 4 = ;r(0.03m) 2 / 4 = 7.069x 10 -4 m 2 


Noting that AP= 5 kPa = 5000 N/m 2 , the flow rate becomes 


V = AJC, 


I 2(P^P 2 ) 

Íp( i-/? 4 ) 



pressure meter 


= (7.069 xl0“ 4 m 2 )(0.98) 


2 x 5000 N/m 2 


(999.1 kg/m 3 )((l-0.60 4 ) 


1 kg • m/s 

1N 


2 V 


= 0.00235 m 3 /s 


which is equivalent to 2.35 L/s. The average flow velocity in the pipe is determined by dividing the flow rate by the cross- 
sectional area of the pipe, 



V 

nD 2 !A 


0.00235 m 3 /s 
;r(0.05 m) 2 /4 


= 1.20 m/s 


Discussion Note that the flow rate is proportional to the square root of pressure difference across the Venturi meter. 
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Chapter 8 Flow in Pipes 



Solution The previous problem is reconsidered. The variation of flow rate as the pressure drop varíes from 1 kPa to 
10 kPa at intervals of 1 kPa is to be investigated, and the results are to be plotted. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


rho=999.1 "kg/m3" 

D=0.05 "m" 
d0=0.03 "m" 
beta=dO/D 
A0=pi*d0 A 2/4 
Cd=0.98 

Vol=A0*Cd*SQRT(2*DeltaP*1000/(rho*(1-beta A 4)))*1000 "L/s" 



AP, kPa 


Pressure Drop 

AP, kPa 

Flow rate 

L/s 

1 

1.05 

2 

1.49 

3 

1.82 

4 

2.10 

5 

2.35 

6 

2.57 

7 

2.78 

8 

2.97 

9 

3.15 

10 

3.32 


Discussion This type of plot can be thought of as a calibration plot for the flowmeter, although a real calibration plot 
would use actual experimental data rather than data from equations. It would be interesting to compare the above plot to 
experimental data to see how cióse the predictions are. 
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Chapter 8 Flow nt Pipes 

8-105 

Solution A Venturi meter equipped with a water manometer is used to measure to flow rate of air through a duct. For 
a specified máximum differential height for the manometer, the máximum mass flow rate of air that can be measured is to 


be determined. 

Assumptions The flow is steady and incompressible. 

Properties The density of air is given to be p ím = 1.204 
kg/m 3 . We take the density of water to be p w = 1000 kg/m 3 . 
The discharge coefficient of Venturi meter is given to be C¡¡ 
= 0.98. 

Aitalysis The diameter ratio and the throat area of the 
meter are 

J3 = d/D = 6/15=0.40 

A 0 =7d 2 /4 = 7r(0.06m) 2 /4 = 0.002827m 2 

The pressure drop across the Venturi meter can be expressed 
as 



&P = P\-P 2 =(Pw-Pf)gh 

Then the flow rate relation for obstruction meters becomes 


V = A n C n 


m~Pi) 

Íp{\-P 4 ) 


= A r C ri 


2 (Pw -Pi)gh 

Ptd-P 4 ) 


= A„C„ 


2(Ay/ Pair-!)^ 


1 -P 4 


Substituting and using h = 0.40 m, the máximum volume flow rate is determined to be 


V = (0.002827 m 2 )(0.98). 


/ 2(1000/1.204 -1)(9.81 m/s 2 )(0.40 m) 

V 1-0.40 4 


= 0.2265 m 3 /^ 


Then the máximum mass flow rate this Venturi meter can measure is 
m = pV = (1.204 kg/m 3 )(0.2265 m 3 /s) = 0.273 kg/s 


Also, the average flow velocity in the duct is 


V = 


V_ 

A 


V 

nD 2 14 


0.2265 m 3 /s 
;r(0.15m) 2 /4 


= 12.8 m/s 


Discussion 

manometer. 


Note that the máximum available differential height limits the flow rates that can be measured with a 
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Chapter 8 Flow in Pipes 


8-106 

Solution A Venturi meter equipped with a water manometer is used to measure to flow rate of air through a duct. For 
a specified máximum differential height for the manometer, the máximum mass flow rate of air that can be measured is to 
be determined. 


Assumptions The flow is steady and incompressible. 

Properties The density of air is given to be p lm = 1.204 
kg/nT. We take the density of water to be p vi = 1000 kg/nT. 
The discharge coefficient of Venturi meter is given to be C¿ 
= 0.98. 

Analysis The diameter ratio and the throat area of the meter 
are 


/? = d/D = 7.5/15 = 0.50 

A 0 =nd 2 /4 = ^(0.075 m) 2 / 4 = 0.004418 m 2 



The pressure drop across the Venturi meter can be expressed as 
A P = P l -P 2 =(p w -p f )gh 


Then the flow rate relation for obstruction meters becomes 


V = AF 


m-Pi) 

PV-J3 4 ) 


= A n C „ 


2(Pw~Pf)gh 

Pfd-/? 4 ) 


= AJC¿ 


2(Pw/Pair-DgA 


1 -/ 1 4 


Substituting and using h = 0.40 m, the máximum volume flow rate is determined to be 


V = (0.004418 m 2 )(0.98). 


2(1000/1.204 -1)(9.81 m/s 2 )(0.40 m) 
1-0.50 4 


0.3608 m 3 /^ 


Then the máximum mass flow rate this Venturi meter can measure is 
m = pV = (1.204 kg/m 3 )(0.3608 m 3 /s) = 0.434 kg/s 


Also, the average flow velocity in the duct is 

Tr V V 0.3608 m 3 /s , 

V = — = —^— =-=— = 20.4 m/s 

A c kD~/4 ;r(0.15m) 2 /4 

Discussioit Note that the máximum available differential height lirnits the flow rates that can be measured with a 
manometer. 
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Chapter 8 Flow in Pipes 


8-107 

Solution A Venturi meter equipped with a differential pressure gage is used to measure the flow rate of liquid 
propane through a vertical pipe. For a given pressure drop, the volume flow rate is to be determined. 


Assumptions The flow is steady and incompressible. 

Properties The density of propane is given to be p= 514.7 kg/m 3 . The 
discharge coefficient of Venturi meter is given to be C¡¡ = 0.98. 

Analysis The diameter ratio and the throat area of the meter are 

J3=d/D = 5/8 = 0.625 

A 0 =^/ 2 /4 = ^(0.05m) 2 14 = 0.001963 m 2 


Noting that AP = 7 kPa = 7000 N/m, the flow rate becomes 

V=A a C d , 


m-Pi) 


pi\-n 


= (0.001963 m 2 )(0.98) 


2 x 7000 N/m 3 


(514.7 kg/m 3 )((l - 0.625 4 ) 


^lkg-m/s 2 ^ 

1N 


= 0.0109 m /s 


which is equivalent to 10.9 L/s. Also, the average flow velocity in the pipe is 


V 



V 

7rD 2 ! 4 


0.0109 m 3 /s 
;r(0.08m) 2 /4 


= 2.17 m/s 



Discussion Note that the elevation difference between the locations of the two probes does not enter the analysis since 
the pressure gage measures the pressure differential at a specified location. When there is no flow through the Venturi 
meter, for example, the pressure gage would read zero. 
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Chapter 8 Flow in Pipes 


8-108 

Solution The flow rate of water is to be measured with flow nozzle equipped with a differential pressure gage. For a 
given pressure drop, the flow rate, the average flow velocity, and head loss are to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The discharge coefficient of the nozzle meter is C¡¡ = 0.96. 

Properties The density and dynamic viscosity of water are given to be p = 999.7 kg/m 3 and // = 1.307xl0" 3 kg/m-s, 
respectively. 


Analysis The diameter ratio and the throat area of the meter are 
fi = d/D = 1.5/3 = 0.50 

A 0 = 7id 2 / 4 = tt( 0.015 m) 2 / 4 = 1.767 x 10~ 4 m 2 
Noting that AP = 4 kPa = 4000 N/m 2 , the flow rate becomes 


V=A a C d 


m-Pi) 

PV-J3 4 ) 


■ (1.767x 10~ 4 m 2 )(0.96) 


= 0.429 x10“ 3 m 3 /s 


1 2x3000 N/m 2 

1 kg • m/s 2 ' 

| (999.7 kg/m 3 )((l-0.50 4 ) 

l 1N J 



which is equivalent to 0.429 L/s. The average flow velocity in the pipe is determined by dividing the flow rate by the cross- 
sectional area of the pipe, 


4. tiD 2 ! 4 


0.429 xl0“ 3 m 3 /s 


0.607 m/s 


^■(0.03 m)/4 

The water column height corresponding to a pressure drop of 3 kPa is 


h,„ = - 


AP 


3000 kg • m/s 2 


= 0.306 m 


p w g (999.7 kg/m )(9.81 m/s ) 

The percent pressure (or head) loss for nozzle meters is given in Fig. 8-59 for /?= 0.5 to be 62%. Therefore, 
h L = (Permanent loss fraction)(Total head loss) = 0.62(0.306 m) = 0.19 m H 2 0 

The head loss between the two measurement sections can be determined from the energy equation, which simplifies to (for 

z\ = z 2 ) 


, _p 1 -p 2 V?-V? 

"l ~ 


‘ =K- má) '~ W ? =0.306 m - [(3/L5)4 - 1](0 ^ 7m/s)2 = 0.024 m H2Q 


Discussion 


P f g 2 g 2g 

The Reynolds number of flow through the pipe is 


2(9.81 m/s ) 


Re _ pVD _ (999.7 kg/m 3 )(0.607m/s)(0.03m) ^ 


P 


1.307x10 kg/m-s 


Substituting the P and Re valúes into the orífice discharge coefficient relation gives 


C d =0.9975- 


6.53p 


Re 


0.5 


= 0.9975- 


6.53(0.50) u 
(1.39 xlO 4 ) 0 ' 5 


= 0.958 


which is practically identical to the assumed valué of 0.96. 
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Chapter 8 Flow in Pipes 


8-109 

Solution A kerosene tank is filled with a hose equipped with a nozzle meter. For a specified filling time, the pressure 
difference indicated by the nozzle meter is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The discharge coefficient of the nozzle meter is C¡¡ = 0.96. 
Properties The density of kerosene is given to be p = 820 kg/m 3 . 


0.0008 m 3 /s = (1.767 xl0“ 4 m 2 )(0.96) 


2A P 


(820 kg/m 3 )((l-0.75 4 ) 



which gives the pressure drop across the meter to be 
AP = 6230 kg- m/s 2 =6.23 kPa 

Discussion Note that the flow rate is proportional to the square root of pressure difference across the nozzle meter. 
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Chapter 8 Flow in Pipes 


8-110 

Solution The flow rate of water is to be measured with flow nozzle equipped with an inverted air-water manometer. 
For a given differential height, the flow rate and head loss caused by the nozzle meter are to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The discharge coefficient of the nozzle meter is C¡¡ = 0.96. 

Properties The density and dynamic viscosity of water are given to be p = 998 kg/m' and fu = 1.002xl0‘ 3 kg/m-s, 
respectively. 


Analysis The diameter ratio and the throat area of the meter are 
J3 = d/D = 2/4 = 0.50 


A 0 = M 2 /4 = ;r(0.02m) 2 /4 = 3.142x10 


-4 


m~ 


Noting that AP = 4 kPa = 4000 N/nr, the flow rate becomes 

= AC 


V = A n C. 


2(P l -P 1 ) 

PV~P 4 ) 


2 P w gh 


p*Q-n 


,4x _ A o C d 


2 gh 


1 -P 4 


:(3.142xl0 -4 m 2 )(0.96) 


t 


2(9.81 m/s 2 )(0.32m) 


1-0.50 



= 0.781x10 3 m 3 /s 


which is equivalent to 0.781 L/s. The average flow velocity in the pipe is 
V 0.781xl0 -3 m 3 /s 


F = ^ = - 

A n kD 1 ! 4 


■ = 0.621m/s 


;r(0.04 m) 2 /4 

The percent pressure (or head) loss for nozzle meters is given in Fig. 8-59 for /?= 0.5 to be 62%. Therefore, 
h L = (Permanent loss fraction)(Total head loss) = 0.62(0.32 m) = 0.20 m H 2 0 
The head loss between the two measurement sections can be determined from the energy equation, which simplifies to (z, 

=z 2 ) 


P -P 
h, =2L 


f:-v> 


= h - 


[(ZT/r/) 4 -i]f, 2 


= 0.32 m- 


Discussion 

Re = 


P f g 2 g ’’ 2 g 

The Reynolds number of flow through the pipe is 
pVD (998 kg/m 3 )(0.621m/s)(0.04 m) 


[(4/2) 4 — l] (0.621 m/s) 2 
2(9.81 m/s 2 ) 


= 0.025 mH,0 


P 


1.002xlO -3 kg/m-s 


- = 2.47 x 10 


Substituting the [í and Re valúes into the orífice discharge coefficient relation gives 
6-53 P°- 5 6.53(0.50)°' 5 

Re 0 ' 5 (2.47 xlO 4 ) 05 

which is almost identical to the assumed valué of 0.96. 


C d =0.9975- 


= 0.968 
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Chapter 8 Flow in Pipes 


8-111E 

Solution A Venturi meter equipped with a differential pressure meter is used to measure to flow rate of refrigerant- 
134a through a horizontal pipe. For a measured pressure drop, the volume flow rate is to be determined. 


Assumptions The flow is steady and incompressible. 

Properties The density of R-134a is given to be p = 

83.31 lbm/ft 3 . The discharge coefficient of Venturi meter 
is given to be C d = 0.98. 

Analysis The diameter ratio and the throat area of 
the meter are 



J3 = d/D = 2/5 = 0.40 

A 0 =nd 2 ! 4 = n{2!\2 ft) 2 /4 = 0.02182 ft 2 


Noting that AP = 7.4 psi = 7.4x144 lbf/ft 2 , the flow rate becomes 


1 / = AC, 


Íp(\-P 4 ) 


AP= 7.4 psi 



Differential 
pressure meter 


= (0.02182 ft 2 )(0.98)^ 

= 0.622 ft 3 /s 


2x7.4x144 lbf/ft 


f 


(83.31 lbm/ft 3 )((l -0.40 4 ) 


32.21bm-ft/s 

ÍlbF 


2 


Also, the average flow velocity in the pipe is determined by dividing the flow rate by the cross-sectional area of the pipe, 

„ V V 0.622 ft 3 /s 

V = — = —,— =-x— = 4.56 ft/s 

A c kD 1 ! 4 zr(5/12 ft) 2 / 4 


Discussion Note that the flow rate is proportional to the square root of pressure difference across the Venturi meter. 
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Chapter 8 Flow in Pipes 


Review Problems 


8-112 

Solution A compressor takes in air at a specified rate at the outdoor conditions. The useñtl power used by the 
compressor to overeóme the frictional losses in the duct is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The entrance effeets are negligible, and thus the flow is fully 
developed. 3 Air is an ideal gas. 4 The duct involves no components such as bends, valves, and connectors, and thus minor 
losses are negligible. 5 The flow section involves no work devices such as fans or turbines. 


The properties of air at 1 atm = 101.3 kPa and 15°C are p 0 = 1.225 kg/m 3 and p = 1.802xl0" 5 kg/m-s. The 


Properties 

roughness of galvanized iron surfaces is s= 0.00015 m. The dynamic viscosity is independent of pressure, but density of an 
ideal gas is proportional to pressure. The density of air at 95 kPa is 
p = (p / p Q ) Po = (95 /101,3)(1.225 kg/m 3 ) = 1.149 kg/m 3 . 


Analysis The average velocity and the Reynolds number are 


L = ^ = 
A„ 


V 


0.27 m 3 /s 


kD 2 1 4 /r(0.20 m ) 2 / 4 


= 8.594 m/s 


Rc P VD h (1.149 kg/m 3 )(8.594 m/s)(0.20 m) ^.^^5 


P 


1.802x10 kg/m-s 


0.27 m/s 
95 kPa 



8 m 


which is greater than 4000. Therefore, the flow is turbulent. The relative 
roughness of the pipe is 

. 1.5 xlO " 4 m 4 

s/D = -= 7.5x10 4 

0.20 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


V 7 


= - 2.0 log 


e/D„ 

3.7 


2,51 

ReV7 


- v 7'” 2 0I ° 8 


7.5x10" 

3.7 


2.51 


1.096 x 10 5 yff 


It gives/= 0.02109. Then the pressure drop in the duct and the required pumping power become 

rl „ .. ._ . 1 - , . 2 f . ^ . 5 


ap = ap l = / 


L pV 1 
D 2 


= 0.02109 


8 m (1.149kg/m 3 )(8.594m/s) 2 f 


0.20 m 


W, 


pump. 


u = VA P = (0.27 m 3 /s)(35.8 Pa) 


1W 


VlPa-m 3 /s. 


2 

= 9.66 W 


IN 


1 kg- m/s" 


1 Pa 


1 N/m 


= 35.8Pa 


Discussion Note hat the pressure drop in the duct and the power needed to overeóme it is very small (relative to 150 
hp), and can be disregarded. The friction factor could also be determined easily from the explicit Haaland relation. It would 
give/= 0.02086, which is very cióse to the Colebrook valué. Also, the power input determined is the mechanical power 
that needs to be imparted to the fluid. The shaft power will be more than this due to fan mefficiency; the electrical power 
input will be even more due to motor inefficiency (but probably no more than 20 W). 
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Chapter 8 Flow in Pipes 


8-113 

Solution Air enters the underwater section of a circular duct. The fan power needed to overeóme the flow resistance 
in this section of the duct is to be determined. 


Assumptiom 1 The flow is steady and incompressible. 2 The entrance effeets are negligible, and thus the flow is fully 
developed. 3 Air is an ideal gas. 4 The duct involves no components such as bends, valves, and connectors. 5 The flow 
section involves no work devices such as fans or turbines. 6 The pressure of air is 1 atm. 


Properties The properties of air at 1 atm and 15°C are p» = 1.225 kg/m 3 and // 
1.802xl0~ 5 kg/m-s. The roughness of stainless Steel pipes is e= 0.000005 m. 

Analysis The volume flow rate and the Reynolds number are 

V =VA C = V(kD 2 / 4) = (3 m/s)[;r(0.20 m) 2 / 4] = 0.0942 m 3 /s 
PVD, 


Air, 3 m/s 

I 


Re = 


(1.225 kg/m )(3 m/s)(0.20 m ) = 4 079 x 1Q 4 


p 1.802x10 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 


Air 


River 


e/D = 


5 x 10~ 


m =2.5xl0- 5 


0.20 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


w~ 2 - 0 ' oe 


e/D 


h , 2.51 


3.7 Re 77 


1 


-= = -2.01og 

V 7 


2.5xlQ~ 

3.7 


2.51 


4.079x10 4 77 


It gives/= 0.02195. Then the pressure drop in the duct and the required pumping power become 

r2 15m (1.225 kg/m 3 )(3 m/s) 2 ^ 1 ' T ^ 


AR = AP l = / 


L pV 


D 


= 0.02195 
2 0.2 m 


IN 


W. 


W, 


pump, u 


VAP 


electric 


’H pump-motor ^1 pump-motor 


(0.0942 m 3 /s)(9.07 Pa) 
0.62 


v lkg-m/s 

1W 

lPa-nC/s 


lPa 
1 N/m 2 

= 1.4 W 


= 9.07 Pa 


Discussion The friction factor could also be determined easily from the explicit Haaland relation. It would give / = 
0.02175, which is sufficiently cióse to 0.02195. Assuming the pipe to be smooth would give 0.02187 for the friction factor, 
which is almost identical to the / valué obtained from the Colebrook relation. Therefore, the duct can be treated as being 
smooth with negligible error. 


8-114 

Solution The velocity profile in fully developed laminar flow in a circular pipe is given. The radius of the pipe, the 
average velocity, and the máximum velocity are to be determined. 


Assumptions The flow is steady, laminar, and fully developed. 


Analysis 


The velocity profile in fully developed laminar flow in a circular pipe is 


u(y) w max (l-/ ¡R~) 


u(r) = u B 


2 "\ 


1 -- 


R ¿ 


The velocity profile in this case is given by u(r) = 6(1-0.01r"). 
Comparing the two relations above gives the pipe radius, the máximum 
velocity, and the average velocity to be 

1 



R 1 =- 
100 

Umax 6 m/S 


R = 0.10 m 


_ Umax_ _ Cm/s _ 2 I 
avg 2 2 


Discussion In fully developed laminar pipe flow, average velocity is exactly half of máximum (centerline) velocity. 


8-83 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 















































Chapter 8 Flow in Pipes 


8-115E 

Solution The velocity profile in fully developed laminar flow in a circular pipe is given. The volume flow rafe, the 
pressure drop, and the useful pumping power required to overeóme this pressure drop are to be determined. 

Assumptions 1 The flow is steady, laminar, and fully developed. 2 The pipe is horizontal. 

Properties The density and dynamic viscosity of water at 40°F are p = 62.42 lbm/ft 3 and // = 3.74 lbm/fth = 
1.039xl0' 3 lbm/ft s, respectively. 


Analysis 


The velocity profile in fully developed laminar flow in a circular pipe is 


w(r) = u B 


2 A 


1 -- 


R J 


U(r) t/ max (l - 7 IR ) 


V y 

The velocity profile in this case is given by 
u(r) =0.8(l-625r 2 ) 

Comparing the two relations above gives the pipe radius, the máximum 
velocity, and the average velocity to be 
1 

625 

U ma , = 0.8 ft/S 



R 2 = 




R = 0.04 ft 


V -V 

' ' avg 


0.8 ft/s 


= 0.4 ft/s 


2 2 

Then the volume flow rate and the pressure drop become 

V = VA C =V{ttR 2 ) = (0.4 ft/s)[zr(0.04 ft) 2 ] = 0.00201 ft 3 /s 


V, 


horiz 


APxD 
128 pL 


-> 0.00201 ft7s = - 


(AP>r(0.08ftr 


128(1.039xl0~ 3 lbm/ft-s)(80ft) 


^32.2 lbm- ft/s 2 ^ 
ñbf 


It gives 


AP = 5.16 lbf/ft 2 =0.0358 psi 
Then the useñil pumping power requirement becomes 

^pump, u = VAP = (0.00201 ft 3 /s)(5.16 lbf/ft 2 ) 


1W 


0.737 lbf - ft/s 


0.014 W 


Checking The flow was assumed to be laminar. To verify this assumption, we determine the Reynolds number: 
pVD (62.42 lbm/ft 3 )(0.4ft/s)(0.08ft) 

— ~ 1.039xl0 -3 lbm/ft-s 

which is less than 2300. Therefore, the flow is laminar. 

Discussion Note that the pressure drop across the water pipe and the required power input to maintain flow is 
negligible. This is due to the very low flow velocity. Such water flows are the exception in practice rather than the rule. 
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Chapter 8 Flow in Pipes 


8-116E 

Solution The velocity profile in fully developed laminar flow in a circular pipe is given. The volume llow rate, the 
pressure drop, and the useful pumping power required to overeóme this pressure drop are to be determined. 

Assumptions The flow is steady, laminar, and fully developed. 

Properties The density and dynamic viscosity of water at 40°F are p = 62.42 lbm/ft 3 and // = 3.74 lbm/ft-h = 
1.039xl0' 3 lbm/ft-s, respectively. 

Analysis The velocity profile in fully developed laminar flow in a circular pipe is u(r) = u max (l-r/P 2 ) 



w max — 0.8 ft/s 


v = V - ma; 

avg 2 


0.8 ft/s 
2 


= 0.4 ft/s 


V = VA C =V(ttR 2 ) = (0.4 ft/s)[;r(0.04ft) 2 ] = 0.00201 ft 3 /s 


For uphill flow with an inclination of 12°, we have 0 = +12°, and 


pgL sin 6 = (62.42 lbm/ft 3 )(32.2 ft/s“ )(80 ft) sin 12° 


1 lbf 


32.2 lbm - ft/s 


= 1038 lbf/ft- 


^uphill : 

It gives 


(A P - pgL sin 9)kD 4 

mpL 


-> 0.00201 ft 3 /s = - 


(AP-1038)^(0.08 ft) 4 


128(1.039xl0~ 3 lbm/ft-s)(80fi) 


32.2 lbm - ft/s 2 
Hbf 


AP = 1043 lbf/ft“ = 7.24 psi 
Then the useful pumping power requirement becomes 


^pump, u = VAP = (0.00201 ft 3 /s)(l 043 lbf/ft 2 )| 


1W 


0.737 lbf-ft/s 


2.84 W 


Checking The flow was assumed to be laminar. To verify this assumption, we determine the Reynolds number: 
pVD (62.42 lbm/ft 3 )(0.4 ft/s)(0.08 ft) 0 

1.039xl0- 3 lbm/ft-s 

which is less than 2300. Therefore, the flow is laminar. 


Discussion Note that the pressure drop across the water pipe and the required power input to maintain flow is 
negligible. This is due to the very low flow velocity. Such water flows are the exception in practice rather than the rule. 
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Chapter 8 Flow in Pipes 


8-117 

Solution Water is discharged from a water reservoir through a circular pipe of diameter D at the side wall at a 
vertical distance H from the free surface with a reentrant section. A relation for the “equivalent diameter” of the reentrant 
pipe for use in relations for frictionless flow through a hole is to be obtained. 

Assumptions 1 The flow is steady and incompressible. 2 The reservoir is open to the atmosphere so that the pressure is 
atmospheric pressure at the free surface. 3 The water level in the reservoir remains constant. 4 The pipe is horizontal. 5 The 
entrance effects are negligible, and thus the flow is fully developed and the friction factor/ is constant. 6 The effect of the 
kinetic energy correction factor is negligible, a = 1 . 

Properties The loss coefficient is K L = 0.8 for the reentrant section, and K L = 0 for the “frictionless” flow. 

Analysis We take point 1 at the free surface of the reservoir and point 2 at the exit of the pipe, which is also taken as 

the reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P\ ~ P2 ~ P atm) and that 
the fluid velocity at the free surface of the reservoir is zero ( V¡ = 0), the energy equation for a control volume between these 
two points (in terms of heads) simplifies to 


PS " 2 g 
where a 2 = 1 and 


y 2 p y 2 

- + a, — + z 1 +¿ pumPiU = — + « 2 T^ + z 2 +h 
Pg 2 g 


hL ^L ,total major ^L ,minor 


+ h 

turbine, e ^ n L 


V- 




2g 


D 


H - a 2 


Vi 


v_i 

2 g 


- + h t 


2 g 


2 gH 


since the diameter of the pipe is constant. Substituting and solving for V 2 
gives 

H= V ± 

2 g 

Then the volume flow rate becomes 

.2 


( L \VÍ 


f 

f — + K L M- 
V D L 2 g 

-> 



1 + JL! D + K l 


V=A C V 2 = 


7lD z 


2 gH 


(1) 



(1 + fu d + k l 

Note that in the special case ofK L = 0 and/= 0 (frictionless flow), the velocity relation reduces to the Toricelli equation, 

F, ,__ _ v w , 

^2 


• 2 ,frictionless = sl 2 g z i • The flow rate in this case through a hole of D e (equivalent diameter) is 


^ Tf.cqüiv ^2,frictionless 


ftD 


equiv 


V2 gH 


( 2 ) 


Setting Eqs. (1) and (2) equal to each other gives the desired relation for the equivalent diameter, 

.2 


ttd: 


-sí 2 ~gH = 


which gives 
D„ 


nir 


D 


2 gH 


1 + JL! D + K l 


D 


equiv 


(1 + fu D + K l ) 1/4 (1 + 0.018 x10/ 0.04 + 0.8) 1/z 


= 0.630 = 0.025 m 


Discussion Note that the effect of frictional losses of a pipe with a reentrant section is to reduce the diameter by about 
40% in this case. Also, noting that the flow rate is proportional to the square of the diameter, we have 
V oc Og quiv =(0.630) 2 =0.40O 2 . Therefore, the flow rate through a sharp-edged entrance is about two-thirds less 
compared to the frictionless flow case. 


8-86 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 




























Chapter 8 Flow in Pipes 


8-118 

Solution A water tank open to the atmosphere is initially filled with water. The tank is drained to the atmosphere 

through a 90° horizontal bend of negligible length. The flow rate is to be determined for the cases of the bend being a 
flanged smooth bend and a miter bend without vanes. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is turbulent so that the tabulated valué of the loss 
coefficient can be used. 3 The water level in the tank remains constant. 4 The length of the bend and thus the frictional loss 
associated with its length is negligible. 5 The entrance is well-rounded, and the entrance loss is negligible. 

Properties The loss coefficient is K¡ = 0.3 for a flanged smooth bend and K, = 1.1 for a miter bend without vanes. 

Analysis (a) We take point 1 at the free surface of the tank, and point 2 at the exit of the bend, which is also taken as 
the reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P\ ~ P2 ~ P atm) and that 
the fluid velocity at the free surface is very low (V , = 0), the energy equation for a control volume between these two 
points (in terms of heads) simplifies to 


P x V\ 

-+ «, — + z¡ + 

Pg 2 g 


h 


pump, u 


-- + CC 2 ~r~ + z 2 + h tavbmeí , +h L 
Pg 2 g 


z, = « 


P2 , 

2 — + h L 

2 g 


V 2 

where the head loss is expressed as h ¡ = K ¡ -. Substituting and solving for V 2 gives 

2g 


V 1 V 2 

Z, = —-—h K l —— 

2 g L 2 g 

Then the flow rate becomes 

•*2 


2 gz x = V 2 (a 2 +K L ) -> 


V=A pipe V 2 = 




2gzi 


«2 +k l 


(i a ) Case 1 Flanged smooth bend ( K L = 0.3): 



V=A c V 2 


xD 2 I 2 gz x 
4 Ía 2+ K L 


^-(0.03 m) 2 1 2(9.81m/s 2 )(5m) 
4 V 1.05 + 0.3 


= 0.00603 m 3 /s = 6.03 L/s 


(b) Case 2 Miter bend without vanes ( K L = 1.1): 


V=A C V j 


ttD 2 I 2gz, ^-(0.03m) 2 1 2(9.81 m/s 2 )(5m) n nn ._ n 3 . . __ , . 

- —- —J— ---- = 0.00478 m /s = 4.78 L/s 

4 \cc^+K l 4 V 1.05 + 1.1 


Discussion Note that the type of bend used has a significant effect on the flow rate, and a conscious effort should be 
made when selecting components in a piping system. If the effect of the kinetic energy correction factor is neglected, a 2 = 1 
and the flow rates become 


(a) Case 1 ( K L = 0.3): 


(Z>) Case 2 (K L = 1.1): 


V =A c V 2 = 


nD ¿ 


v = a c v 2 = 


nD ¿ 


2gz¡ 

1 + k l 

2gz x 
1 + K, 


,(0.03 m) 2 Í2(Ml^M = , 00614 m Vs 
1 + 0.3 


,(0.03m) 2 |2 (9.81m/s 2 )(5m) _ 0 00483 m 3 /s 
1 + 1.1 


Therefore, the effect of the kinetic energy correction factor is (6.14 - 6.03)/6.03 = 1.8% and (4.83 - 4.78)/4.83 = 1.0%, 
which is negligible. 
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Chapter 8 Flow in Pipes 


8-119 [Also solved usingEESon enclosed DVD] 

Solution The piping system of a geothermal district heating system is being designed. The pipe diameter that will 
optimize the initial system cost and the energy cost is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses are negligible because of the large length-to-diameter ratio and the relatively small number 
of components that cause minor losses, the only significant energy loss arises from pipe friction. 4 The piping system is 
horizontal. 5 The properties of geothermal water are the same as fresh water. 6 The friction factor is constant at the given 
valué. 7 The interest rate, the inflation rate, and the salvage valué of the system are all zero. 8 The flow rate through the 
system remains constant. 


Properties We take the density of water to be p = 1000 kg/m . The friction factor is given to be/= 0.015. 

Analysis The system operates in a loop, and thus we can take any point in the system as points 1 and 2 (the same 

point), and thus z\ = z 2 , V¡ = V 2 , and P\ = P 2 . Then the energy equation for this piping system simplifies to 


p i , Pi Vi 

- + a 1 — + z \ + "pump,u - + a < + z ^ 


■ /? turbine,e + ^L 




h = h 

"pump, u ,l L 


- r* i UU1I1U, u 1 r\ 

Pg 2 g pg 2 g 

That is, the pumping power is to be used to overeóme the head losses due to friction in flow. When the minor losses are 
disregarded, the head loss for fully developed flow in a pipe of length L and diameter D can be expressed as 


A P = f 


L pV 1 


D 2 

The flow rate of geothermal water is 

V = — = lO.OOOkg/s =1 Q m 3 ;s 


Water 


10,000 kg/s 



p 1000 kg/m 


To expose the dependence ofpressure drop on diameter, we express it in terms of the flow rate as 

/ i > \ 2 


A P = f 


L pV 


D 


= f~- 

2 D 2 


V 


k kD ¿ /4 / 


/2 


= / 


16 L pV 
D 2tt 2 D ' 


/ 2 


= / 


8T pV 

n 5 

D n 


D 


L = 10 km 


Then the required pumping power can be expressed as 


W, 


W m 


VAP 


V 


>2 


pump 


drj 




8 L pV 

/a 5 2 

V n 


=/ 


8Z 


pV 


/ 3 


d 5 n. 




/ pump-motor / pump-motor / pump-motor ^ ^ / /pump-motor / 

Note that the pumping power requirement is proportional to /and L, consistent with our intuitive expectation. Perhaps not 
so obvious is that power is proportional to the cube of flow rate. The fact that the power is inversely proportional to pipe 
diameter D to the fifth power averages that a slight increase in pipe diameter will manifest as a tremendous reduction in 
power dissipation due to friction in a long pipeline. Substituting the given valúes and expressing the diameter D in meters, 


W pump =(0.015) 


8(10,000m) (1000 kg/m 3 )(10m 3 /s) 3 


D 5 m 5 


^ 2 (0.80) 


lkN 

í lkW ") 

1.52xl0 5 

^lOOOkg-m/s 2 , 

ylkN-m/s y 

D 5 


kW 


The number of hours in one year are 24x365 = 8760 h. Then the total amount of electric power used and its cost per year 
are 

= L52X }° 5 (8760h) = L332 f° 9 kWh/yr 


Energy cost = E 


pump 


D 

x Unit cost = 


D 


1.332x10 
D 5 


\ 


kWh/y 


7 99x10' 
($0.06/kWh) = -$/yr 


D 

^6 r \2 , 


v ^ y 

The installation cost of the system with a 30-year lifetime is given to be Cost = $10 6 D 1 where D is in meters. The annual 
cost of the system is then l/30 th of it, which is 

Total cost $10 6 Z) 2 


System cost = - 


- = $3.33x 10 4 £) 2 (per year) 


Life time 30 yr 
Then the total annual cost of the system (installation + operating) becomes 
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Chapter 8 Flow in Pipes 


7 99x10' 

Total cost = Energy cost + System cost = —-+ 3.33xl0 4 T> 

D 5 

The optimum pipe diameter is the valué that minimizes this total, and it is 
cost with respect to D and setting it equal to zero, 


0(Totalcost) 7.99x10' . „ „„ „ 

■ = —5 x---+ 2 x3.33x10 4 Z) = 0 


dD 


D c 


Simplifying gives D 1 = 5998 whose solution is 

D = 3.5m 


2 $/yr 

determined by taking the derivative of the total 


This is the optimum pipe diameter that minimizes the total cost of the system under stated assumptions. A larger 
diameter pipe will increase the system cost more than it decreases the energy cost, and a smaller diameter pipe will increase 
the system cost more than it decreases the energy cost. 

Discussion The assumptions of zero interest and zero intlation are not realistic, and an actual economic analysis must 
consider these factors as they have a major effect on the pipe diameter. This is done by considering the time valué of 
money, and expressing all the costs at the same time. Pipe purchase is a present cost, and energy expenditures are future 
annual costs spread out over the project lifetime. Thus, to provide consistent dollar comparisons between initial and future 
costs, all future energy costs must be expressed as a single present lump sum to reílect the time-valué of money. Then we 
can compare pipe and energy costs on a consistent basis. Economists cali the necessary factor the “Annuity Present Valué 
Factor”, F. If interest rate is 10% per year with n = 30 years, then F = 9.427. Thus, if power costs $l,000,000/year for the 
next 30 years, then the present valué of those future payments is $9,427,000 (and not $30,000,000!) if money is worth 10%. 
Alternatively, if you must pay $1,000,000 every year for 30 years, and you can today invest $9,437,000 at 10%, then you 
can meet 30 years of payments at the end of each year. The energy cost in this case can be determined by dividing the 
energy cost expression developed above by 9.427. This will result in a pipe diameter ofZ) = 2.5 m. In an actual design, we 
also need to calcúlate the average flow velocity and the pressure head to make sure that they are reasonable. For a pipe 
diameter of 2.5 m, for example, the average flow velocity is 1.47 m/s and the pump pressure head is 5.6 m. 
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Chapter 8 Flow in Pipes 


8-120 

Solution Water is drained from a large reservoir through two pipes connected in series at a specified rate using a 
pump. The required pumping head and the mínimum pumping power are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The pipes are horizontal. 3 The entrance effects are negligible, 
and thus the flow is ñilly developed. 4 The flow is turbulent so that the tabulated valué of the loss coefficients can be used. 
5 The pipes involve no components such as bends, valves, and other connectors that cause additional minor losses. 6 The 
reservoir is open to the atmosphere so that the pressure is atmospheric pressure at the free surface. 7 The water level in the 
reservoir remains constant. 8 The effect of the kinetic energy correction factor is negligible, a = 1. 

Properties The density and dynamic viscosity of water at 15°C are p = 999.1 kg/m 3 and p = 1.138xlO’ 3 kg/m-s. The 
loss coefficient is K L = 0.5 for a sharp-edged entrance. The roughness of cast iron pipes is e = 0.00026 m. 


Analysis We take point 1 at the free surface of the tank, and point 2 and the reference level at the centerline of the 
pipe (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P 1 — P2 — P atm) and that the fluid 
velocity at the free surface of the tank is very low ( V¡ = 0), the energy equation for a control volume between these two 
points (in terms of heads) simplifies to 


p y 2 p y 2 

— + &1 ~T— + Z \ +/ 7 pump,u = ^ + a 2 ~ + z 2 + Vrbine.e + 

Pg 2 g pg 2 g 


Zy +ll 


pump, u 


vi , 

- a 2 ——vhi 
2 g 


where a 2 = 1 and 


^L ,total ^I.major “i,minor 


I í'rl‘0 


v 


J2g 


and the summation is over two pipes. Noting that the two pipes are connected in series and thus the flow rate through each 
of them is the same, the head loss for each pipe is determined as follows (we desígnate the first pipe by 1 and the second 
one by 2): 


V 


V 


0.018 m 3 /s 


Pipe 1: V, =-= 

A c i t£>1 !4 k(0.06 m) 2 / 4 


= 6.366 m/s 


Rej = 


pVyDy (999.1 kg/m 3 )(6.366 m/s)(0.06 m) 


= 335,300 


p 1.138x10 3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The 
relative roughness of the pipe is 

s! 0-00026 m .Q00433 
0.06 m 

The friction factor corresponding to this relative roughness and the Reynolds 
number is, from the Colebrook equation, 



1 


V 7 T 


= -2.0 log 


S/Dy 

3.7 


2.51 


1 


Re! V 7 T i V 7 T 


= -2.0 log 


0.00433 

3.7 


2.51 


335,300777 


It gives f = 0.02941. The only minor loss is the entrance loss, which is K¡ = 0.5. Then the total head loss of the first pipe 
becomes 

r 1 ^ F, 2 ( _... 20 m ^ (6.366 m/s) 2 


^li ~ 




y- = | (0.02941) 


20 m 


-0.5 


0.06m ) 2(9.81 m/s 2 ) 


= 21.3m 


V 


Pipe 2: V 2 =-= 


V 


0.018m/s 


- = 14.32 m/s 


A c2 uDÍ/A tt( 0M m) ¿ 14 
Rei P V 2 D 2 (999.1 kg/m 3 )(14.32 m/s)(0.04 m) 5Q2 9QQ 
P 1.138xlO -3 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The relative roughness of the pipe is 
0.00026 m 


e! D 2 = - 


= 0.0065 


0.04 m 

The friction factor corresponding to this relative roughness and the Reynolds number is, from the Colebrook equation, 
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Chapter 8 Flow in Pipes 


= -2.0 log 


R e 2 V^2~ 


■ = -2.0 log 


0.0065 


502,900^/7 


It gives f 2 = 0.03309. The second pipe involves no minor losses. Note that we do not consider the exit loss unless the exit 
velocity is dissipated within the system considered (in this case it is not). Then the head loss for the second pipe becomes 


L 2 V{ 


h L2 = (0.03309) 


35m (14.32m/s)* 


D 2 2g ' 0.04 m 2(9.81m/s 2 ) 


= 302.6 m 


The total head loss for two pipes connected in series is the sum of the head losses of the two pipes, 


h L = h L, total = h Li +h L2 = 21.3 + 302.6 = 323.9 m 


Then the pumping head and the mínimum pumping power required (the pumping power in the absence of any inefficiencies 
of the pump and the motor, which is equivalent to the useful pumping power) become 

2 2 

h = a o ~^— + h L -z , = (i) £1^22^ + 323.9-30 = 304.4 m 

pump. u 2g 2(9.81m/s 2 ) 

^pump,u — VkP — pVgh p um p ?u 

= (999.1 kg/m 3 X0.018m 3 /s)(9.81 m/s 2 )(304.4 m)í -—- T Y lkW ) = 53.7 kW 

\l000kg-m/s 2 JUkN-m/sJ 

Therefore, the pump must supply a minimum of 53.7 kW of useful mechanical energy to water. 


Discussion Note that the shaft power of the pump must be greater than this to account for the pump inefficiency, and 
the electrical power supplied must be even greater to account for the motor inefficiency. 
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Chapter 8 Flow in Pipes 


8- 12 l 


Solution In the previous problem, the effect of second pipe diameter on required pumping head for the same flow 
rate is to be investigated by varying the pipe diameter from 1 cm to 10 cm in increments of 1 cm. 


Analysis The EES Equations window is printed below, followed by the tabulated and plotted results. 


rho=999.1 
mu=0.001138 
nu=mu/rho 
Vdot=0.018 "m3/s" 
g=9.81 "m/s2" 
z1=30 "m" 

L1=20 "m" 

DI =0.06 "m" 

Ac1=pi*D1 A 2/4 
Re1=V1*D1/nu 
V1=Vdot/Ac1 
epsl =0.00026 
rfl =eps1/D1 

1/sqrt(f1 )=-2*log 10(rf1 /3.7+2.51 /(Reí *sqrt(f1))) 
KL1=0.5 

HL1 =(f1 *L1 /DI +KL1 )*V 1 A 2/(2*g) 

L2=35 

Re2=V2*D2/nu 
V2=Vdot/(pi*D2 A 2/4) 
eps2=0.00026 
rf2=eps2/D2 

1 /sq rt(f2 )=-2*log 10(rf2/3.7+2.51 /(Re2*sqrt(f2))) 
HL2=f2*(L2/D2)*V2 A 2/(2*g) 

HL=HL1+HL2 
hpump=V2 A 2/(2*g)+HL-z1 
Wpump=rho*Vdot*g*hpump/1000 "kW" 



D 2 , m 


Z) 2 , m 

fEpump, kW 

h L 2, m 

Re 

0.01 

89632.5 

505391.6 

2.012E+06 

0.02 

2174.7 

12168.0 

1.006E+06 

0.03 

250.8 

1397.1 

6.707E+05 

0.04 

53.7 

302.8 

5.030E+05 

0.05 

15.6 

92.8 

4.024E+05 

0.06 

5.1 

35.4 

3.353E+05 

0.07 

1.4 

15.7 

2.874E+05 

0.08 

-0.0 

7.8 

2.515E+05 

0.09 

-0.7 

4.2 

2.236E+05 

0.10 

-1.1 

2.4 

2.012E+05 


Discussioit Clearly, the power decreases quite rapidly with increasing diameter. This is not surprising, since the 
irreversible frictional head loss (major head loss) decreases significantly with increasing pipe diameter. 
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Chapter 8 Flow in Pipes 

8-122 

Solution Two pipes of identical diameter and material are connected in parallel. The length of one of the pipes is 
twice the length of the other. The ratio of the flow rates in the two pipes is to be determined. 


Assumptions 1 The flow is steady and incompressible. 2 The flow is fully turbulent in both pipes and thus the friction 
factor is independent of the Reynolds number (it is the same for both pipes since they have the same material and diameter). 
3 The minor losses are negligible. 

Analysis When two pipes are parallel in a piping system, the head loss for each pipe must be same. When the minor 
losses are disregarded, the head loss for fully developed flow in a pipe of length L and diameter D can be expressed as 


h L = f — — = f — — 

D 2g D 2g 


V_ 

\A C j 


= f — — 

D2g 


V 


nD / 4 


= 8 / 


L 1 V 2 
D g k 2 D 4 



\P 

D 5 


Solving for the flow rate gives 


¡ 7i 2 h L gD 5 ' _ k 

Í 8JL VI 


(ir is a constant) 


When the pipe diameter, friction factor, and the head loss is constant, which is the case here for parallel connection, the 
flow rate becomes inversely proportional to the square root of length L. Therefore, when the length is doubled, the flow rate 
will decrease by a factor of 2 0 ' 5 =1.41 since 


If 


Then 


Va 


k 


V K 


k k 
■J^b ^2L a 


k 


Y_a_ 


0.101V A 


Therefore, the ratio of the flow rates in the two pipes is 0.707. 



Discussion Even though one pipe is twice as long as the other, the volume flow rate in the shorter pipe is no i twice as 
much - the relationship is nonlinear. 
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Chapter 8 Flow in Pipes 


8-123 \Also solved using EES on enclosed DVD] 

Solution A pipeline that transports oil at a specified rate branches out into two parallel pipes made of commercial 
Steel that reconnects downstream. The flow rates through each of the parallel pipes are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 Entrance effects are negligible, and thus the flow is fully 
developed. 3 Minor losses are disregarded. 4 Flows through both pipes are turbulent (to be verified). 

Properties The density and dynamic viscosity of oil at 40°C are p = 876 kg/m 3 and p = 0.2111 kg/m-s. The roughness 
of commercial Steel pipes is s= 0.000045 m. 

Analysis This problem cannot be solved directly since the velocities (or flow rates) in the pipes are not known. 
Below we will set up the equations to be solved by an equation solver. The head loss in two parallel branches must be the 
same, and the total flow rate must the sum of the flow rates in the parallel branches. Therefore, 

A, i = A, 2 (1) 


V=V l +V 2 -> V l +V 2 =3 (2) 

We desígnate the 30-cm diameter pipe by 1 and the 45-cm diameter pipe by 2. The average velocity, the relative roughness, 
the Reynolds number, friction factor, and the head loss in each pipe are expressed as 

Á 


'/l 

A 

-> 

A,i 

7tD\ / 4 

Á 

A 

—> 

A,2 

nD\ / 4 

¿1 

4.5 xlO" 5 

m 

A 

0.30 m 


_ A 

4.5xl0" 5 

m 


;r(0.30m)~ / 4 
^2 

;r(0.45m) 2 / 4 

.a-4 


( 3 ) 

( 4 ) 


D, 


0.45 m 


= 1x10" 


Rej = 


Re 2 = 


pV\Dx 

P 

pV 2 P2 

P 


—> Re, = 


—> Re 2 = 


(876 kg/m 3 )Vj (0.30 m) 
0.2177 kg/m-s 
(876 kg/m 3 )V 2 (0.45 m) 


Ja 

i 


= -2.0 log 


s/D¡ 

3.7 


0.2177 kg/m-s 

\ 

2.51 


Ja 


= -2.0 log 


s/D , 


R e i Ja 


2.51 


Re2 Ja y Ja 


Ja 

i 


( 5 ) 

(6) 

= -2.0 log 

= -2.0 log 



1.5x10" 

3.7 


1x10" 

3.7 


2.51 


A A 


h u = A A-A- -» K 1=A 


500 m 


vi 


A 2 g 

Ap=A^Jy- -> 

D 2 2 g 


0.30m 2(9.81m/s 2 ) 


^l,2 ~ A 


800 m 


Vi 


ReiVTT 

2.51 

R e 2 Ja 

( 9 ) 

( 10 ) 


( 7 ) 


( 8 ) 


0.45m 2(9.81m/s 2 ) 

This is a system of 10 equations in 10 unknowns, and solving them simultaneously by an equation solver gives 
\/i = 0.91 m 3 /s, V 2 =2.09m 3 /s, 

V\ = 12.9 m/s, V 2 = 13.1 m/s, h L l = h L 2 = 392 m 

Re, = 15,540, Re 2 = 23,800, f = 0.02785, f 2 = 0.02505 
Note that Re > 4000 for both pipes, and thus the assumption of turbulent flow is verified. 


Discussion This problem can also be solved by using an iterative approach, but it would be very time consuming. 
Equation solvers such as EES are invaluable for theses kinds of problems. 
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Chapter 8 Flow in Pipes 


8-124 

Solution The piping of a district heating system that transports hot water at a specified rate branches out into two 
parallel pipes made of commercial Steel that reconnects downstream. The flow rates through each of the parallel pipes are 
to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed. 3 The minor losses are given to be negligible. 4 Flows through both pipes are turbulent (to be verified). 

Properties The density and dynamic viscosity of water at 100°C are p = 957.9 kg/m 3 and // = 0.282xl0" 3 kg/m-s. The 
roughness of commercial Steel pipes is s= 0.000045 m. 

Analysis This problem cannot be solved directly since the velocities (or flow rates) in the pipes are not known. 
Below we will set up the equations to be solved by an equation solver. The head loss in two parallel branches must be the 
same, and the total flow rate must the sum of the flow rates in the parallel branches. Therefore, 

A,i = A,2 (1) 


V=V ]+ V 2 +V 2 = 3 (2) 

We desígnate the 30-cm diameter pipe by 1 and the 45-cm diameter pipe by 2. The average velocity, the relative roughness, 
the Reynolds number, friction factor, and the head loss in each pipe are expressed as 


A 

v, 

-> 

A, i 

xD{ / 4 

Á 

Á 

-» 

A c,2 

nD\ / 4 

z 1 . 

4.5xl0" 5 

m 

Dr 

0.30 m 


£2 

4.5xl0" 5 

m 


Á 


;r(0.30m)“/4 


V, 


2 ;r(0.45m) 2 /4 


= 1.5x10" 


D 


Rej = 


Re 2 = 


2 

pV 2 P 2 


0.45 m 


= 1x10 


-4 


( 3 ) 

( 4 ) 


—> Re, = 


—> Re 2 = 


(957.9 kg/m 3 )V¡ (0.30 m) 
0.282xl0" 3 kg/m• s 
(957.9 kg/m 3 )F 2 (0.45 m) 


0.282xlO" 3 kg/m• s 



( 5 ) 

( 6 ) 


■\[f\ 

1 


Va 


= -2.0 log 


= -2.0 log 


f s/D, 2.51 ^ 


3 - 7 Re, Va J Va 


^lAxlO" 4 2.51 ^ 
= -2.0 log -+ 


V 


3 - 7 R ei Va 


s/D 


, 2.51 

+ 


3,7 Re 2 VaV Va" 


■ = -2.0 log 


1x10" 

3.7 


2.51 


Re 2 Va 


( 7 ) 

( 8 ) 


h 


U V, 


A, = A—— 

’ A 2g 


l 2 vi 


L, 2 


fl D 2 2 g 






_ 500 m i) 2 

W ~ h 0.30m 2(9.81m/s 2 ) 

_ 800 m F 2 2 

L ’ 2 1 0.45m 2(9.81m/s 2 ) 


( 9 ) 

( 10 ) 


This is a system of 10 equations in 10 unknowns, and their simultaneous solution by an equation solver gives 

Vi =0.919 m 3 /s, V 2 =2.08 m 3 /s, 


V\ = 13.0 m/s, F 2 = 13.1 m/s, h L l = h L 2 =187 m 

Re, = 1.324xl0 7 , Re 2 = 2.00xl0 7 , f= 0.0131, f 2 = 0.0121 
Note that Re > 4000 for both pipes, and thus the assumption of turbulent flow is verified. 


Discussion This problem can also be solved by using a trial-and-error approach, but it will be very time consuming. 
Equation solvers such as EES are invaluable for these kinds ofproblems. 
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Chapter 8 Flow in Pipes 


8-125E 

Solution A water fountain is to be installed at a remóte location by attaching a cast iron pipe directly to a water main. 
For a specified flow rate, the mínimum diameter of the piping system is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed and the friction factor is constant for the entire pipe. 3 The pressure at the water main remains constant. 4 There 
are no dynamic pressure effects at the pipe-water main connection, and the pressure at the pipe entrance is 60 psia. 5 
Elevation difference between the pipe and the fountain is negligible (z 2 = z¡) . 6 The effect of the kinetic energy correction 
factor is negligible, a= 1. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/ft h = 
6.556xl0" 4 lbm/ft s. The roughness of cast iron pipe is s= 0.00085 ft. The minor loss coefficient is K L = 0.5 for a sharp- 
edged entrance, K¿= 1.1 for a 90° miter bend without vanes, K L = 0.2 for a fully open gate valve, and K¡ = 5 for an angle 
valve. 


Analysis We choose point 1 in the water main near the entrance where the pressure is 60 psig and the velocity in the 
pipe to be low. We also take point 1 as the reference level. We take point 2 at the exit of the water fountain where the 
pressure is the atmospheric pressure (P 2 = /\ tln ) and the velocity is the discharge velocity. The energy equation for a control 
volume between these two points is 


V, 


V4 


- +a \ — + z \ +%ump,u -- +a 2 — +z 2 

Pg 2g Pg 2g 


" ^turbine, e 


l.gage 

Pg 


■ = cc 2 


n 

2 g 


- + h i 


where a 2 = 1 and h L = h L m¡ú = h L majot + h 


l L, minor 




2g 


since the diameter of the piping system is constant. Then the energy equation becomes 


60psi 

144 lbf/ft 2 3 

f 32.2 lbm-ft/s 2 " 

(62.3 lbm/ft 3 )(32.2 ft/s 2 ) 

v 1 P si y 

l llbf J 


The average velocity in the pipe and the Reynolds number are 


V _ V 20/60 gaFs 

y 2 — — _ —s— — * y i — 

~ A r nD 1 /4 


„ pViD 

Re = —-— -> Re = 
P 


nD 1 / 4 


0.1337 ft 
lgal 


3 h 


( 2 ) 


(62.3 lbm/ft’)F 2 D 
6.556xl0~ 4 lbm/ft s 



The friction factor can be determined from the Colebrook equation, 


1 


V7 


= -2.0 log 


g/ D h 

3.7 


2.51 

ReV7 


1 


v s ■’ j 

The sum of the loss coefficients is 


-> -¡= = -2.0 log 

V7 


0.00085/ D 2.51 

+ 


3.7 


( 4 ) 


Z K l= K F 

Then the total head loss becomes 


i 7F A- K A- K 

entrance ' L,elbow ' L ,gate valve ' L ,angle valve 


ReV7, 

= 0.5+ 3x1.1 + 0.2+ 5 = 9 




■1^1 


v , r ^ so ft 

i- h L =\ f - 

J2g V D 


+ 9 


2(32.2 ft/s 2 ) 


( 5 ) 


These are 5 equations in the 5 unknowns of V 2 , h¡, D, Re, and f and solving them simultaneously using an equation solver 
such as EES gives 

V 2 = 14.3 ft/s, h L = 135.5 ft, D = 0.0630 ft = 0.76 in. Re = 85,540, and /= 0.04263 
Therefore, the diameter of the pipe must be at least 0.76 in (or roughly 3/4 in). 

Discussioit The pipe diameter can also be determined approximately by using the Swamee and Jain relation. It would 
give D = 0.73 in, which is within 5% of the result obtained above. 
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Chapter 8 Flow in Pipes 


8-126 

Solution A water fountain is to be installed at a remóte location by attaching a cast iron pipe directly to a water main. 
For a specified flow rate, the mínimum diameter of the piping system is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed and the friction factor is constant for the entire pipe. 3 The pressure at the water main remains constant. 4 There 
are no dynamic pressure effects at the pipe-water main connection, and the pressure at the pipe entrance is 60 psia. 5 
Elevation difference between the pipe and the fountain is negligible (z 2 = z¡) . 6 The effect of the kinetic energy correction 
factor is negligible, a= 1. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/fth = 
6.556x10" 4 lbm/ft s. The plástic pipes are considered to be smooth, and thus their roughness is s = 0. The minor loss 
coefficient is K¿ = 0.5 for a sharp-edged entrance, K¡ = 1.1 for a 90° miter bend without vanes, K¡ = 0.2 for a fully open 
gate valve, and K¡ = 5 for an angle val ve. 

Aitalysis We choose point 1 in the water main near the entrance where the pressure is 60 psig and the velocity in the 
pipe to be low. We also take point 1 as the reference level. We take point 2 at the exit of the water fountain where the 
pressure is the atmospheric pressure (P 2 = /\ tln ) and the velocity is the discharge velocity. The energy equation for a control 
volume between these two points is 


V, 


V4 


- +a \ — + z \ +^pump,u -- +a 2 ~g~ +Z 

Pg 2g Pg 2g 

where a 2 = 1 and h L = A ijtotal = h L majm +h Lfi 


2 "r ^turbinc. e 


i V z 

l.gage r 2 

-= a 2 — 

Pg “ 2 g 


+ h i 




since the diameter of the piping system is constant. Then the energy equation becomes 

r2 


60psi 

7 44 lbf/ft 2 4 

f 32.2 lbm-ft/s 2 " 

(62.3 lbm/ft 3 )(32.2 ft/s 2 ) 

v 1 P si 2 

l llbf J 


vi 


2(32.2 ft/s 2 ) 


+ h (1) 


The average velocity in the pipe and the Reynolds number are 


V _ V 20/60 gaFs 

' 2 O t r O , 

A c nD~ 14 ttD 2 / 4 

pV 2 D (62.3 lbm/ft 3 )F 2 T> 

Re = ^-> Re = - 2 


0.1337 ft 
lgal 


3 h 


( 2 ) 


P 


6.556x10 4 lbm/ft-s 


( 3 ) 


The friction factor can be determined from the Colebrook equation, 



1 


7 T - 2 - 0108 


e/D 


h , 2.51 


3.7 Re 77 


1 


■* 77‘” 2 ' 0 ' 08 


0 + 


2.51 

Re 77 


( 4 ) 


V vm y v v- 7 y 

The sum of the loss coefficients is 

^ / — ^l ,entrance + 3 P / .^-Ihow ^L ,gate valve ^L ,angle valve 

Then the total head loss becomes 


= 0.5+ 3x1.1 +0.2+ 5 = 9 






2 í CAA- \ y} 


hi " " L ‘ ]f 


50 ft 
D 


+ 9 


2(32.2 ft/s 2 ) 


( 5 ) 


These are 5 equations in the 5 unknowns of V 2 , h L , D, Re, and f and solving them simultaneously using an equation solver 
such as EES gives 

V 2 = 18.4 ft/s, = 133.4 ft, D = 0.05549 ft = 0.67 in. Re = 97,170, and /= 0.0181 
Therefore, the diameter of the pipe must be at least 0.67 in. 

Discussioit The pipe diameter can also be determined approximately by using the Swamee and Jain relation. It would 
give D = 0.62 in, which is within 7% of the result obtained above. 
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Chapter 8 Flow in Pipes 


8-127 

Solution In a hydroelectric power plant, the flow rate of water, the available elevation head, and the combined 
turbine-generator efficiency are given. The electric power output of the plant is to be determined. 

Assumptiom 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed and the friction factor is constant for the entire pipe. 3 The minor losses are given to be negligible. 4 The water 
level in the reservoir remains constant. 

Properties The density and dynamic viscosity of water at 20°C are p = 998 kg/m 3 and // = 1.002x10” kg/m-s. The 
roughness of cast iron pipes is s= 0.00026 m. 

Analysis We take point 1 at the free surface of the reservoir, and point 2 and the reference level at the free surface of 
the water leaving the tnrbine site (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P l = P 2 = 
P¡¡tm) and that the fluid velocities at both points are very low ( V\ = V 2 = 0), the energy equation for a control volume 
between these two points (in terms of heads) simplifies to 


Px Vi 

-h OC\ -h Z] + h 


pump,u 


- + a 2— + z 2 +A turbine,e +h L 

2 g 


Pg 2 g - 1 '' pg 

The average velocity, Reynolds number, friction factor, and head loss in the pipe are 


^ turbine, e “ Z 1 


V = = 


V 


0.8 m 3 /s 


nD 2 i 4 ;r(0.35 m) 2 /4 


= 8.315 m/s 


Re = 


pV£h 

p 


(998 kg/m )(8,513 m/s)(0.35 m) . 


1.002x10 kg/m-s 

which is greater than 4000. Therefore, the flow is turbulent. The 
relative roughness of the pipe is 


siD h = 


0.00026m =M3xl0 _ 4 


0.35 m 

The friction factor can be determined from the Moody chart, but 
to avoid the reading error, we determine it from the Colebrook 
equation using an equation solver (or an iterative scheme), 



1 


—¡= = _ 2.0 log 

V7 


s!P>h 

3.7 


2.51 

Re V/ 


1 


-> -¡= = -2.0 log 

V7 


7.43xl0~ 
3.7 


2.51 


2.899x10 6 V7 


V v j y v j v v j y 

It gives /= 0.0184. When the minor losses are negligible, the head loss in the pipe and the available turbine head are 
determined to be 


h L =f 


LT_ 
D 2 g 


= 0.0184 


200m (8.315m/s)‘ 
0.35m 2(9.81 m/s 2 ) 


= 37.05 m 


1 turbine, e 


-h, = 70-37.05 = 32.95 m 


Then the extracted power from water and the actual power output of the turbine become 

^turbine, e - turbine, e ~ pV§fl t ur bine, e 

f .... V 


= (998 kg/m 3 )(0.8 m 3 /s)(9.81 m/s 2 )(32.95 m) 


1 kN 


1000 kg• m/s" 


1 kW 
1 kN • m/s 


= 258 kW 


R'turbine-gen = ?7turbine-gen^turbine,e = (0.84)(258 kW) = 217 kW 

Discussioit Note that a perfect turbine-generator would generate 258 kW of electricity from this resource. The power 
generated by the actual unit is only 217 kW because of the inefficiencies of the turbine and the generator. Also note that 
more than half of the elevation head is lost in piping due to pipe friction. 
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Chapter 8 Flow in Pipes 


8-128 

Solution In a hydroelectric power plant, the flow rate of water, the available elevation head, and the combined 
turbine-generator efficiency are given. The percent increase in the electric power output of the plant is to be determined 
when the pipe diameter is tripled. 

Assumptiom 1 The flow is steady and incompressible. 2 Entrance effects are negligible, and thus the flow is fully 
developed and friction factor is constant. 3 Minor losses are negligible. 4 Water level is constant. 

Properties The density and dynamic viscosity of water at 20°C are p = 998 kg/m 3 and p = 1.002x10” kg/m-s. The 
roughness of cast iron pipes is e= 0.00026 m. 

Analysis We take point 1 at the free surface of the reservoir, and point 2 and the reference level at the free surface of 
the water leaving the tnrbine site (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P l = P 2 = 
Pztm) and that the fluid velocities at both points are very low (V¡ = V 2 = 0), the energy equation for a control volume 
between these two points (in terms of heads) simplifies to 


- + a i 


- + z l + ¿pump,u 


P V 

2 - + a 2 ~^+Z 2 + ¿turbine,e + ¿I 


-» 


¿turbine, e “ Z 1 ¿I 


- /■* x pumo, u z. 

Pg 2g pg 2g 

The average velocity, Reynolds number, friction factor, and head loss in the pipe for both cases (pipe diameter being 0.35 
m and 1.05 m) are 


V x = 


V 2 = 


V V 0.8 m/s 

A c i 7iD[ /4 ;r(0.35m) 2 / 4 

V V 0.8 m 3 /s 


A c2 nD¡/4 zt( 1 .05 m) 2 /4 


= 8.315 m/s. 


= 0.9239 m/s 


Rej = 


Re, = 


pv iA , 

p 

pViDx 

P 


(998 kg/m 3 )(8.315 m/s)(0.35 “2 = 2 g99 x 1() 6 


1.002xl0 -3 kg/m-s 
(998 kg/m 3 )(0.9239 m/s)(l .05 m) 


= 0.9662x10 


1.002x10 kg/m-s 

which are greater than 4000. Therefore, the flow is turbulent for 
both cases. The relative roughness of the pipe is 



e/D, = 


0.00026 m 


= 7.43x10" 


and st D 2 = 


0.00026 ni _ 2 476xl0 -. 


0.35 m 1.05 m 

The friction factor can be determined from the Moody chart, but to avoid the reading error, we determine it from the 
Colebrook equation using an equation solver (or an iterative scheme), 


1 


= -2.0 log 


7.43x10 
3.7 


-4 


2.51 


2.899xio 6 V7T J V7T 


and 


1 


- = -2.0 log 


2.476x10" 
3.7 


2.51 


0.9662x10 6 77T 


yffl y "" 'V-'iy \ J ¿ V V J í J 

The friction factors are determined to be f\ = 0.01842 and / 2 = 0.01520. When the minor losses are negligible, the head 
losses in the pipes and the head extracted by the turbine are determined to be 


¿ii =/i^“ = 0-01842 


200 m (8.315 m/s) 2 
0.35 m 2(9.81m/s 2 ) 
200m (0.9239m/s) 2 


= 37.09 m, h 


turbine, 1 


= Z\ - h Ll = 70-37.09 = 32.91m 


= 0.13 m , /z turbinej2 = z 2 -h L2 = 70 - 0.13 = 69.87 m 


D i 2g 

L V 2 

h L 2 = f 2 --=0.0152 

D 2 2g 1.05m 2(9.81 m/s 2 ) 

The available or actual power output is proportional to the turbine head. Therefore, the increase in the power output when 
the diameter is doubled becomes 

69.87-32.91 


Increase in power output = 


h -h 

n turbine, 2 n turbine,! 


32.91 


= 1.12 or 112% 


n turbine, 1 

Discussioit Note that the power generation of the turbine more than doubles when the pipe diameter is tripled at the 
same flow rate and elevation. 
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Chapter 8 Flow in Pipes 


8-129E 

Solution The drinking water needs of an office are met by siphoning water through a plástic hose inserted into a large 
water bottle. The time it takes to fill a glass when the bottle is first opened and when it is empty are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed and the friction factor is constant for the entire pipe. 3 The on/off switch is fully open during filing. 4 The water 
level in the bottle remains nearly constant during filling. 5 The flow is turbulent (to be verified). 6 The effect of the kinetic 
energy correction factor is negligible, a= 1. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/ft h = 
6.556xl0" 4 lbm/fts. The plástic pipes are considered to be smooth, and thus their roughness is e = 0. The total minor loss 
coefficient is given to be 2.8. 


Analysis We take point 1 to be at the free surface of water in the bottle, and point 2 at the exit of the hose., which is 
also taken to be the reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P¡ = P 2 
= P alm ) and that the fluid velocity at the free surface is very low ( V , = 0), the energy equation for a control volume between 
these two points (in terms of heads) simplifies to 


Pl V y 

- +a \ T~ + Z l + ' 1 pump,u 

Pg 2g 


Pl Vi 

— - h CU2 -h Z 2 + h 

Pg 2 g 


+ h 

turbine, e l L 


z i =a 9 


^2 

2g 


- + h j 


where a 2 = 1 and h L = ^ ^ K 


— h L =\f 

2 g 1 


6 ft 
0.35/12 ft 


- + 2.Í 


2(32.2 ft/s 2 ) 


since the diameter of the piping system is constant. Then the energy equation becomes 

r 2 


*l=(l)- 


V4 


2 ; +h L 


( 2 ) 


2(32.2 ft/s 2 ) 

The average velocity in the pipe and the Reynolds number are 




V 


nD l ! 4 




V ft7s 


^■(0.35/12 ft) 2 /4 


Re = 


pV 2 P 
P 


-> Re = 


(62.3 lbm/ft J )F 2 (0.35/12 ft) 
6.556 xl0~ 4 lbm/ft -s 


( 3 ) 

( 4 ) 


The friction factor can be determined from the Colebrook equation, 


1 


—¡= = —2.0 log 

V7 


e/D 


3.7 


h + _ 2.51 


ReV7 


1 


—j= = —2.0 log 

V7 


0 + 


2.51 

Re -Jf 


Finally, the filling time of the glass is 


A t = - 


V, 


glass 

v 


0.00835 ft 
V ft 3 /s 


3 


(6) 


( 1 ) 


6 ft 



These are 6 equations in the 6 unknowns of V 2 , V , h¡, Re, f and At, and solving them simultaneously using an equation 
solver such as EES with the appropriate z\ valué gives 


Case (a): The bottle is full and thus z, = 3+1 = 4 ft: 

V 2 = 5.185 ft/s, h L = 3.58 ft, V = 0.00346 ft 3 /s. Re = 14,370, /= 0.02811, and A? = 2.4 s 

Case (6): The bottle is almost empty and thus z\ = 3 ft: 

V 2 =4.436 ft/s, h L = 2.69 ft, V = 0.00296 ft 3 /s, Re = 12,290, /= 0.02926, and Af = 2.8 s 

Note that the flow is turbulent for both cases since Re > 4000. 

Discussiott The filling time of the glass increases as the water level in the bottle drops, as expected. 
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Chapter 8 Flow in Pipes 


8-130E 

Solution In the previous problem, the effect of the hose diameter on the time required to fdl a glass when the bottie is 
full is to be investigated by varying the pipe diameter from 0.2 to 2 in. in increments of 0.2 in. 

Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 



rho=62.3 
mu=2.36/3600 
nu=mu/rho 
g=32.2 
z1=4 

Volume=0.00835 

D=Din/12 

Ac=pi*D A 2/4 

L=6 

KL=2.8 

eps=0 

rf=eps/D 

V=Vdot/Ac 

"Reynolds number" 

Re=V*D/nu 

1/sqrt(f)=-2*log10(rf/3.7+2.51/(Re*sqrt(f))) 

HL=(f*L/D+KL)*(V A 2/(2*g)) 

z1=V A 2/(2*g)+HL 

Time=Volume/Vdot 


t n 
v 



0 0.4 0.8 1.2 1.6 2 

D, in 


D , in 

Time, s 

h L , ft 

Re 

0.2 

9.66 

3.76 

6273 

0.4 

1.75 

3.54 

17309 

0.6 

0.68 

3.40 

29627 

0.8 

0.36 

3.30 

42401 

1.0 

0.22 

3.24 

55366 

1.2 

0.15 

3.20 

68418 

1.4 

0.11 

3.16 

81513 

1.6 

0.08 

3.13 

94628 

1.8 

0.06 

3.11 

107752 

2.0 

0.05 

3.10 

120880 


Discussion The required time decreases considerably as the tube diameter increases. This is because the irreversible 
frictional head loss (major loss) in the tube decreases greatly as tube diameter increases. In addition, the minor loss is 
proportional to V 2 . Thus, as tube diameter increases, V decreases, and even the minor losses decrease. 
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Chapter 8 Flow in Pipes 


8-131E 

Solution The drinking water needs of an office are met by siphoning water through a plástic hose inserted into a large 
water bottle. The time it takes to fill a glass when the bottle is first opened is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The entrance effects are negligible, and thus the flow is fully 
developed and the friction factor is constant for the entire pipe. 3 The on/off switch is fully open during filing. 4 The water 
level in the bottle remains constant during filling. 5 The flow is turbulent (to be verified). 6 The effect of the kinetic energy 
correction factor is negligible, a = 1. 

Properties The density and dynamic viscosity of water at 70°F are p = 62.30 lbm/ft 3 and // = 2.360 lbm/ft h = 
6.556xl0" 4 lbm/fts. The plástic pipes are considered to be smooth, and thus their roughness is e = 0. The total minor loss 
coefficient is given to be 2.8 during filling. 


Analysis We take point 1 to be at the free surface of water in the bottle, and point 2 at the exit of the hose, which is 
also taken to be the reference level (z 2 = 0). Noting that the fluid at both points is open to the atmosphere (and thus P¡ = P 2 
= P alm ) and that the fluid velocity at the free surface is very low (V¡ = 0), the energy equation for a control volume between 
these two points (in terms of heads) simplifies to 


P x V i 

- +a \ T~ + Z l + ' 1 pump,u 

Pg 2g 


= — + a 2 — + z 2 +h 
Pg 2 g 


where a 2 = 1 and h L =f + ly-> h=[f 


+ h 

turbine,e l L 


Z 1 =a 7 


Kí 

2g 


D 


2 g 


12 ft 


0.35/12 ft 


- + 2.S 


2(32.2 ft/s 2 ) 


since the diameter of the piping System is constant. Then the energy equation becomes 

T 2 


= (!)■ 


Vi 


- + h i 


( 2 ) 


2(32.2 ft/s 2 ) 

The average velocity in the pipe and the Reynolds number are 


V V 

V 2 = -=-:- 

A r nD 1 / 4 


^2 = 


V ft J /s 


^■(0.35/12 ft) 2 /4 


Re = 


pV 2 d 

P 


-> Re = 


(62.3 lbm/ft 3 )V 2 (0.35/12 ft) 
1.307xl0“ 3 lbm/ft-s 


The friction factor can be determined from the Colebrook equation, 


1 


—¡= = -2.0 log 

41 


S< D h 

3.7 


2.51 

ReV7 


1 


-> -¡==-2.0 log 

V7 


0 + 


(3) 

(4) 

2.51 

ReV7 


(5) 


Finally, the filling time of the glass is 


A t = - 


V , 


glass 

v 


0.00835 ft 3 
V ft 3 /s 


(6) 


- + h j 


a) 


12 ft 



These are 6 equations in the 6 unknowns of V 2 , V , h¡, Re, f and At, and solving them simultaneously using an equation 
solver such as EES with the appropriate z\ valué gives 


Case (a): The bottle is full and thus z\ = 3+1 = 4 ft: 

V 2 =3.99 ft/s, h L = 3.75 ft, V = 0.002667 ft 3 /s, Re = 11,060, /= 0.03007, and At = 3.1 s 

Case (6): The bottle is almost empty and thus z¡ = 3 ft: 

V 2 =3.40 ft/s, h L = 2.82 ft, V = 0.002272 ft 3 /s, Re = 9426, /=0.03137, and At = 3.7 s 

Note that the flow is turbulent for both cases since Re > 4000. 

Discussioit The filling times in Prob. 8-129E were 2.4 s and 2.8 s, respectively. Therefore, doubling the tube length 
increases the filling time by 0.7 s when the bottle is full, and by 0.9 s when it is empty. 
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Chapter 8 Flow in Pipes 


8-132 

Solution A water pipe has an abrupt expansión from diameter D x to D 2 . It is to be shown that the loss coefficient is 
K l = (1 - D 2 / DJ) 2 , and K¡ and P 2 are to be calculated. 


Assumptions 1 The flow is steady and incompressible. 2 The pressure is uniform at the cross-section where expansión 
occurs, and is equal to the upstream pressure P¡. 3 The flow section is horizontal (or the elevation difference across the 
expansión section is negligible). 4 The flow is turbulent, and the effects of kinetic energy and momentum-flux correction 
factors are negligible, [5 « 1 and a « 1. 

Properties We take the density of water to be p = 1000 kg/nr'. 


Analysis We desígnate the cross-section where expansión occurs by x. We choose cross-section 1 in the smaller 
diameter pipe shortly before x, and section 2 in the larger diameter pipe shortly after r. We take the región occupied by the 
fluid between cross-sections 1 and 2 as the control volume, with an inlet at 1 and exit at 2. The velocity, pressure, and 
cross-sectional area are V¡, P¡, and A at cross-section 1, and V 2 , P 2 , and A 2 at cross-section 2. We assume the pressure 
along the cross-section x to be P\ so that P x = P¡. Then the continuity, momentum, and energy equations applied to the 
control volume become 


(1) Continuity: m x = m 2 —> pV x A x = pV 2 A 2 —> V 2 =— -V¡ 


( 1 ) 


(2) Momentum: ^F^jSmV-^ ftmV -> P X A X + P x (A x -A X )-P 2 A 2 = m(V 2 - V x ) 

out in 

But P x A x + P X (A X - A x ) = P x A x = P x A 2 

m(V 2 -V x ) = P A 2 V 2 (V 2 - Vl ) = pA 2 ^-V x 


A, 

(A X i 

A, 

(A, ) 

—v x 

—v x -v x 

= pA 2 - 

-V~l 

a 2 

U J 

a 2 

y A 2 y 


Vi 


P x A 2 P 2 A 2 - pA 2 ■ 


Therefore, 


P V 1 P 

(3) Energy:—- + a¡ —— + z x + h - 


A i 

f A < 

2 P\-P 2 A \ 

f A x ^ 


—-i 

Vi —-- = — 

—-1 

^2 

v A 2 J 

p a 2 

L A 2 ) 


Vi 


( 2 ) 


Pg 


2 g 


■*1 ' Aí pump,u 


+ Ct 


pg 

vi 


2 — + z 2 + /j turbine, e + h L 


2 g 


h L =-*■ 


Py-P 2 , Vi -Vi 


Pg 


2 g 


(3) 


y i 

Substituting Eqs. (1) and (2) and h L = K L - into Eq. (3) gives 


K, 


V¿ 

2 g 


2^—1 
\ A 2 J 


2 g 

V¿ + V x 2 ~(A X 2 / A 2 2 )V x 2 


g 


2g 


-> k l =- 


2 A, 


(A 'i 
231-1 

+ 

( a 2 \ 

k A 2 


A 2 

^ A 2 ) 


Simplifying and substituting A = nD /4 gives the desired relation and its valué, 

s2 

K l = 1-— = 1 ' = 1-211- = =0.1914 


II 

2 

\ xD 2 /4) 

2 

i 

b 

■“* to 

2 

i (0.15 m) 2 'l 

l © 


{ xD 2 2 /4) 


n 2 

2 u 2 J 


(0.20 m) 2 9 


Also, h L = K l -^2— = (0.1914) (1Qm/s) 

2g 2(9.81m/s 2 ) 


= 0.9756 m 


O © 


V 2 = — V =—^-V, = (Q,15m \ (10m/s) = 5.625m/s 


A, Di 

2 - , V l ~ 2 "1 

J 2 


10 m/s 


15 cm 


20 cm 


i 2 u 2 (0.20 m) 
Solving for P 2 from Eq. (3) and substituting 
P 2 =P x +p{{V 2 -V 2 2 )/2-gh L } 


= (120 kPa) +(1000 kg/m J ) 


j (10 n^s) 2 -(5,62im/s)» _ (98 , ^ )(0 9 „ 6 m) 


1kPa■m 


2 1 


=145kPa 


lv 1000kg-m/s" j 

Note that the pressure increases by 25 kPa after the expansión due to the conversión of dynamic pressure to static pressure 
when the velocity is decreased. Also, K L = 1 (actually, K¡ = tí) when D 2 » D x (discharging into a reservoir). 


Discussion At a discharge into a large reservoir, all the kinetic energy is wasted as heat. 
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Chapter 8 Flow in Pipes 


8-133 

Solution A swimming pool is initially filled with water. A pipe with a well-rounded entrance at the bottom drains the 
pool to the atmosphere. The initial rate of discharge from the pool and the time required to empty the pool completely are to 
be determined. 


Assumptions 1 The tlow is uniform and incompressible. 2 The draining pipe is horizontal. 3 The entrance effects are 
negligible, and thus the tlow is fully developed. 4 The friction factor remains constant (in reality, it changes since the flow 
velocity and thus the Reynolds number changes during flow). 5 The effect of the kinetic energy correction factor is 
negligible, a= 1. 

Properties The density and dynamic viscosity of water at 20°C are p = 998 kg/m 3 and p = 1.002xl0' 3 kg/m-s. The 
friction factor of the pipe is given to be 0.022. Plástic pipes are considered to be smooth, and their surface roughness is s = 
0. 


Analysis We take point 1 at the free surface of the pool, and point 2 and the reference level at the exit of the pipe (z 2 
= 0), and take the positive direction of z to be upwards. Noting that the fluid at both points is open to the atmosphere (and 
thus P¡ = P 2 = -P a t,n) and that the fluid velocity at the free surface is very low (Vi = 0), the energy equation for a control 
volume between these two points (in terms of heads) simplifies to 


where 


Pi V 2 

— + «i —+ z i 
Pg 2 g 


+ h 


pump, u 


~—+ a 2 ~Z~ +z 2 +^turbine,e + 

Pg 2 g 


h L =f 


L V 2 

T)Yg 


-» 


since the minor losses are negligible. Substituting and solving for V 2 gives 

^2 / j \ i,2 


zj = a : 




£\YL 

Dj2g 






2 gz 


a 2 + fL! D 


Noting that a 2 = 1 and initially z¡ =2 m, the initial velocity and flow 
rate are determined to be 


V 2 ,¡ = 


2gzi 


2(9.81 m/s 2 )(2m) 


1 + fL/D V 1 + 0.022(25 m)/(0.03 m) 


= 1.425 m/s 


z, =a 7 


2 g 


- + h r 



V¡niíidi = V 2 jA c = V 2 j(kD 2 /4) = (1.425 m/s)[/r(0.03 m) 2 /4] = l.OlxlO -3 m 3 /s = 1.01L/s 
The average discharge velocity at any given time, in general, can be expressed as 


^2 = 


2gz 


(1 + JL/D 

where z is the water height relative to the center of the orifice at that time. 

We denote the diameter of the pipe by D, and the diameter of the pool by D„. The flow rate of water ffom the pool 
can be obtained by multiplying the discharge velocity by the pipe cross-sectional area, 


V=A C V 2 = 


kD" 


2 gz 


1 + JL/D 


Then the amount of water that flows through the pipe during a differential time interval di is 

,2 


dV = Vdt 


,:7) 


2gz 


1 + fL/ D 


-dt 


(1) 


which, from conservation of mass, must be equal to the decrease in the volume of water in the pool. 


d V =A cM nk(-dz) = - 




-dz 


( 2 ) 
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Chapter 8 Flow in Pipes 

where dz is the change in the water level in the pool during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 


nD ¿ 


2 gz 


1+fL/D 


-dt = -^ 


dz —> dt = -- 


l + .fL ID dz _D^ 


2 gz 


D ¿ 


1 + JL/D 


2 g 


'■ dz 


The last relation can be integrated easily since the variables are separated. Letting tf be the discharge time and integrating it 
from t = 0 when z = z\ to t = íy-when z = 0 (completely drained pool) gives 


\ l, a 




f U - 1/2 
z t 

J z=z. 


dz —^ t f —- 

z=z, D 


1 + ./L/D 

I 0 
z 2 

i! 2g 

1 

2 

z 


D A \ 2g 

Simplifying and substituting the valúes given, the draining time is determined to be 


D 1 


2Dó ¡Í + JL/D i 

z i 


2g 


tj D 2 


Dq \2z l (l + fL! D) (10 m)- 2(2m)[l + (0.022)(25m)/(0.03m)] 


g 


(0.03 m)- 


9.81m/s 2 


= 312,000 s = 86.7 h 


Checking: For plástic pipes, the surface roughness and thus the roughness factor is zero. The Reynolds number at the 
beginning of draining process is 


Re = 


pV 2 D (998 kg/m 3 )(1.425 m/s)(0.03 m) 


p 1.002x10 3 kg/m-s 

which is greater than 4000. The friction factor can be determined from the Moody chart, but to avoid the reading error, we 
determine it from the Colebrook equation using an equation solver (or an iterative scheme), 


= 42,580 


1 


—¡= = -2.0 log 

V7 


s! D 2.51 


3 - 7 ReV/J V7 


1 


= -2.0 log 


0- 


2.51 


42,570^7 


It gives/= 0.022. Therefore, the given valué of 0.022 is accurate. 


Discussion It can be shown by setting L = 0 that the draining time without the pipe is only about 18 h. Therefore, the 
pipe in this case increases the draining time by about a factor of 5. 
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Chapter 8 Flow in Pipes 


8-Í34 


Solution In the previous problem, the effect of the discharge pipe diameter on the time required to empty the pool 
completely is to be investigated by varying the pipe diameter from 1 cm to 10 cm in increments of 1 cm. 


Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 

rho=998 

mu=0.001002 

g=9.81 

Dtank= 10 

Ac=pi*D A 2/4 

L=25 

f=0.022 

z1=2 

V=(2*g*z1/(1+f*L/D)) A 0.5 

Vdot=V*Ac 

Time=(Dtank/D) A 2*(2*z1*(1+f*L/D)/g) A 0.5/3600 


D, m 

Time, h 

^initial? ITl/s 

Re 

0.01 

1327.4 

0.84 

8337 

0.02 

236.7 

1.17 

23374 

0.03 

86.7 

1.42 

42569 

0.04 

42.6 

1.63 

64982 

0.05 

24.6 

1.81 

90055 

0.06 

15.7 

1.96 

117406 

0.07 

10.8 

2.10 

146750 

0.08 

7.8 

2.23 

177866 

0.09 

5.8 

2.35 

210572 

0.10 

4.5 

2.46 

244721 



D, m 


Discussion The required drain time decreases quite rapidly as pipe diameter is increased. 
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Chapter 8 Flow in Pipes 


Solution A swimming pool is initially filled with water. A pipe with a sharp-edged entrance at the bottom drains the 
pool to the atmosphere. The initial rate of discharge from the pool and the time required to empty the pool completely are to 
be determined. 


Assumptions 1 The flow is uniform and incompressible. 2 The draining pipe is horizontal. 3 The flow is turbulent so that 
the tabulated valué of the loss coefficient can be used. 4 The friction factor remains constant (in reality, it changes since the 
flow velocity and thus the Reynolds number changes during flow). 5 The effect of the kinetic energy correction factor is 
negligible, a= 1. 

Properties The density and dynamic viscosity of water at 20°C are p— 998 kg/m’ and p = 1.002xl0" 3 kg/m-s. The loss 
coefficient for the sharp-edged entrance is K L = 0.5. Plástic pipes are considered to be smooth, and their surface roughness 
is s= 0. 


Analysis We take point 1 at the free surface of the pool, and point 2 and the reference level at the exit of the pipe (z 2 
= 0), and take the positive direction of z to be upwards. Noting that the fluid at both points is open to the atmosphere (and 
thus P¡ = P 2 = Patm) and that the fluid velocity at the free surface is very low (V¡ = 0), the energy equation for a control 
volume between these two points (in terms of heads) simplifies to 


p y 2 p n y 2 

— + U X -^— + z 1 +h u = — + OC 2 -^ + z 2 + h furbine,e + ^L 

pg 2g pg 2g 


—> z, = a 


V 2 

2 ~g~ + h L 
2 g 


where a 2 = 1 and 
h, =h 


— /i i ~Li 

L, total '‘Z^major ' ri L, minor 




2g 


D 


2 g 


since the diameter of the piping system is constant. Substituting and solving for V 2 gives 


z i -~ + l / — + K l l^r - 


2g 


D 


2 g 






2g^i 


1 + JL! d + k l 


Noting that initially z¡ = 2 m, the initial velocity and flow rate are determined to be 

V 2 j=. 


2gZ| 


2(9.81 m/s 2 )(2 m) 


\ + fL ! D + K l ^ 1 + 0.022(25 m)/(0.03m) + 0.5 


= 1.407 m/s 


V initial = V 2 i A c = V 2 t {t:D 2 / 4) = (1.407 m/s)[/r(0.03 m) 2 /4] = 9.94 x 10 -4 m 3 /s = 0.994 L/s 
The average discharge velocity at any given time, in general, can be expressed as 


^2 = 


2 gz 


(1 + fLI D + K l 

where z is the water height relative to the center of the orifice at that time. 

We denote the diameter of the pipe by D, and the diameter of the pool by D„. The flow rate of water from the pool 
can be obtained by multiplying the discharge velocity by the pipe cross-sectional area, 


V=A C V 2 = 




2 gz 


1 + fLI D + K l 


Then the amount of water that flows through the pipe during a 
differential time interval dt is 


dV =Vdt = 


nD 1 


2 gz 


1 + JL/D + K l 


-dt 


(1) 


h-10 m - 

( 

-s 

) J 

1 

2 i 

n Swimming 

pool 


which, from conservation of mass, must be equal to the decrease in the 
volume of water in the pool, 




25 m 


i_® 


3 cm 


dV = A 


c, tan A: 


i-dz) = - 


JÜk 


■dz 


( 2 ) 


8-107 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 






























Chapter 8 Flow in Pipes 

where dz is the change in the water level in the pool during dt. (Note that dz is a negative quantity since the positive 
direction of z is upwards. Therefore, we used -dz to get a positive quantity for the amount of water discharged). Setting 
Eqs. (1) and (2) equal to each other and rearranging, 


itD- 


2 gz 


-dt = - 


nD 


dz —> dt = -- 


Do \\ + fUD + K L 


dz = -- 


\\+ fL ! D + K l -i 


z 2 dz The last relation 


W + fLI D + K l 4 D 2 \ 2gz D 2 \ 2g 

can be integrated easily since the variables are separated. Letting ty be the discharge time and integrating it from i = 0 when 
z = zi to t = tywhen z = 0 (completely drained pool) gives 




D 2 


> dt = _D_o \\ + fL / D + K l 


2 g 


J z=z x 




D 2 


2 g 


o 


2 1 +JL/D + K l 


D ¿ 


2 g 


z , 2 Simplifying 


and substituting the valúes given, the draining time is determined to be 

,2 


h ~ 


Do_ \2zf\ + fLID + K l ) 

2 


(10 m)- 2(2 m)[l + (0.022)(25 m)/(0.03 m) + 0.5] 


= 316,000 s = 87.8 h This is a 


\ g (0.03 m)“ V 9.81 m/s" 

change of (87.8-86.7)/86.7 = 0.013 or 1.3%. Therefore, the minor loss in this case is truly minor. 

Checking: For plástic pipes, the surface roughness and thus the roughness factor is zero. The Reynolds number at the 
beginning of draining process is 

Rc pViD (998 kg/m 3 )(1.407 m/s)(0.03 m) ^ Q3Q 
fu 1 . 002 xl 0~ 3 kg/m-s 

which is greater than 4000. The friction factor can be determined from the Moody chart, but to avoid the reading error, we 
determine it from the Colebrook equation using an equation solver (or an iterative scheme), 


—¡= = - 2.0 log 

V7 


s/D 2.51 


3.7 


ReV7 


1 


-> - 7 = = - 2.0 log 

V7 


0 - 


2.51 


42,03077 


It gives/= 0.022. Therefore, the given valué of 0.022 is accurate. 


Discussion It can be shown by setting L = 0 that the draining time without the pipe is only about 24 h. Therefore, the 
pipe in this case increases the draining time more than 3 folds. 
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Solution A system that concsists of two interconnected cylindrical tanks is used to determine the discharge 
coefficient of a short 5-mm diameter orifice. For given initial fluid heights and discharge time, the discharge coefficient of 
the orifice is to be determined. 


Assumptiom 1 The fluid is incompressible. 2 The entile systems, 
including the connecting flow section, is horizontal. 3 The discharge 
coefficient remains constant (in reality, it may change since the flow 
velocity and thus the Reynolds number changes during flow). 4 Losses 
other than the ones associated with flow through the orifice are negligible. 5 
The effect of the kinetic energy correction factor is negligible, a = 1. 

Analysis We take point 1 at the free surface of water in Tank 1, and 
point 0 at the exit of the orifice. We take the centerline of the orifice as the 
reference level (z¡ = h¡ and z 0 = 0). Noting that the fluid at point lis open to 
the atmosphere (and thus í\ = F J alm and P 0 = _P atm + pg/? 2 ) and that the fluid 
velocity at the free surface is very low (V¡ = 0), the BernouUi equation 
between these two points gives 

_ _ , P a tm , _ P a tm + P&h 2 , Vo 

t —-1-r Zq —r -r aZj —-1- 

2g Pg 2g pg pg 2g 

where h = h x - h 2 is the vertical distance between the water levels in the two tanks at any time t. Note that h\, h 2 , h, and V 0 
are all variable (h¡ decreases while h 2 and h increase during discharge. 

Noting that the fluid is a liquid (p = constant) and keeping the conservation of mass in mind and the defínition of 
the discharge coefficient C d , the flow rate through the orifice can be expressed as 


A 

Pg 


* 



.; dh, dhj 

V=C d V 0 A 0 =-A'=A 2 -± 
at at 


-> dh 2 = - -dh x 


Also, h = h x — h 2 


-» dh = dh x - dh 2 


Combining the two equations above, 

Then, V =Cd V 0 A 0 =-A l ^- 

dt 

which can be rearranged as 


-> dh x = i 


- dh (Note that dh < 0, dh\ < 0, and dh 2 >0) 


dh x = ■ 


dh 


\ + A í /A 2 
-» C d A 0 ^2gh =-A¡ 


1 


dh 


-dt ~ 


A x A 2 


1 + A x / A 2 dt 
1 dh 


A+A C d A a j2Í 4h 


Integrating 


Performing the integration 


Solving for C¿ 


l 

\ dt = 


A\A 2 


1 


rl 

■J 


dh 


t = - 


C d = 


¿i+A C d A 0 y¡2g J 4~h 

2 [A-Vül 


a x a 2 


A+A C d A 0 j2¿ 
2(7^7 -yfh) 


(A 0 / A 2 +A 0 IA l )tyf2g 


Fluid flow stops when the liquid levels in the two tanks become equal (and thus h = 0). Substituign the given valúes, the 
discharge coefficient is determined to be 


A 


Do 

K D 2 J 


Do 

v D { J 


0.5 cm 
30 cm 


0.5 cm 


12 cm 


= 0.002014. 


c d = 


2^foA 


m 


= 0.933 


Discussioit 


(0.002014)(170s)V2x9.81m/s 2 
We could add the minor losses at the pipe inlet and outlet without niuch extra effort. 
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Solution A highly viscous liquid discharges from a large container through a small diameter tube in laminar flow. A 
relation is to be obtained for the variation of fluid depth in the tank with time. 



Assumptions 1 The fluid is incompressible. 2 The discharge tube is horizontal, and the flow is laminar. 3 Entrance effects 
and the velocity heads are negligible. 

Analysis We take point 1 at the free surface of water in the tank, and point 2 at the exit of the pipe. We take the 
centerline of the pipe as the reference level (z¡ = h and z 2 = 0). Noting that the fluid at both points 1 and 2 are open to the 
atmosphere (and thus P¡ = P 2 = P¡üm ) and that the fluid velocity at the free surface is very low (V¡ =0) and the velocity 
heads are negligible, the energy equation for a control volume between these two points gives 


P\ K _ Pi Vi , 
- h a \ — + -1 -- h a 2 — + z 2 + h¡, 

Pg 2g pg 2g 


P S tn L + h= ^ ! tm_ + h 


Pg 


Pg 


h L = h 


(1) 


where h is the liquid height in the tank at any time t. The total head loss through the pipe consists of major losses in the pipe 
since the minor losses are negligible. Also, the entrance effects are negligible and thus the friction factor for the entire tube 
is constant at the fully developed valué. Noting that / = Re/ 64 for fully developed laminar flow in a circular pipe of 
diameter d , the head loss can be expressed as 


h L =f 


L V 2 64 L V 2 64 L V 2 64v£ V 


d 2g Re d 2g Vd / v d 2g d~ 2g 


( 2 ) 


V V 

The average velocity can be expressed in terms of the flow rate as V = — = —r- 

A r nd 2 /4 


Substituting into (2), 


h = 


64 vL 1 


2g 


V 


\ 


Ttd 1 ¡ 4 


64 vL 4V 

d 2 2gTÚ 2 


128 vLV 
gnd A 


( 3 ) 


Combining Eqs. (1) and (3): 


h = 


mvLV 

gnd A 


( 4 ) 


Noting that the liquid height h in the tank decreases during flow, the flow rate can also be expressed in terms of the rate of 
change of liquid height in the tank as 


V =-A 


tank 


dh 

dt 


ttD dh 
4 dt 


( 5 ) 


Substituting Eq. (5) into (4): h = - 


128 vL nD" dh 32 vLD 1 dh 


grai^ 4 

To sepárate variables, it can be rearranged as 


dt 


dt = - 


gd 4 dt 

32 vLD 2 dh 


( 6 ) 


gd 4 h 

Integrating from t = 0 (at which h=H) to t = t (at which h = h) gives 


2>2vLD- , /rr/IX 

t = -- 4 —ln (H/h) 

gd 


which is the desired relation for the variation of fluid depth h in the tank with time t. 

Discussioit If the entrance effects and the outlet kinetic energy were included in the analysis, the time would be slower. 
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Chapter 8 Flow in Pipes 


8-138 

Solution Using the setup described in the previous problem, the viscosity of an oil is to be determined for a given set 
of data. 



Assumptions 1 The oil is incompressible. 2 The discharge tube is horizontal, and the flow is laminar. 3 Entrance effects 
and the inlet and the exit velocity heads are negligible. 

Analysis The variation of fluid depth h in the tank with time t was determined in the previous problem to be 


t = 


32 vLD 2 
gd 4 


ln (H/h) 


Solving for v and substituting the given valúes, the kinematic viscosity of the oil is determined to be 


v = - 


gd A 


~t = ' 


(9.81 m/s 2 )(0.006 m ) 4 


32 LD~ ln (H/h) 32(0.65 m)(0.63 ln(0.4/0.36) 


(2842s) = 4.15xIO' 5 m 2 /s 


Discussion Note that the entrance effects are not considered, and the velocity heads are disregarded. Also, the valué of 
the viscosity strongly depends on temperature, and thus the oil temperature should be maintained constant during the test. 


Design and Essay Problems 


8-139 to 8-142 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 9 Differential Analysis of Fluid Flow 


General and Mathematical Problems 


9-1C 

Solution We are to explain the fundamental differences between a flow domain and a control volume. 

Analysis A control volume is used in an integral, control volume solution. it is a volume over which all mass flow 

rates, forces, etc. are specified over the entire control surface of the control volume. In a control volume analysis we do not 
know or care about details inside the control volume. Rather, we solve for gross features of the flow such as net forcé acting 
on a body. A flow domain , on the other hand, is also a volume, but is used in a differential analysis. Differential 
equations of motion are solved everywhere inside the flow domain, and we are interested in all the details inside the flow 
domain. 

Discussion Note that we also need to specify what is happening at the boundaries of a flow domain - these are called 
boundary conditions. 


9-2C 

Solution We are to explain what we meanby coupled differential equations. 

Analysis A set of coupled differential equations simply means that the equations are dependent on each other and 
musí be solved together rather than separately. For example, the equations of motion for fluid flow involve velocity 
variables in both the conservation of mass equation and the momentum equation. To solve for these variables, we must 
solve the coupled set of differential equations together. 

Discussion In some very simple fluid flow problems, the equations become uncoupled, and are easier to solve. 


9-3C 

Solution We are to discuss the number of unknowns and the equations needed to solve for those unknowns for a 
three-dimensional, unsteady, incompressible flow field. 

Analysis There are four unknowns (velocity components u, v, w, and pressure P) and thus we need to solve four 
equations: 

- one from conservation of mass which is a scalar equation 

- three from Newton’s second law which is a vector equation 

Discussion These equations are also coupled in general. 


9-4C 

Solution We are to discuss the number of unknowns and the equations needed to solve for those unknowns for a 
three-dimensional, unsteady, compressible flow field with significant variations in both temperature and density. 

Analysis There are six unknowns (velocity components u, v, w, p, T, and P) and thus we need to solve six 

equations: 

- one from conservation of mass which is a scalar equation 

- three from Newton’s second law which is a vector equation 

- one from the energy equation which is a scalar equation 

- one from an equation of State (e.g. ideal gas law) which is a scalar equation 

Discussion These equations are also coupled in general. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-5C 

Solution We are to express the divergence theorem in words. 

Analysis For vector G , the volume integral of the divergence of G over volume V is equal to the surface 
integral of the normal component of G taken over the surface A that endoses the volume. 

Discussioit The divergence theorem is also called Gauss ’s theorem. 


9-6 

Solution We are to transform a position from Cartesian to cylindrical coordinates. 

Analysis We use the coordínate transformations provided in this chapter, 

r = yjx 2 +y 2 = ^(4 +(3 m)" =5m (1) 

and 

9 - tan -1 — = tan -1 í | = 36.87° = 0.6435 radians (2) 

x V 4 m J 

Coordínate z remains unchanged. Thus, 

Position in cylindrical coordinates : x = (r.O.z'j = (5 m, 0.6435 radians, - 4m) (3) 

Discussioit Notice that the units of 9 are radians since angles are dimensionless. 


9-7 

Solution We are to calcúlate a truncated Taylor series expansión for a given function and compare our result with the 
exact valué. 

Analysis The algebra here is simple since d(e x )idx = e . The Taylor series expansión is 

11 

Taylor series expansión : f(x 0 + dx) = e x ° + e x ° dx + — e x ° dx~ +- e x ° dx +... (1) 

2 3x2 

We plug Xo = 0 and dx = -0.1 into Eq. 1, 

Truncated Taylor series expansión : 

/(-0.1) * 1 +1 x (-0. 1 ) + -x 1 x (-0. 1) 2 + -x 1 x (-0.1 ) 3 = 0.9048333... (2) 

2 6 

We compare Eq. 2 with the exact valué, 

Exact valué: /(-0.1) = e ' 01 = 0.904837418... (3) 

Comparing Eqs. 2 and 3 we see that our approximation is good to four or Uve significant digits. 

Discussioit The smaller the valué of dx, the better the approximation. You can easily convince yourself of this by trying 
dx = 0.01 instead. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-8 

Solution 

Analysis 


We are to calcúlate the divergence of a given vector. 

The divergence of G is the dot product of the del operator V = — i + — j + — k with G , which gives 

dx dy dz 


Divergence of G : 


VG = 


f d - d - d 

- i H-/ H- k 

dx dy dz 


2xzi — — x~j + z~k | = 2z + 0 - 2z = 0 


It turns out that for this special case, the divergence of G is zero. 

Discussioit If G were a velocity vector, this would mean that the flow field is incompressible. 


9-9 

Solution We are to perform both integráis of the divergence theorem for a given vector and volume, and verify that 
they are equal. 


Analysis 


We do the volume integral first: 


p — — p .r=l 1 p z=l 

Volume integral : V • GdV = 

Jv J x -0 J v -0 J "=0 


dG t dG v dG„ 

—- +—- + —- 

dx dy dz 


dzdydx = j Q | ( | (4z — 2 y + y yizdydx 


The term in parentheses in Eq. 1 reduces to (4z - y), and we intégrate this over z first, 

j v V-Gd\/ = ££[> 2 -yzj^ dydx = Q y y " o {2-y)dydx 
Then we intégrate over y and then over x, 


Volume integral : 


j v VGJV.j 


2 y-X- 
2 


y =o 


fi=i 3 

dx = —dx = 
J '=o 2 


( 1 ) 


( 2 ) 


Next we calcúlate the surface integral of the divergence theorem. There are six faces of the cube, and unit vector ñ points 
outward from each face. So, we split the area integral into six parts and sum them. E.g., the right-most face has n = (1,0,0), 
so G ñ = 4 xz on this face. The bottom face has n = (0,-1,0), so G ñ =y 2 on this face. The surface integral is then 


<j) G-ndA= | | (4 xz^dzdy + j" | (-4 xz^dzdy + | j" [~y 2 ^dxdz 

A L*^ JV_0 z-0 —I je—1 z ~® Jx -0 x -0 


Surface integral : 


Right face 


Top face 


Eoí'o) dxdz 0 + í í dydx + j;; o {;; o m^ 

-lj -0 L - —I z —1 L * 


(3) 


The three integráis on the far right of Eq. 3 are obviously zero. The other three integráis can be obtained carefully, 

cf> G-ñdA=\ y= '\2z 2 T' dy + T ‘í-xT 1 dz+ f f—1 dx = V‘'(2)dy+V = \-\)dz+ Í' = f-lí£c 
Ja Jv=oL Jz=o J J 2 = 0 l T=o J x=0 2 J— 0 '' Ji=ol 2 J 

J_v =0 V z 


The last three integráis of Eq. 4 are trivial. The final result is 

, - 13 

Surface integral: G-ndA = 2-1 + — = — 


(4) 


(5) 


Since Eq. 2 and Eq. 5 are equal, the divergence theorem works for this case. 

Discussioit The integration is simple in this example since each face is fíat and normal to an axis. In the general case in 
which the surface is curved, integration is much more difficult, but the divergence theorem always works. 
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Chapter 9 Differential Analysis of Fluid Flow 

9-10 

Solution We are to expand a dot product in Cartesian coordinates and verify it. 

Analysis In Cartesian coordinates the del operator is V - —i + —j +—k and we let G = G x i + G v j + G./c . The 

dx dy dz 

left hand side of the equation is thus 


Left hand side : 


■(*)■ 




dx 


dy 


dz 


„ df . dG df dG r df SG„ 

= G —+ f—-+G —+ f—- + G_— + f —- 
dx dx ' dy dy dz dz 


(i) 


The right hand side of the equation is 

G-V/ + /V-G 


Right hand side~. 


= (gJ+g v 7 +gí) 


f df - df - df A A dG, dG dGA 

— i +—j + — k 


dx dy dz 


+ f 


- H-h - 

dx dy dz 


( 2 ) 


^ df _ df _ df dG dG dG„ 

= G r — +G, — +G_— + f — -+ / —-+ f —*- 

dx ' dy dz dx dy dz 

Equations 1 and 2 are the same, and the given equation is verified. 

Discussion The product míe given in this problem was used in this chapter in the derivation of the alternative form of 
the continuity equation. 


9-5 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.usina this Manual, you are using it without permission. 

F F www:elsoiucionario.net 

















Chapter 9 Differential Analysis of Fluid Flow 


9-11 

Solution 


We are to expand the given equation in Cartesian coordinates and verify it. 


Analysis In Cartesian coordinates the del operator is V = — i + — j + — k and we let F - F x i + F j + F.k and 

dx dy dz 

G = G x i + G j + G.k . The left hand side of the equation is thus 



" d 

d 

d " 

'F X G X 

F x G y 

F X G~ 

[fg = 




FG 

FG 

FG 

V / 

dx 

dy 

dz 

y x 

y y 

y z 




F fi x 

FG y 

FG : 


—{F X G X ) + —{F r G x ) + —(F.G ) 
dx K ’ dy y ' ’ ^ ’ 


dz 




dz 




dz 


( 1 ) 


We use the product rule on each term in Eq. 1 and rearrange to get 
Left hand side: 




(dF dF. dF ^ 


„ d „ d ^ S ^ _ 

(ro) = 

G x 

+ 

l 

+ 

1 

N L 

+ 

F -r F -1- F. — G x 

dx ' dy ‘ dz) 


dF x dF v dF. 

—- +—-- + —- 

dx o y dz 

dF dF dF_} 
—- + —-+—- 
dx dy dz 


F x — + F v — + F — 
dx dy dz 

F — + F — + F, — 

* dx y dy " dz 


( 2 ) 


dF dF dF - - d d d - - 

We recognize that —— H -— H - - = V-F and F_ - vF - l -F, — = F- V . Eq. 2 thenbecomes 

dx dy dz dx 1 dy dz 


Left hand side: 


•(FG) = rG r (v-F) + (F-v)G Ji+ [(?,. (v-f) + (f-v) 

i 2 (V-7?) + (7?-V)G 


After rearrangement, Eq. 3 becomes 
Left hand side: 


■ (fg) = (gJ + Gj + Gi)( V -f) + (f ■ v)(g/ + GJ + G.k) 


(3) 


(4) 


Finally, recognizing vector G twice in Eq. 4, we see that the left hand side of the given equation is identical to the right 
hand side, and the given equation is verified. 

Discussion It may seem surprising, but FG GF . 
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9-12 

Solution 

Analysis 


Chapter 9 Differential Analysis of Fluid Flow 

We are to prove the equation. 

We let F = pV and G = V . Using Eq. 1 of the previous problem, we have 


V • ^ pVV j = FV • ^pV ) + ( pV • V j F (1) 

However, since the density is not operated on in the second term of Eq. 1, it can be brought outside of the parenthesis, even 
though it is not a constant in general. Equation 1 can thus be written as 


V- 

pvv) 

= FV- 

[py] 

+ P 

(F.V) 

V 


( 2 ) 


Discussion Equation 2 was used in this chapter in the derivation of the altemative form of Cauchy’s equation. 


9-13 

Solution We are to transform cylindrical velocity components to Cartesian velocity components. 

Analysis We apply trigonometry, recognizing that the angle between u and u, is 0. and the angle between v and Ug is 
also 0, 


x component of velocity’’. 

Similarly, 

y component of velocity. 

The transformation of the z component is trivial, 
z component of velocity. 


u = u r eos 9 - u g sin 6 


v = u r sin 9 + u g eos 9 


w = u _ 


( 1 ) 

( 2 ) 

(3) 


Discussion These transformations come in handy. 


9-14 

Solution We are to transform Cartesian velocity components to cylindrical velocity 

Analysis We apply trigonometry, recognizing that the angle between u and u, is 6. 

also 9, 


u r component of velocity’’. 

Similarly, 

Ug component of velocity :: 

The transformation of the z component is trivial, 
z component of velocity’’. 


u.. = ucos9 + vsin# 


u a =-uút\9 + vcos9 


u, = w 


(1) 

( 2 ) 

(3) 


components. 

and the angle between v and u e is 


Discussion 


You can also obtain Eqs. 1 and 2 by solving Eqs. 1 and 2 of the previous problem simultaneously. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-15 

Solution We are to transform a given set of Cartesian coordinates and velocity components into cylindrical 
coordinates and velocity components. 

Analysis First we apply the coordínate transformations given in this chapter, 

r = yjx 2 + y 2 = ^(0.50 m) 2 + (0.20 m) 2 = 0.5385 m (1) 


9 = tan 1 — = tan 1 [ m \ = 21.80° = 0.3805 radians 


x y0.50 m, 

Next we apply the results of the previous problem, 

. . . ,-„m 0.50 m ,,m 0.20 m _ m 

U r =u eos 9 + vsm9 = 10.3 — x-5.6 — x-= 7.484 — 

s 0.5385 m s 0.5385 m s 


( 2 ) 


( 3 ) 


m 0.20 m m 0.50 m m 

u a = -usm9 + vcos0 = -10.3 — x-5.6 — x-= -9.025— (4) 

s 0.5385 m s 0.5385 m s 


Note that we have used the fact that x = reos9 and y = rsinO for convenience in Eqs. 3 and 4. Our final results are 
summarized to three significant digits: 


Results : 


r = 0.539 m, 9 = 0.381 radians, u r = 7.48—, u g = -9.03 — 

s s 


( 5 ) 


We verify our result by calculating the square of the speed in both coordínate Systems. In Cartesian coordinates, 


EW + v 2 =|l0.3™ + -5.6” =137.5 m 


— ( 6 ) 


In cylindrical coordinates, 


V =u r +u g = 7.484— + -9.025— =137.5— (7) 


Discussion Such checks of our algebra are always wise. 


9-16 

Solution We are to transform a given set of Cartesian velocity components into cylindrical velocity components, and 
identify the flow. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or /'-Aplane. 


Analysis We recognize that r~ = x 2 + y 2 . We also know that y = rs'm9 and x = reos9. Using the results of Problem 9- 
14, the cylindrical velocity components are 


u r component of velocity. 


„ . „ Crsm9eos9 Crún9cos9 

u eos 9 + v sin 9 = -----= 0 

r r 


(1) 


ug component of velocity .: 


u g = —u sin 9 + v eos 9 = - 


Crsin 2 # Cr eos 2 9 -C 


( 2 ) 


where we have also used the fact that eos 2 0 + sin 2 #= 1. We recognize the velocity components of Eqs. 1 and 2 as those of a 

line vortex. 


Discussion The negative sign in Eq. 2 indicates that this vortex is in the clockwise direction. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-17 

Solution We are to transform a given set of cylindrical velocity components into Cartesian velocity components. 

Analysis We apply the coordínate transformations given in this chapter, along with the results of Problem 9-13, 

x component of velocity. 


m x Y y 

u = u„ eos 6 - u n sin 6 =- (1) 


2nr r 2nr r 


We recognize that r 2 = x 2 + y ‘. Thus, Eq. 1 becomes 


x component of velocity. 

Similarly, 

y component of velocity. 


u = 


2 n{x 2 +y 2 ) 


(mx-Yy) (2 ) 


. „ n m y Y x 

v = u sin 6 + u ñ eos 0 =--i- 

2 nr r 2 nr r 


( 3 ) 


Again recognizing that r 1 =x 2 +y 2 , Eq. 3 becomes 
y component of velocity. 



1 , .^ A 

' 2 n 

•1 

H 

h 

+ 


( 4 ) 


We verify our result by calculating the square of the speed in both coordínate Systems. In Cartesian coordinates, 

1 l 7 7 ^ m 7 \ 1 


V —u +v — - 


-(m 2 x 2 - 2mxYy + Y 2 y 2 ^ + - 


4 7r 2 (x 2 +y 2 'j 4^ 2 ^x 2 +y 2 ) 

Two of the terms in Eq. 5 cancel, and we combine the others. After simplification. 


-[m 2 y 2 + 2myYx + Y 2 x 2 j 


Magnitude of velocity squared : 


jr2 2,2 

V = u + v = 


1 


4/r 2 (x 2 +r) 


[m 2 +r 2 ) 


We calcúlate V~ from the components given in cylindrical coordinates as well, 
Magnitude of velocity’ squared : 


K L ¿ ¿ 

= u r +u e = 


m i 

4;r 2 r 2 4^ 2 r 2 


2 . t —>2 

m +1 


4;r 2 r 2 


( 6 ) 


( 7 ) 


Finally, since r 2 = x 2 + y 2 , Eqs. 6 and 7 are the same, and the results are verifíed. 
Discussion Such checks of our algebra are always wise. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-18E 

Solution We are to transform a given set of Cartesian coordinates and velocity components into cylindrical 
coordinates and velocity components. 

Analysis First we apply the coordínate transformations given in this chapter, 

x = r eos# = 6.20 inxcos(30.0°)í ^ j = 0.4474 ft (1) 
v '^12 in ) 


and 


y = rsin<9 = 6.20 inx sin (30.0° )í ^ j = 0.2583 ft (2) 
v \12 in ) 


Next we apply the results of Problem 9-13, 


•fi- -ft -fi- 

u = u r cos6-u e sin# = 1.37 — x eos (30.0°)-3.82 — x sin (30.0°) = -0.7235— (3) 


and 


A il 

V = u r sin<9 + M e cos<9 = 1.37-xsin(30.0 0 ) + 3.82-xcos(30.0 0 ) = 3.993- (4) 


Our final results are summarized to three significant digits: 

Results : x = 0.447ft, y = 0.258ft, u = -0.724 — , v = 3.99— (5) 

s s 


We verify our result by calculating the square of the speed in both coordínate Systems. In Cartesian coordinates, 
V 2 =m 2 +v 2 = |^-0.7235 -j +^3.993— j =16.47-^- (6) 


In cylindrical coordinates, 

V 2 = u 2 +u e 2 = ^1.37—j +^3.82—j =16.47^- (7) 


Discussion Such checks of our algebra are always wise. 


9-10 

PROPRIETARY MATERIAL . © 2006 The McGraw-Flill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www^elsoTucionario.nét 3 6 F 








Chapter 9 Differential Analysis of Fluid Flow 


Continuity Equation 


9-19C 

Solution We are to discuss the material derivative of density for the case of compressible and incompressible flow. 

Analysis If the flow field is compressible, we expect that as a fluid partióle (a material element) moves around in the 

flow, its density changes. Thus the material derivative of density (the rate of change of density following a fluid particle) is 
non-zero for compressible flow. However, if the flow field is incompressible, the density remains constant. As a fluid 
particle moves around in the flow, the material derivative of density must be zero for incompressible flow (no change in 
density following the fluid particle). 

Discussion The material derivative of any property is the rate of change of that property following a fluid particle. 


9-20C 

Solution We are to explain why the derivation of the continuity via the divergence theorem is so much less involved 
than the derivation of the same equation by summation of mass flow rates through each face of an infinitesimal control 
volume. 

Analysis In the derivation using the divergence theorem, we begin with the control volume form of conservation of 
mass, and simply apply the divergence theorem. The control volume form was already derived in Chap. 5, so we begin the 
derivation in this chapter with an established conservation of mass equation. On the other hand, the alternative 
derivation is from “scratch” and therefore requires much more algebra. 

Discussion The bottom line is that the divergence theorem enables us to quickly convert the control volume form of the 
conservation law into the differential form. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-21 

Solution For given velocity component u and density p, we are to predict velocity component v, plot an approximate 
shape of the duct, and predict its height at section (2). 

Assumptions 1 The flow is steady and two-dimensional in the x-y plañe, but compressible. 2 Friction on the walls is 
ignored. 3 Axial velocity u and density p vary linearly with x. 4 The x axis is a line of top-bottom symmetry. 

Properties The fluid is standard air. The speed of sound is about 340 m/s, so the flow is subsonic, but compressible. 

Analysis (a) We write expressions for u and p, forcing them to be linear in x. 


u = u x + C u x 


U 2 — Mj 

Ax 


(100-300) — 

-— = -100 — 

2.0 m s 


( 1 ) 


P = A + C p x 


. o. 2 -»^ . 0175 ^ 

p Ax 2.0 m m 


( 2 ) 


where C„ and C p are constants. We use the compressible form of the steady continuity equation, placing the unknown term 
v on the left hand side, and plugging in Eqs. 1 and 2, 


After some algebra, 


d(pv) _ d(pu) _ d((Pi+C p x)(u ,+C„x)) 
dy dx dx 

d(pv) , v 

-^-l = -( Pl C u+ u 1 C p )-2C u C p x (3) 


We intégrate Eq. 3 with respect to y, 

pv = ~{p ] C u +u l C p )y-2C u C p xy + f(x) (4) 


Since this is a partial integration, we add an arbitrary function of x instead 
of simply a constant of integration. We now apply boundary conditions. 
Since the flow is symmetric about the x axis (y = 0), v must equal zero at y = 
0 for any x. This is possible only if/(x) is identically zero. Apply ing/(x) = 
0, dividing by p to solve for v, and plugging in Eq. 2, Eq. 4 becomes 

~( P \C U +u iCp)y~2C u C p xy ~( P \C U +u¡C p )y-2C u C p xy 

v = —----= --- (5) 

p p x + C p x 


(b) For known valúes of u and v, we can plot streamlines between x = 0 and 
x = 2.0 m using the technique described in Chap. 4. Several streamlines are 
shown in Fig. 1. The streamline starting at x = 0, y = 0.8 m is the top wall of 
the duct. 

(c) At section (2), the top streamline crosses y = 1.70 m at x = 2.0 m. Thus, 
the predicted height of the duct at section (2) is 1.70 m. 

Discussion You can verify that the combination of Eqs. 1, 2, and 5 
satisfies the steady compressible continuity equation. Flowever, this alone 
does not guarantee that the density and velocity components will actually 
follow these equations if this diverging duct were to be built. The actual 
flow depends on the pressure rise between sections (1) and (2) - only one 
unique pressure rise can yield the desired flow deceleration. Temperature 
may also change considerably in this kind of compressible flow field. 



FIGURE 1 

Streamlines for a diverging duct. 
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9-22 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to repeat Example 9-1, but without using continuity. 

Assumptions 1 Density varíes with time, but not space; in other words, the density is uniform throughout the cylinder at 
any given time, but changes with time. 2 No mass escapes from the cylinder during the compression. 


Analysis The mass inside the cylinder is constant, but the volume decreases linearly as the pistón moves up. At t = 0 
when L = ¿Bottom the initial volume of the cylinder is V(0) = L Hmlnn) A, where A is the cross-sectional area of the cylinder. At t 
= 0 the density is p = >o(0) = m/V( 0), and thus 

Mass in the cylinder. m = /?(0)F(0) = p (0) L BMom A (1) 


Mass m (Eq. 1) is a constant since no mass escapes during the compression. At some later time t, L = ¿ Botlorn —V p t and the 
volume is thus 

Cylinder volume at time t: V = (¿ BottoIT1 -V p t)A (2) 

The density at time t is 


Density at time t: 


>" _ P{ 0) ¿ Bottom^ 
V ( L BMom -V P t)A 


where we have plugged in Eq. 1 for m and Eq. 2 for V. Equation 3 reduces to 

P = P{ 0) y Lbm ™ (4) 


or, using the nondimensional variables of Example 9-1, 


Nondimensional result : 


P _ 1 

P( 0) l 

^Bottom 


or p* = - 

1 -t* 


( 5 ) 


which is identical to Eq. 5 of Example 9-1. 


Discussion We see by this exercise that the continuity equation is indeed an equation of conservation of mass. 


9-23 

Solution We are to expand the continuity equation in Cartesian coordinates. 

Analysis We expand the second term by taking the dot product of the del operator V = 

pV = (pu)i +(p\’)j + (pw)k , giving 


— i -/ H- k 

dx dy dz 


Compressible continuity equation in Cartesian coordinates: 


Sp | d(pu) | d(pv) | d(pw) q 

dt dx dy dz 


( 1 ) 


We can further expand Eq. 1 by using the product rule on the spatial derivatives, resulting in 7 terms, 
Further expansión: 


dp du dp dv dp dw dp 

— + p — + u — + p — + v— + p — + w — = 0 

dt dx dx dy dy dz dz 


( 2 ) 


with 


Discussion We can do a similar thing in cylindrical coordinates, but the algebra is somewhat more complicated. 


9-13 

PROPRIETARY MATERIAL . © 2006 The McGraw-EIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F wwwielsoiucionario.net 3 






















9-24 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to write the given equation as a word equation and discuss it. 

Analysis Here is a word equation: “The time rate of ehange of volunte of a fluid particle per unit volunte is equal 
to the divergence of the velocity field.” As a fluid particle moves around in a compressible flow, it can distort, rotate, and 
get larger or smaller. Thus the volunte of the fluid element can ehange with time; this is represented by the left hand side of 
the equation. The right hand side is identically zero for an incompressible flow, but it is not zero for a compressible flow. 
Thus we can think of the volumetric strain rate as a measure of compressibility of a fluid flow. 

Discussioit Volumetric strain rate is a kinematic property as discussed in Chap. 4. Nevertheless, it is shown here to be 
related to the continuity equation (conservation of mass). 


9-25 

Solution We are to verify that a given flow field satisfies the continuity equation, and we are to discuss conservation 
of mass at the origin. 

Analysis The 2-D cylindrical velocity components (¡ u„ug ) for this flow field are 

ffi r 

Cylindrical velocity components: u r = - u e =- (1) 

2k r 2 nr 

where m and F are constants We plug Eq. 1 into the incompressible continuity equation in cylindrical coordinates, 
Incompressible continuity : 

1 d(n, r ) , 1 d{u e ) , a(«-) Q or 

r dr r dO dz 


The First term is zero because it is the derivative of a constant. The second term is zero because r is not a function of 6. The 
third term is zero since this is a 2-D flow with u z = 0. Thus, we verify that the incompressible continuity equation is 
satisfied for the given velocity field. 

At the origin, both u r and Ug go to infinity. Conservation of mass is not affected by Ug, but the fact that u r is non- 
zero at the origin violates conservation of mass. We think of the flow along the z axis as a line sink toward which mass 
approaches ffom all directions in the plañe and then disappears (like a black hole in two dimensions). Mass is not conserved 
at the origin. 

Discussioit Singularities such as this are unphysical of course, but are nevertheless useful as approximations of real 
flows, as long as we stay away from the singularity itself. 
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9-26 

Solution 

Assumptions 

Analysis 


Chapter 9 Differential Analysis of Fluid Flow 
We are to verify that a given velocity field satisfies continuity. 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

The velocity field of Problem 9-16 is 


Cartesian velocity components: 


Cy 


2 , 2 
x + y 


We check continuity, staying in Cartesian coordinates, 

du 

— + 
dx 


dv 

-2xCy(x 2 +y 2 ) 2 yCr(x 2 +> 2 ) 


-Cx 

2 , 2 
x +y 


= 0 


-3 0 since 2-D 


(1) 


So we see that the incompressible continuity equation is indeed satisfied. 

Discussion The fact that the flow field satisfies continuity does not guarantee that a corresponding pressure field exists 
that can satisfy the steady conservation of momentum equation. In this case, however, it does. 


9-27 

Solution We are to verify that a given velocity field is incompressible. 

Assumptions 1 The flow is two-dimensional, implying no z component of velocity and no variation of u or v with z. 

Analysis The components of velocity in the x and y directions respectively are 

m=1.3 + 2.8x v = 1.5-2.8y 

To check if the flow is incompressible, we see if the incompressible continuity equation is satisfied: 


du dv dw 
— + — + =0 
ck dy /Bz 

2-8 _2.8 0 since 2-D 


or 


2 . 8 - 2.8 = 0 


So we see that the incompressible continuity equation is indeed satisfied. Henee the flow field is incompressible. 

Discussion The fact that the flow field satisfies continuity does not guarantee that a corresponding pressure field exists 
that can satisfy the steady conservation of momentum equation. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-28 

Solution We are to find the most general form of the radial velocity component of a purely radial flow that does not 
viólate conservation of mass. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or /'-Aplane. 

Analysis We use cylindrical coordinates for convenience. We solve for u,. using the incompressible continuity 

equation, 

\d(ru,) 1 d(i^f d(ru r ) 

-- + — / + X =0 or -- = 0 ,,, 

r dr yr d0 /dz dr w 

0 for radial flow 0 for 2-D flow 


We intégrate Eq. 1 with respect to r, adding a function of the other variable 0 rather than simply a constant of integration 
since this is a partial integration. 


Result: 


ru r =f(9) 


or 



( 2 ) 


Discussion Any function of 9 in Eq. 2 will satisfy the continuity equation. 


9-29 

Solution We are to determine a relationship between constants a, b, c, and d that ensures incompressibility. 
Assumptions 1 The flow is steady. 2 The flow is incompressible (under certain restraints to be determined). 
Analysis We plug the given velocity components into the incompressible continuity equation, 

Condition for incompressibility: —+ —+= 0 ay 2 + 3cy 2 =0 

dx dy /0z 

ay 1 3 cv 2 0 

Thus to guarantee incompressibility, constants a and c must satisfy the following relationship: 

Condition for incompressibility : 


a = -3c 


( 1 ) 


Discussion If Eq. 1 were not satisfied, the given velocity field might still represent a valid flow field, but density would 
have to vary with location in the flow field - in other words the flow would be compressible. 
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9-30 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to find the y componml of velocity, v, using a given expression for u. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe, 
implying that w = 0 and neither u ñor v depend on z. 


Analysis Since the flow is steady and incompressible, we apply the incompressible continuity in Cartesian 
coordinates to the flow field, giving 

„ . . ..... dv du dy/ dv 

Conaition for incompressibinty : — =-— = —a 

dy dx /oz dy 

a T 


Next we intégrate with respect to y. Note that since the integration is a partía1 integration, we must add some arbitrary 
function of x instead of simply a constant of integration. 


Solution'. 


v = —ay + f(x) 


If the flow were three-dimensional, we would add a function ofx andz instead. 


Discussion To satisfy the incompressible continuity equation, any function ofx will work since there are no derivatives 
of v with respect to x in the continuity equation. Not all functions of x are necessarily physically possible, however, since 
the flow must also satisfy the steady conservation of momentum equation. 


9-31 

Solution We are to find the most general form of the tangential velocity component of a purely circular flow that 
does not viólate conservation of mass. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or /'-Aplane. 

Analysis We use cylindrical coordinates for convenience. We solve for ug using the incompressible continuity 
equation, 


1 djrptf | 1 d(u g ) 
y/ dr r d9 

v_ v _ J 

0 for circular flow 



0 for 2-D flow 


= 0 


or 


5 K) _ 0 

de 


(i) 


We intégrate Eq. 1 with respect to 9, adding a ñinction of the other variable r rather than simply a constant of integration 
since this is a partial integration. 


Result: 


-/M 


( 2 ) 


Discussion Any function of r in Eq. 2 will satisfy the continuity equation. 
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9-32 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to find th e y componen! of velocity, v, using a given expression for u. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe, 
implying that w = 0 and neither u ñor v depend on z. 


We plug the velocity components into the steady incompressible continuity equation, 

dv du dy/ dv 


Analysis 

Condition for incompressibility : 


dy dx 


vz 

o 


dy 


■ = -a 


Next we intégrate with respect to y. Note that since the integration is a partial integration, we must add some arbitrary 
function ofx instead of simply a constant of integration. 


Solution : 


v = ~ay + f(x) 


If the flow were three-dimensional, we would add a function ofx andz instead. 


Discussion To satisfy the incompressible continuity equation, any function ofx will work since there are no derivatives 
of v with respect to x in the continuity equation. Not all functions ofx are necessarily physically possible, however, since 
the flow may not be able to satisfy the steady conservation of momentum equation. 


9-33 

Solution We are to find the y component of velocity, v, using a given expression for u. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe, 
implying that w = 0 and neither u ñor v depend on z. 


Analysis 


We plug the velocity components into the steady incompressible continuity equation. 


^ dv du dw dv 

Condition jor incompressibility. — =-- -f— — = -2 ax + by 

dy dx /6z dy 

2ax-by ' q ' 


Next we intégrate with respect to y. Note that since the integration is a partial integration, we must add some arbitrary 
function ofx instead of simply a constant of integration. 


Solution: 


v = -2 ax}> + + / (x) 


If the flow were three-dimensional, we would add a function ofx andz instead. 

Discussion To satisfy the incompressible continuity equation, any function ofx will work since there are no derivatives 
of v with respect to x in the continuity equation. 
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9-34 

Solution 

component. 


Chapter 9 Differential Analysis of Fluid Flow 


For a given axial velocity component in an axisymmetric flow field, we are to generate the radial velocity 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric implying that Ug = 0 and 
there is no variation in the <9direction. 


Analysis We use the incompressible continuity equation in cylindrical coordinates, simplified as follows for 
axisymmetric flow, 


Incompressible axisymmetric continuity equation : 


1 d(ru r ) d(u : ) 

r dr dz 


( 1 ) 


We rearrange Eq. 1, 


d ( ru r ) 
dr 



u t —u 

z,exit z, entrance 

r —-- 

L 


( 2 ) 


We intégrate Eq. 2 with respect to r, 


r u t —u 

' 7. RXlt 7 


-+/( Z ) 


( 3 ) 


Notice that since we performed a partial integration with respect to r, we add a ñinction of the other variable z rather than 
simply a constant of integration. We divide all terms in Eq. 3 by r and recognize that the term with /(z) will go to infinity at 
the centerline of the nozzle (r = 0) unlcss /(z) = 0. We write our final expression for u r , 


Radial velocity component. 


t ^z.exit ^z.entrance 

2 L 


( 4 ) 


Discussion You should plug the given equation and Eq. 4 into Eq. 1 to verify that the result is corred. (It is.) 
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Solution We are to find the z component of velocity using given expressions for u and v. 
Assumptions 1 The flow is steady. 2 The flow is incompressible. 

Analysis We apply the steady incompressible continuity equation to the given flow field, 

^ ..... . ... dw du dv ¿Hv , , 2 

Condition jor mcompressibility : — =- — = -a- by + oz~ 

dz dx dy dz 

a+b >’ 


Next we intégrate with respect to z. Note that since the integration is a partial integration, we must add some arbitrary 
function of x and y instead of simply a constant of integration. 


Solution : 


’ = -az-byz + ^- + f(x,y ) 


Discussion To satisfy the incompressible continuity equation, any function of x and y will work since there are no 
derivatives of w with respect to x or y in the continuity equation. 
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Chapter 9 Differential Analysis of Fluid Flow 


Stream Function 


9-36C 

Solution We are to discuss the significance of curves of constant stream function, and why the stream function is 
useful. 

Analysis Curves of constant stream function represent streamlines of a flow. A stream function is useful because by 
drawing curves of constant y/. we can visualize the instantaneous velocity field. In addition, the change in the valué of y/ 
from one streamline to another is equal to the volume flow rate per unit width between the two streamlines. 

Discussion Streamlines are an instantaneous flow description, as discussed in Chap. 4. 


9-37C 

Solution We are to discuss the restrictions on the stream function that cause it to exactly satisfy 2-D incompressible 
continuity, and why they are necessary. 


Analysis Stream function {¿rmust be a smooth function of .v and y (or r and 0). These restrictions are necessary so 
that the second derivatives of y/ witli respect to both variables are equal regardless of the order of differentiation. In other 


words, if 


dxdy 


^2 

—-—, then the 2-D incompressible continuity equation is satisfied exactly by the definition of y/. 

dydx 


Discussion If the stream function were not smooth, there would be sudden discontinuities in the velocity field as well - 
a physical impossibility that would viólate conservation of mass. 


9-38C 

Solution We are to discuss the significance of the difference in valué of stream function from one streamline to 
another. 

Analysis The difference in the valué of vj/ from one streamline to another is equal to the volume flow rate per 
unit width between the two streamlines. 

Discussion This fact about the stream function can be used to calcúlate the volume flow rate in certain applications. 


9-39 

Solution For a given stream function we are to generate expressions for the velocity components. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-0 plañe. 

Analysis We differentiate y/ to find the velocity components in cylindrical coordinates, 

Radial velocity component : 


Tangential velocity component : 


u ■ =-^L = Veos e 
e r de 

( 2\ 

1- “T 

Y 

K ' / 


s 

II 

I 

CD 1 2? 

'i 

II 

1 

C/3 

5' 

í, «A 

l 1+ -J 


Discussion The radial velocity component is zero at the cylinder surface (r = a), but the tangential velocity component 
is not. In other words, this approximation does not satisfy the no-slip boundary condition along the cylinder surface. See 
Chap. 10 for a more detailed discussion about such approximations. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-40 

Solution We are to generate an expression for the stream function along a vertical line in a given flow field, and we 
are to determine y /at the top wall. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 The 
flow is fully developed. 

Analysis We start by picking one of the two definitions of the stream function (it doesn’t matter which part we 
choose - the solution will be identical). 


8yt V 

- — u — —y 

dy h 


( 1 ) 


Next we intégrate Eq. 1 with respect to y, noting that this is a partía! integration and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 


v' = —y 2 + g{x) (2) 


Now we choose the other part of the defmition of y/, differentiate Eq. 2, and rearrange as follows: 

’-f-'M « 3 > 

where g'(x) denotes dg/dx since g is a function of only one variable, x. We now have two expressions for velocity 
component v, the given equation and Eq. 3. We equate these and intégrate with respect to x, we findg(x), 

v = 0 = -g'(x) g'(*) = 0 g(x) = C (4) 

Note that here we have added an arbitrary constant of integration C since g is a function of x only. Finally, plugging Eq. 4 
into Eq. 2 yields the final expression for i//, 

V , 

Stream function : y/ = — y + C (5) 

2 h 


We find constant C by employing the boundary condition on y/. Here, y/= 0 along y = 0 (the bottom wall). Thus C 
is equal to zero by Eq. 5, and 


Stream function : 

Along the top wall, y = h, and thus 
Stream function along top wall : 


V 2 


V 


Vh 


y/, = —h = — 
^ top 2 h 2 


( 6 ) 


( 7 ) 


Discussion The stream function of Eq. 6 is valid not only along the vertical dashed line of the figure provided in the 
problem statement, but everywhere in the flow since the flow is fully developed and there is nothing special about any 
particular x location. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-41 

Solution We are to generate an expression for the volume flow rate per unit width for Couette flow. We are to 
compare results from two methods of calculation. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 The 
flow is fully developed. 

Analysis We intégrate the x component of velocity times cross-sectional area to obtain volume flow rate, 

\/= j = j ^ —yWdy = 
a ' ® h 


vy 

2 h 


W 


Vh 

= —W 
2 


(1) 


where W is the width of the channel into the page. On a per unit width basis, we divide Eq. 1 by W to get 

( 2 ) 


Volume flow rate per unit width: 


V _ Vh 
W 2 


The volume flow rate per unit width between any two streamlines i// 2 and y/¡ is equal to i// 2 - y/\. We take the 
streamlines representing the top wall and the bottom wall of the channel. Using the result from the previous problem. 


Volume flow rate per unit width: 


= ^.op-no, 


_Vh Vh 


( 3 ) 


Equations 2 and 3 agree, as they must. 

Discussion The integration of Eq. 1 can be performed at any x location in the channel since the flow is fully developed. 


9-42E 

Solution We are to plot several streamlines using evenly spaced valúes of y/ and discuss the spacing between the 
streamlines. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The 
flow is two-dimensional in the x-y plañe. 4 The flow is fully developed. 

Analysis The stream function is obtained from the result of 
Problem 9-40, 


Stream function: 


V 2 

¥= Yh y 


(i) 


We solve Eq. 1 for y as a function of y/ so that we can plot streamlines, 


Equation for streamlines: 



( 2 ) 


We have taken only the positive root in Eq. 2 for obvious reasons. Along 
the top wall, y = h , and thus 




Vh 

2 


10.0 —xO.lOOft 

s 

2 


ft 2 

0.500 — 
s 


( 3 ) 



The streamlines themselves are straight, fíat horizontal lines as seen by Eq. 1. We divide ^ top by 10 to generate 
evenly spaced stream functions. We plot 11 streamlines in the figure (counting the streamlines on both walls) by 
plugging these valúes of y/ into Eq. 2. The streamlines are not evenly spaced. This is because the volume flow 
rate per unit width between two streamlines y/i and y/\ is equal to y /2 - y/\. The flow speeds near the top of the 
channel are higher than those near the bottom of the channel, so we expect the streamlines to be closer near the top. 

Discussion The extent of the x axis in the figure is arbitrary since the flow is fully developed. You can immediately see 
from a streamline plot like Fig. 1 where flow speeds are high and low (relatively speaking). 
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9-43 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to generate an expression for the stream function along a vertical line in a given flow field. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 The 
flow is fully developed. 

Analysis We start by picking one of the two definitions of the stream ñinction (it doesn’t matter which part we 
choose - the solution will be identical). 


dy/ _ _ 1 dP 
dy 2 ¡u dx 


(y 2 -hy) 


(1) 


Next we intégrate Eq. 1 with respect to y, noting that this is a pardal integration and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 


¥ = 


1 dP 
2 ju dx 


2 


' y P-k y - 


-g( X ) 


( 2 ) 


Now we choose the other part of the defmition of y/, differentiate Eq. 2, and rearrange as follows: 

v = -^- = ~g'{x) (3) 

dx 

where ¿(x) denotes dg/dx since g is a function of only one variable, x. We now have two expressions for velocity 
component v, the given equation and Eq. 3. We equate these and intégrate with respect to x to find g(x), 

v = 0 = -g'(x) g '{ x )= 0 g( x ) = C (4) 


Note that here we have added an arbitrary constant of integration C since g is a function of x only. Finally, plugging Eq. 4 
into Eq. 2 yields the final expression for y/, 


Stream function'. 


V = 


1 dP 
2/y dx 




2 A 


+ C 


( 5 ) 


We find constant Cby employing the boundary condition on y/. Here, y/= 0 along y 
is equal to zero by Eq. 5, and 


Stream function'. 


1 dP 

( 3 2 \ 

V h y 

^ 2/7 dx 

3 2 


( 6 ) 


0 (the bottom wall). Thus C 


Along the top wall, y = h. and thus 
Stream function along top wall'. 




1 dP 
12/7 dx 


h 3 


( 7 ) 


Discussion The stream function of Eq. 6 is valid not only along the vertical dashed line of the figure provided in the 
problem statement, but everywhere in the flow since the flow is fully developed and there is nothing special about any 
particular x location. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-44 

Solution We are to generate an expression for the volume flow rate per unit width for fully developed channel flow. 
We are to compare results from two methods of calculation. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 The 
flow is fully developed. 


Analysis 


We intégrate the x component of velocity times cross-sectional area to obtain volume flow rate, 


[udA-[ h - — ( y 2 Wdv — 

1 dP 

( 3 2 > 

w 

J/ J -o 2 // dx ' hy r dy ~ 

2// dx 

3 2 

vv 


y=h 


1 dP 
2 ¡u dx 


í 7.3 A 


v 6 v 


( 1 ) 


W = — ——h 3 W 
12/y dx 


where W is the width of the channel into the page. On a per unit width basis, we divide Eq. 1 by W to get 

( 2 ) 


Volume flow rate per unit width : 


V 


1 dP h> 


W 12// dx 


The volume flow rate per unit width between any two streamlines (// 2 and y/\ is equal to y/i - fi. We take the 
streamlines representing the top wall and the bottom wall of the channel. Using the result from the previous problem, 


Volume flow rate per unit width'. 


\/_ 

r top / bottom . . 

W 12// dx 


1 dP , 3 n 1 dP l3 
— h 


F -0 = - 


12 p dx 


( 3 ) 


Equations 2 and 3 agree, as they must. 


Discussion The integration of Eq. 1 can be performed at any x location in the channel since the flow is fully developed. 
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Solution 

streamlines. 


Chapter 9 Differential Analysis of Fluid Flow 


We are to plot several streamlines using evenly spaced valúes of y/ and discuss the spacing between the 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The 
flow is two-dimensional in the x-y plañe. 4 The flow is fully developed. 


Properties The viscosity of water at T = 20°C is 1.002 x 10" 3 
kg/(m-s). 

Analysis The stream function is obtained from the result of Problem 
9-43, 

o , • 1 dPÍ y 3 , y 2 ^| 

Stream function: y/= -- h — (1) 

2/v dx ^ 3 2 J 


We need to solve Eq. 1 (a cubic equation) tbr y as a function of y/ so that 
we can plot streamlines. First we re-write Eq. 1 in standard cubic form. 

Standard cubic form: y* - —y 2 —_ q (2) 

2 " dP / dx 

We can either look up the solution for cubic equations or use Newton’s 
iteration method to obtain y for a given valué of y/. In general there are 
three roots - we choose the positive real root with 0 < y < h, which is the 
only one that has physical meaning for this problem. Along the top wall, y 
= h, and Eq. 1 yields 



FIGURE 1 

Streamlines for 2-D channel flow with 
evenly spaced valúes of stream function. 
Valúes of (//are in units of m 2 /s. 


Stream function along top wall: 
1 dP . 3 

(% =- -h =- 


1 


12// dx 12(l.002xl0 -3 kg/m-s) 
= 2.874 xl0~ 3 m 2 /s 


(20,000 N/m 3 )(0.00120 m) 3 ( ^ 


m 

l s 2 N~ 


The streamlines themselves are straight, fíat horizontal lines as seen by Eq. 1. We divide (// top by 10 to generate 
evenly spaced stream functions. We plot 11 streamlines in Fig. 1 (counting the streamlines on both walls) by 
plugging these valúes of y/ into Eq. 2 and solving for y. 

The streamlines are not evenly spaced. This is because the volume flow rate per unit width between two 
streamlines yj 2 and y/\ is equal to y/ 2 - y/\. The flow speeds in the middle of the channel are higher than those near 
the top or bottom of the channel, so we expect the streamlines to be closer near the middle. 


Discussion The extent of the x axis in Fig. 1 is arbitrary since the flow is fully developed. You can immediately see 
ffom a streamline plot like Fig. 1 where flow speeds are high and low (relatively speaking). 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to calcúlate the volume flow rate and average speed of air being sucked through a sampling probe. 
Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional. 

Analysis For 2-D incompressible flow the difference in the valué of the stream function between two streamlines is 
equal to the volume flow rate per unit width between the two streamlines. Thus, 

m 2 

Volume flow rate through the sampling probé: V = (0.150-0.105)-x 0.052 m = 0.00234 m 3 /s (1) 


The average speed of air in the probe is obtained by dividing volume flow rate by cross-sectional area, 


Average speed through the sampling probe : 


V.. 


V 

hW 


0.00234 m 3 /s 
(0.0045 m)(0.052 m) 


10.0 m/s 


( 2 ) 


Discussion Notice that the streamlines inside the probe are more closely packed than are those outside the probe 
because the flow speed is higher inside the probe. 
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Solution We are to sketch streamlines for the case of a sampling 
probe with too little suction, and we are to ñame this type of sampling and 
label the lower and upper dividing streamlines. 

Analysis If the suction were too weak, the volume flow rate through 
the probe would be too low and the average air speed through the probe 
would be lower than that of the air stream. The dividing streamlines 
would diverge outward rather than inward as sketched in Fig. 1. We 
would cali this type of sampling subisokinetic sampling. 

Discussion We have drawn the streamlines inside the probe further 
apart than those in the air stream because the flow speed is lower inside 
the probe. 


Dividing streamlines 



FIGURE 1 

Streamlines for subisokinetic sampling. 
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Solution 

Assumptions 

Analysis 


We are to calcúlate the speed of the air stream of Fig. P9-46. 

1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional. 
In the air stream far upstream of the probe, 


Volume flow rate per unit width : 


y , . 

— ^freestream.», “ K » = ^freestream U, ~ » ) 


(1) 


By definition of streamlines, the volume flow rate between the two dividing streamlines must be the same as that through 
the probe itself. We know the volume flow rate through the probe ffom the results of Problem 9-46. The valué of the stream 
function on the lower and upper dividing streamlines are the same as those of Problem 9-46, namely y/¡ = 0.105 nr/s and (//„ 
= 0.150 nr/s respectively. We also know y L¡ —y¡ from the information given here. Thus, Eq. 1 yields 


Freestream speed : 


trr 


(0.150-0.105) 

y Yu-Vi . V _ ’ s - 7 76 m 

freestream ^ _ y J Q.0058 Hl ' S 


( 2 ) 


Discussion We verify by these calculations that the sampling is superisokinetic (average speed through the probe is 
higher than that of the upstream air stream). 
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Chapter 9 Differential Analysis of Fluid Flow 


9-49 

Solution For a given velocity field we are to generate an expression for y/, and we are to calculate the volume flow 
rafe per unit width between two streamlines. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis We start by picking one of the two definitions of the stream function (it doesn’t matter which part we 
choose - the solution will be identical). 


dy/ 

~dy 


= u = V 


(1) 


Next we intégrate Eq. 1 with respect to y, noting that this is a partial integration and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 

y/ = Vy + g{x ) (2) 

Now we choose the other part of the defmition of y/, differentiate Eq. 2, and rearrange as follows: 

( 3 ) 


dy/ ,, \ 

v= ~ar = ‘* W 


where g\x) denotes dg/dx since g is a function of only one variable, x. We now have two expressions for velocity 
component v, the given equation and Eq. 3. We equate these and intégrate with respect to x to find g{x), 

v = 0 = ~g'(x) g'(x) = 0 s{ x ) ~ C (4) 

Note that here we have added an arbitrary constant of integration C since g is a function of x only. Finally, plugging Eq. 4 
into Eq. 2 yields the final expression for y/. 


Stream function : 


y/ = Vv + C 


( 5 ) 


Constant C is arbitrary; it is common to set it to zero, although it can be set to any desired valué. Flere, y/=Q along 
the streamline at y = 0, forcing C to equal zero by Eq. 5. For the streamline at y = 0.5 m, 


Valué of y/y. 


y/ 2 =| 8.9 — jx(0.5 m) = 4.45— (6) 


The volume flow rate per unit width between streamlines i// 2 and y/ 0 is equal to y/ 2 - y/ 0 , 

V m 2 m 2 

Volume flow rate per unit width : — = y/ 2 -y/ 0 = (4.45 - 0)-= 4.45- (7) 

W s s 

We verify our result by calculating the volume flow rate per unit width from First principies. Namely, volume flow rate is 
equal to speed times cross-sectional area, 

Volume flow rate per unit width : 

^- = V(y 2 -y 0 ) = S.9-x(0.5-0)m = 4A5 — (8) 

W s s 

Discussion If constant C were some valué besides zero, we would still get the same result for the volume flow rate 
since C would cancel out in the subtraction. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-50E 

Solution For a given velocity field we are to generate an expression for y/ and plot several streamlines for given 
valúes of constants a and b. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe, 
implying that w = 0 and neither u ñor v depend on z. 


Analysis 


We plug the given equation into the steady incompressible continuity equation. 


^ dv du dw dv 

Condition jor incompressibiltty : — =-—— = -2 ax + by 

dy dx /Bz dy 


2 ax-by 


Next we intégrate with respect to y. Note that since the integration is a partial integration, we must add some arbitrary 
function of x instead of simply a constant of integration. 


y component of velocity: 


v = —2axy + + / (x) 


If the flow were three-dimensional, we would add a function of x and z instead. We are told that v = 0 for all valúes of x 
when y = 0. This is only possible if/(x) = 0. Thus, 


y component of velocity : 


by 2 

v = -2 axy + —— 
2 


( 1 ) 


To obtain the stream function, we start by picking one of the two 
parts of the definition of the stream function, 

diy 2 , 

-= u = ax — bxy 

dy 

Next we intégrate the above equation with respect to y, noting that this is 
a partial integration and we must add an arbitrary function of the other 
variable, x, rather than a simple constant of integration. 


2 bxy / \ 

V = ax 7 - — + g(*J 


( 2 ) 


Now we choose the other part of the definition of y/, differentiate Eq. 2, 
and rearrange as follows: 


dy/ „ by 2 ,, x 

v= “^r~ 2 ‘" 5 ' + ^“ ítW 


( 3 ) 


where g'(x) denotes dg/dx since g is a function of only one variable, x. 
We now have two expressions for velocity component v, Eq. 1 and Eq. 3. 
We equate these and intégrate with respect to x to find g(x), 


g'(x) = ° g(*) = C 


( 4 ) 


Note that here we have added an arbitrary constant of integration C since 
g is a function of x only. But C must be zero in order for y/ to be zero for 
any valué ofx when y = 0. Finally, Eq. 2 yields the final expression for y/. 


Solution : 


2 bxy 
y/ = ax~y - 


y 

(ft) 



x(ft) 

FIGURE 1 

Streamlines for a given velocity field; the 
valué of constant y/ is indicated for each 
streamline in units of ft 2 /s. 


( 5 ) 


To plot the streamlines, we note that Eq. 5 represents a family of curves, one unique curve for each valué of the 
stream function y/. We solve Eq. 5 for g as a function ofx. A bit of algebra (the quadratic rule) yields 
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Chapter 9 Differential Analysis of Fluid Flow 


Equation for streamlines: 


y = 


ax : ± a 2 x 4 -2y/bx 


bx 


( 6 ) 


For the given valúes of constants a and b, we plot Eq. 6 for several valúes of y/'m Fig. 1; these curves of constant y/ are 
streamlines of the flow. Note that both the positive and negative roots of Eq. 6 are required to plot each streamline. The 
direction of the flow is found by calculating u and v at some point in the flow field. We pick x = 2 ft, y = 2 ft, where u = 
-1.2 ft/s and v = -2.1 ñ/s. This indicates flow to the lower left near this location. We fill in the rest of the arrows in Fig. 1 to 
be consistent. We see that the flow enters from the upper right, and splits into two parts - one to the lower right and one to 
the upper left. 


Discussion It is always a good idea to check your algebra. In this example, you should differentiate Eq. 5 to verify that 
the velocity components of the given equation are obtained. 
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Solution For a given velocity field we are to generate an expression for y/. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis We start by picking one of the two definitions of the stream function (it doesn’t matter which part we 
choose - the solution will be identical). 


dy'/ 
~dy 


= u = V cos« 


(1) 


Next we intégrate Eq. 1 with respect to y, noting that this is a pardal integration and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 

y/ = yVcosa + g(x) (2) 

Now we choose the other part of the definition of y/, differentiate Eq. 2, and rearrange as follows: 

( 3 ) 


dy \ 

v= -ár- gW 


where g'(x) denotes dg/dx since g is a function of only one variable, x. We now have two expressions for velocity 
component v, the given equation and Eq. 3. We equate these and intégrate with respect to x to find g(x), 

v = F sin a = -g'(x) g'(x) = -Fsina g(x) = -xV sina + C (4) 

Note that here we have added an arbitrary constant of integration C since g is a function ofx only. Finally, plugging Eq. 4 
into Eq. 2 yields the final expression for y/, 


Stream function : 


y/ = V(y 


cosa-xsma 


) + C (5) 


Constant C is arbitrary; it is common to set it to zero, although it can be set to any desired valué. 
Discussion You can verify by differentiating y/ that Eq. 5 yields the correct valúes of u and v. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given stream function, we are to calcúlate the velocity components and verify incompressibility. 

Assumptions 1 The flow is steady. 2 The flow is incompressible (this assumption is to be verified). 3 The flow is two- 
dimensional in the x-y plañe, implying that w = 0 and neither u ñor v depend on z. 

Analysis (a) We use the definition of i// to obtain expressions for u and v. 


Velocity components : 


dw , 

u =-= bx + 2 cy 

dy 


dy , 

v =-= -2 ax - by 

dx 


(i) 


(¿>) We check if the incompressible continuity equation in the x-y plañe is satisfied by the velocity components of Eq. 1, 

. -ii • du dv dw _ , , 

Incompressible continuity. - 1 - v -f— =0 b-b = 0 

3x dy 

^ "2b 


vz 

o 


( 2 ) 


We conclude that the flow is indeed incompressible. 

Discussioit Since t// i s a smooth function of x and y, it automatically satisfies the continuity equation by its definition. 
Equation 2 confirms this. If it did not, we would go back and look for an algebra mistake somewhere. 


9-53 \Also solved using EES on enclosedDVD] 

Solution We are to plot several streamlines for a given velocity 
field. 


Analysis We re-write the stream function equation of the previous 
problem with all the terms on one side, 

cy 2 + bxy + ax 2 - ip = 0 (1) 


For any constant valué of y/ (along a streamline), Eq. 1 is in a form that 
enables us to use the quadratic rule to solve for y as a function of x, 


Equation for a streamline'. 


y = 


-bx + Jb 2 x 2 



2c 


( 2 ) 


We plot the streamlines in Fig. 1. For each valué of t//thcre are two curves 
- one for the positive root and one for the negative root of Eq. 2. There is 
symmetry about a diagonal line through the origin. The streamlines appear 
to be hyperbolae. We determine the flow direction by plugging in a couple 
valúes ofx and y and calculating the velocity components; e.g., at x = 1 m 
and y = 3 m, u = 2.1 m/s and v = 4.9 m/s. The flow at this point is in the 
upper right direction. Similarly, at x = 1 m and y = -2 m, u = -3.3 m/s and 
v = -1.6 m/s. The flow at this point is in the lower left direction. 

Discussioit This flow may not represent any particular physical flow 
field, but it produces an interesting flow pattern. 



x (m) 


FIGURE 1 

Streamlines for a given velocity field. 
Valúes of (//'are in units of m 2 /s. 
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9-54 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given stream function, we are to calcúlate the velocity components and verify incompressibility. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe, 
implying that w = 0 and neither u ñor v depend on z. 

Analysis (o) We use the definition of t// to obtain expressions for u and v. 


Velocity’ components : 


di/v , 

u =-= -2 by + dx 

dy 


dty - , 

v =-= —zar — c — dy 

dx 


(i) 


(fo) We check if the incompressible continuity equation in the x-y plañe is satisfied by the velocity components of Eq. 1, 
Incompressible continuity : 

a -i o 

We conclude that the flow is indeed incompressible. 

Discussioit Since y/ isa smooth function of x and y, it automatically satisfies the continuity equation by its definition. 
Eq. 2 confirms this. If it did not, we would go back and look for an algebra mistake somewhere. 


du dv dw ,, 
— + — + =0 

dx dy /oz 


d-d = 0 


( 2 ) 
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Solution We are to make up a stream function i//(x,y), calcúlate the velocity components and verify incompressibility. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis Every student should have a different stream function. He or she then takes the derivatives with respect to y 
and x to find u and v. The student should then plug his/her velocity components into the incompressible continuity equation. 

Continuity will be satisfied regardless of yfxyi), provided that yfxy) is a smooth function ofx and y. 

Discussioit As long as <// is a smooth function of x and y, it automatically satisfies the continuity equation by its 
definition. 


9-56 

Solution We are to calcúlate the percentage of flow going through one branch of a branching duct. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis For 2-D incompressible flow the difference in the valué of the stream function between two streamlines is 
equal to the volume flow rate per unit width between the two streamlines. Thus, 


Main branch : 


W 




upperwall W lowerwall 


= (4.15-2.03)— = 2.12 — 
s s 


(1) 


Similary, in the upper branch, 
Upper branch'. 


W 


= ty, 


upper wall 


- ty branch wall = ( 4.1 5 - 2.80) — = 1.35 — 

s s 


( 2 ) 


On a percentage basis, the percentage of volume flow through the upper branch is calculated as 


V_' 

V W 

upper 


1.35 


nr 




y 

w 


= 0.637 = 63.7% 


2.12 


nr 


( 3 ) 


Discussioit No dimensions are given, so it is not possible to calcúlate velocities. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-57 

Solution We are to calcúlate duct height h for a given average velocity through a duct and valúes of stream function 
along the duct walls. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis The volume flow rate through the main branch of the duct is equal to the average velocity times the cross- 
sectional area of the duct. 


Volume flow rate : 


v = K vg wh (i) 


We solve for h in Eq. 1, using the results of Problem 9-56, 


Duct height: 


V W 

ay 8 y main 


11.4 — 


. ,. m 2 f 100 cm^i 
-x 2.12- 1 


= 18.6 cm 


( 2 ) 


An alternative way to solve for height h is to assume uniform flow in the main branch, for which y/= V avg y. We 
take the difference between <// at the top of the duct and i//at the bottom of the duct to find /?, 


V t 


upper wall 


■Vvr 


= V y 

ave- 7 i 


avg-' upper wall 


— V y, 

avg s lo’ 


= V (y 

avg \ y i 


upper wall 


-Tío. 


i) = ^* 


Thus, 


Duct height'. h = 


Vi 


upper wall 


-Vto 


(4.15-2.03)- 


11.4 


m 


100 cm 


= 18.6cm (3) 


You can see that we get the same result as that of Eq. 2. 

Discussion The result is correct even if the velocity profile through the duct is not uniform, since we have used the 
average velocity in our calculations. 


9-58 

Solution We are to verify that the given (//satisfics the continuity equation, and we are to discuss any restrictions. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric {y/ is a function of r and z 
only). 


Analysis We plug the given velocity components into the axisymmetric continuity equation, 

5 Í_^ sfl^] 

1 d(ru r } + <?(n 2 ) _ 1 5zJ + \r dr ) _ 1 d 2 y/ + dV N ^ 
r dr dz r dr dz r drdz dzdr 

Thus we see that continuity is satisfied by the given stream function. The only restriction on i// is that y/ musí be a 
smooth function of r and z. 


Discussion For a smooth function of two variables, the order of differentiation does not matter. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-59 

Solution We are to determine the valué of the stream ftinction along the positive y axis and the negative x axis for the 
case of a line source at the origin. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or /'-Aplane. 


Analysis For 2-D incompressible flow the difference in the valué of the stream function between two streamlines is 
equal to the volume flow rate per unit width between the two streamlines. Let us take the are of the circle of radius r 
between the positive x axis and the positive y axis of the figure provided with the problem statement. The volume flow rate 
per unit width through this are is one-fourth of V / L . the total volume flow rate per unit width, since the are spans exactly 
one-fourth of the circumference of the circle. 






\y_ 

4 L 


( 1 ) 


Since y/=Q along the positive x axis, we conclude that 


y/along positive y axis: 




positive y axis 


\V_ 
4 T 


( 2 ) 


Similarly, the volume flow rate through the top half of the circ le is half of the total volume flow rate and we conclude that 

= ±v| m 

¥negative y axis „ V ' 


y/along negative x axis: 


2 L 


Discussion Some CFD codes use fas a variable, and we thus need to specify the valué of y/ along boundaries of the 
computational domain. Simple calculations such as this are useful in these situations. 
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Solution We are to determine the valué of the stream ñinction along the positive y axis and the negative x axis for the 
case of a line sink at the origin. 


Assumptions 


1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or r-#plane. 


Analysis Everything is the same as in Problem 9-59 except that the flow direction is reversed everywhere. The 
volume flow rate per unit width through the are of radius r between the positive x axis and the positive y axis of Fig. P9-59 
is now negative one-fourth of V /L since the flow is now mathematically negative. 




'¥ v 


]_v_ 

4 L 


( 1 ) 


Since y/= 0 along the positive x axis, we conclude that 


y/ along positive y axis : 


¥ t 


positive y axis 


\v_ 

4 T 


( 2 ) 


Similarly, the volume flow rate through the top half of the circle is half of the total volume flow rate and is negative. We 
conclude that 


y/along negative x axis: 


¥ 


negative x axis 


]_v_ 

2 L 


( 3 ) 


Discussion We need to be careful of the sign of y/. 
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9-61 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 
We are to generate an expression for the stream ftinction that describes a given velocity field. 


Assumptiom 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric (<// i s a function of r and z 
only). 


Analysis 


The r and z velocity components from Problem 9-34 are 


z,exit z, entrance 


r u t —u 

Velocity field: M r =-—- CXI ' 


z.exit 2,entrance /1\ 

.+--- z (1) 


To generate the stream function we use the defmition of y /for steady, incompressible, axisymmetric flow, 


Axisymmetric stream function'. 


1 dy/ 
r dz 


1 dy/ 

u= - 

r dr 


-T- ( 2 ) 


We choose one of the defmitions of Eq. 2 to intégrate. We pick the second one, 


¥ = 


= | ru_dr = | 


Integration: 


= I T \ «-.entonce + " 


z,exit z,entrance 


L 

*| + /(z) 


dr 


( 3 ) 


We added a function of z instead of a constant of integration since this is a partial integration. Now we take the z derivative 
of Eq. 3 and use the other half of Eq. 2, 


Differentiation : 


1 dy/ _ r M_- iexi , ~ u, 
r dz 2 L 


--f'(z) (4) 

r 


We equate Eq. 4 to the known valué of u, from Eq. 1, 
Comparison : 


z,exit z,entrance 


r b - u 
u = — 

2 


z,exit z,entrance 


1 r U x _ r M z ,exit - U 

Z 1 T 

r 2 L 


or f'(z) = 0 


( 5 ) 


Since/is a function ofz only, integration of Eq. 5 yields/(z) = constant. The final result is thus 
Stream function : 


¥ = ' 


z, exit a.entrance 

^2 .entonce T ~ 


+ constant 


( 6 ) 


Discussion The constant of integration can be any valué since velocity components are determined by taking 
derivatives of the stream function. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-62E | A Isa solved usiitg EES on enclosed D VD] 

Solution We are to calcúlate the axial speed at the entrance and exit of the nozzle, and we are to plot several 
streamlines for a given axisymmetric flow field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric (<// i s a function of r and z 
only). 


Analysis (a) Since u- is not a function of radius, the axial velocity profile across a cross section of the nozzle is 

uniform. (This is consistent with the assumption that frictional effects along the nozzle walls are neglected.) Thus, at any 
cross section the axial speed is equal to the volume flow rate divided by cross-sectional area, 


Entrance axial speed : 

4V 

^z,entrance JtE) ^ 


4x2.0 


gal 


mm 


K 


(0.50 in)~ 


0.1337 ft 3 V 12 in 


gal 


ft 


mm 

60s 


ft 

= 3.268 — 
s 


(1) 


Similarly, 

Exit axial speed : 


4V = 41.69 — 




( 2 ) 


(¿>) We use the stream function developed in Problem 9-61. Setting the 
constant to zero for simplicity, we have 


Stream function : 


¥ = ■ 


(3) 


We solve Eq. 3 for r as a function of z and plot several streamlines in Fig. 

1 , 


Streamlines'. 


r = ± 


2y/ 


(4) 


At the nozzle entrance (z = 0), the wall is at r = D mtimc J2 = 0.25 inches. 
Eq. 3 yields i// wa n = 0.0007073 fr/s for the streamline that passes through 
this point. This streamline thus represents the shape of the nozzle wall, 
and we have designed the nozzle shape. 


Discussion You can verify that the diameter between the outermost 
streamlines varíes from D en trance to Z> ex it- 



FIGURE 1 

Streamlines for flow through an 
axisymmetric garden hose nozzle. Note that 
the vertical axis is highly magnified. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-63 

Solution We are to discuss the sign of the stream function in a separation bubble, and determine where i// is a 
minimum. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis For 2-D incompressible flow the difference in the valué of 
the stream function between two streamlines is equal to the volume flow 
rate per unit width between the two streamlines. For example, y/ uwet - y/o 
is positive and represents the volume flow rate per unit width between the 
wall and the uppermost streamline, The flow between these two 
streamlines is to the right. Likewise, the difference between <// along the 
dividing streamline and y/= y/\ along a streamline in the upper part of the 
separation bubble must also be positive as sketched in Fig. 1. The arc- 
shaped dividing streamline divides fluid within the separation bubble 
from fluid outside of the separation bubble. The stream function along 
this dividing streamline must be zero since it intersects the wall where y/ 

= 0. The only way we can have flow to the right in the upper part of the 
separation bubble is if y/\ is negative (Fig. 1). We conclude that for this 
problem, all streamlines within the separation bubble have negative 
valúes of stream function. The minimum valué of y/ oecurs in the 
center of the separation bubble as sketched in Fig. 1. 

Discussion We cannot conclude that y/ is always negative within a separation bubble, since we can add any arbitrary 
constant to all the ^valúes, and it will not change the flow. 



FIGURE 1 

Close-up of streamlines near the separation 
bubble. The minimum valué of the stream 
function oecurs in the middle of the 
separation bubble. 


9-64 

Solution We are to discuss how someone can interpret the relative speed of a flow based solely on contours of 
constant stream function. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 

Analysis For 2-D incompressible flow the difference in the valué of the stream function between two streamlines is 
equal to the volume flow rate per unit width between the two streamlines. Thus, if the streamlines are very cióse together, 
the speed of the fluid between them is large relative to locations where the same two streamlines are far apart. Professor 
Flows noticed a región in which the streamlines were very cióse together, implying high relative speed in that región 
of the flow. 

Discussion If the valúes of y/ on the contour plot are labeled, we can actually infer the fluid speed by measuring the 
distance between streamlines. 
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9-65 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For the given set of streamlines, we are to discuss how we can tell the relative speed of the fluid. 
Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric. 

Analysis As with 2-D flow, when streamlines that are initially equally spaced spread away from each other, 

it indicates that the flow speed has decreased in that región. Likewise, if the streamlines come closer together, the 
flow speed has increased in that región. From the figure provided in the problem statement, we infer that the flow 
far upstream of the píate is straight and uniform, since the streamlines are parallel. The fluid decelerates as it 
approaches the front face of the cylinder, especially near the stagnation point, as indicated by the wide gap between 
streamlines. The flow accelerates rapidly to very high speeds around the córner of the cylinder as indicated by the 
tightly spaced streamlines there. The flow is seen to sepárate on top of the cylinder. Since the streamlines are very 
sparse in this región, we infer that the fluid moves relatively slowly inside the separation bubble. 

Discussion Such analyses in axisymmetric flow fields are more difficult than those in 2-D planar flow fields because 
streamlines of equally spaced stream function are not spaced equally apart in a uniform axisymmetric flow field. This is due 
to the fact that the cross-sectional area between streamlines increases with radius (a factor of 2m' is introduced). 
Nevertheless, we can still tell where the flow speeds up and slows down in this example. 


9-66E 

Solution We are to interpret a streamline plot by determining the 
direction of flow and by estimating the speed of the flow at a point. 

Assumptions 1 The flow is steady. 2 The flow is incompressible 3 The 
flow is two-dimensional. 

Analysis (a) We must tilt our heads nearly upside down to see an 
increase in stream ñinction y/ in the mathematically positive manner. In 
other words, since y/ increases in the downward direction, the flow is to 
the lower left, following our left side rule. Arrows are drawn in Fig. 1. 



(b) For 2-D incompressible flow the difference in the valué of the stream 
ñinction between two streamlines is equal to the volume flow rate per unit 
width between the two streamlines. We approximate the flow as uniform between the two labeled streamlines in the figure 
provided in the problem statement. The speed at point P is thus 


FIGURE 1 

Streamlines with direction shown. 


V IV 1 , , 1 

— =-= — (y/ l -(//,) =-(0.45-0.32) — 

Wh hW h y 2 ’ - 


2.0 in 


12 in 


ft 

= 0.78- (1) 

s 


(c) Nowhere did we use any property of the fluid, so changing to water does not change our result. For either air or water 
(or any incompressible fluid), V P = 0.78 ft/s. 

Discussion Streamlines and stream functions are kinematic properties, as discussed in Chap. 4. That is why fluid 
density, viscosity, etc. are irrelevant here. 


9-67 

Solution We are to find the primary dimensions and primary units of the compressible stream function. 


Analysis From the given definition, we see that y/ p is the product of a density, a velocity, and a length, 
Primary dimensions of y/ p : 


W- 


í mass length , , , . ... . 

1 x——x length ¡> = <¡— 


[ length 3 time 


■-{£} 


The primary units of y/ p are kg/(ms) (SI) and lbm/(ft s) (English). 

Discussion Ironically, although the stream function is often applied to potential flows where viscosity is not a 
parameter, y/ p has the same units as ju. 
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Chapter 9 Differential Analysis of Fluid Flow 

9-68 

Solution We are to generate an expression for the compressible stream function for a given flow field. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis We start by picking one of the two definitions of the compressible stream function (it doesn’t matter which 
part we choose - the solution will be identical). 

= pu = (/?! + C p x^(u¡ + C u x ) = p x ii x +[p ] C u + u l C p ^jx + C p C ll x 2 (1) 

Next we intégrate Eq. 1 with respect to y, noting that this is a partía1 integradon and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 

¥ p = PiU l y + {Pi C u +u i C p) x y +C p C u x 2 y + g(x) (2) 

Now we choose the other part of the definition of i//, differentiate Eq. 2, and rearrange as follows: 

-pv = = (p,C; + u ¡ C p )y + 2 C p C u xy + g'(x) (3) 

where g'(x) denotes dg/dx since g is a function of only one variable, x. We now have two expressions for -pv, Eq. 3 and the 
valué computed from the known density and velocity, i.e. 

-pv = ( A C„ + u ] C p )y - 2C u C p xy (4) 

We equate Eqs. 3 and 4 and intégrate with respect to x to find g(x), 

g'(x) = ° g{x) = C (5) 

Note that here we have added an arbitrary constant of integration C since g is a function of v only. Plugging Eq. 5 into Eq. 2 
yields 

Y p = A M iT + (aQ + «i C p )xy + C p C u x 2 y + C (6) 

We determine constant C by setting \¡/ p = 0 at y = 0 in Eq. 6, yielding C = 0. Thus the final expression for 
the compressible stream function is 


Compressible stream function'. 


Y P = A M iT + (aQ +«i C p )xy + C p C u x 2 y 


(7) 


Discussion You can verify by differentiating i//^ that Eq. 7 yields the correct valúes of u and v. 
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9-69 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to generate an expression for the compressible stream function for a given flow field. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Analysis We start by picking one of the two definitions of the compressible stream function (it doesn’t matter which 
part we choose - the solution will be identical). 

= p U = ( A + C p x)(u x + C„x) = p x u x + ( p ] C u +u l C p )x + C p C u x 2 (1) 

Next we intégrate Eq. 1 with respect to y, noting that this is a partial integration and we must add an arbitrary function of 
the other variable, x, rather than a simple constant of integration. 

¥ p = Pi u ¡y + (PiC u + u x C p ) xy + C p C u x 2 y + g (x) (2) 

Now we choose the other part of the defmition of y/, differentiate Eq. 2, 
and rearrange as follows: 

~ pv = -¡^- = { p ' c “ +u i C p)y +2C P c » x y + g'( x ) ( 3 ) 

where g'(x) denotes dg/dx since g is a function of only one variable, x. 

We now have two expressions for -pv, Eq. 3 and the valué computed 
from the known density and velocity, i.e. 

-pv = [p ] C u + u x C p )y - 2C u C p xy (4) 

We equate Eqs. 3 and 4 and intégrate with respect to x to findg(x), 

g'(x) = 0 g(x) = C (5) 

Note that here we have added an arbitrary constant of integration C since 
g is a function of x only. Plugging Eq. 5 into Eq. 2 yields 

V P = P\ li \y + {P\ C u + «i C p )xy’ + C p C u x 2 y + C (6) 

We determine constant C by setting y/ p — 0 at y = 0 in Eq. 6, yielding C = 0. Thus the final expression for 
the compressible stream function is 



FIGURE 1 

Streamlines for a diverging duct. 


Compressible stream function-. 


¥ P = P\ u \)> + (PjC u + u x C p )xy + C p C u x 2 y 


We solve Eq. 7 for y as a ñinction ofx and y/ p so that we can plot streamlines, 


Equation forplotting streamlines : 


y = 


p x ii x +( A C„ + u¡C p ) x + C p C u x 2 


(7) 

( 8 ) 


We plot Eq. 8 in Fig. 1 for several valúes of y/p, using the valúes of constants U\, p\, C u , and C p given in Problem 9-21. The 
agreement with the streamlines of Problem 9-21 is excellent. 

The streamline starting at x = 0, y = 0.8 m is the top wall of the duct. Therefore the valué of y/ p at the top wall of 
the diverging duct is found be setting at x = 0 and y = 0.8 m, 


y/ p at the top wall'. y/ ptov = P¡u t y = I 0.85-^y II 300— 1(0.8 m) = 204 


m 


m 


kg 


m s 


(9) 


Discussion You can verify by differentiating y/ p that Eq. 9 yields the correct valúes of u and v. 


9-39 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.usina this Manual, you are using it without permission. 

F F wwwielsoíucionario.nét 3 6 F 





















Chapter 9 Differential Analysis of Fluid Flow 


9-70 

Solution We are to interpret a streamline plot by determining the direction of flow and by estimating the speed of the 
flow at a point. 

Assumptions 1 The flow is steady. 2 The flow is incompressible 3 The flow is two-dimensional. 

Analysis (a) We can tell the direction of the flow by whether y/ p increases or decreases in the vertical direction (left 
side rule). We see that at points A and B the flow is to the right. Furthermore, since the streamlines near point B are 
somewhat further apart than those near point A (by a factor of about 1.6), the speed at point A is a factor of about 1.6 
greater than that at point B. Arrows are drawn in Fig. 1. 


FIGURE 1 

Relative velocity vectors at points A and B, 
added to the streamline plot. 



In terms of lift, it is obvious that the flow speeds near the upper surface of the hydrofoil are greater than those near the 
lower surface. From the Bernoulli equation we know that low speeds lead to (relatively) higher pressures; thus the pressure 
on the lower half of the hydrofoil is greater than that on the upper half, leading to lift. 

(h) For 2-D incompressible flow the difference in the valué of the stream function between two streamlines is equal to the 
volume flow rate per unit width between the two streamlines. We approximate the flow as uniform between the two 
streamlines that endose point A in Fig. P9-70. By measurement with a ruler, we find that the distance 8 between 
streamlines 1.65 and 1.66 is about 0.034c, or about (0.034)(9.0 mm) = 0.306 mm. The speed at point A is thus 


v _ i 

A ~ W8 8 W 8^ ¥lM 


1 


0.306x10 m 


(1.66-1.65)- 


__ _ m _m 

- = 32.7 — = 33.— 


We give our answer to only two significant digits here because of the difficulty of measuring the distance between the two 
streamlines. 


Discussion Students’ answers may vary somewhat depending on how accurately they measure the distance between 
streamlines. Valúes between 30 and 40 m/s are reasonable. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-71 

Solution We are to interpret a streamline plot by determining the direction of flow and by estimating the speed of the 
flow at a point. 


Assumptions 1 The flow is steady (time-averaged). 2 The flow is incompressible 3 The flow is two-dimensional. 


Properties The density of air at T= 20°C is 1.18 kg/m 3 . 

Analysis (a) We can tell the direction of the flow by whether y/ p 

increases or decreases in the vertical direction (left side rule). We see that 
at point A, the flow is to the left, while at point B the flow is to the right. 
Furthermore, since the streamlines near point B are much closer together 
than those near point A (by a factor of about five), the speed at point B is 
a factor of about five greater than that at point A. Arrows are drawn in 

Fig. 1. 

(b) For 2-D incompressible flow the difference in the valué of the 
compressible stream function between two streamlines is equal to the 
mass flow rate per unit width between the two streamlines. We 
approximate the flow as uniform between the two streamlines that 
endose point B in Fig. P9-71. By measurement with a ruler, we find that 
the distance ctbetween streamlines 5 and 6 is about /z/10, or about 0.10 
m. The speed at point B is thus 



FIGURE 1 

Relative velocity vectors at points A and B, 
added to the streamline plot. 


V a 


m 1 ni 1 

pW8 ~~p5W~~p5 


(Vs-Ws) 



( 1 ) 


We are only accurate to one digit here because of the difficulty of measuring the distance between the two streamlines. We 
give our final result as V B = 8 or 9 m/s. 

Discussion Students’ answers may vary considerably depending on how accurately they measure the distance between 
streamlines. 
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Chapter 9 Differential Analysis of Fluid Flow 


Linear Momentum Equations, Boundary Conditions, and Applications 


9-72C 

Solution We are to discuss each term, and write the equation as a word equation. 

Analysis Term I is the net body forcé acting on the control volume. Term II is the net surface forcé acting on 

the control volume. Term III is the net rate of change of linear momentum within the control volume. Term IV is the 
net rate of outílow of linear momentum through the control surface. In words, the equation can be expressed as: “The 
total forcé acting on the control volume is the sum of body forces and surface forces, and is equal to the rate at 
which momentum changes within the control volume plus the rate at which momentum flows out of the control 
volume.” 

Discussioit The dimensions of each term in the equation are those of momentum per time. Each term has primary 
dimensions of {mLf 2 }. 


9-73C 

Solution We are to discuss velocity boundary conditions in a stationary and a moving frame of reference for the case 
of an airplane flying through the air. 

Analysis (a) From the stationary frame of reference, 
condition). Far from the airplane the air is still (V =0). 

(b) From the reference frame moving with the airplane, V 
airplane the air is moving towards the airplane at a speed that is opposite the airplane’s speed ( V = - F lrpl , lne ). 

Discussioit The no-slip condition requires that the fluid velocity equal the airplane velocity everywhere on the airplane 
surface, regardless of the geometry of the airplane, and regardless of the frame of reference. 


V = V ím , on all surfaces of the airplane, (no-slip boundary 


= 0 on all surfaces, (no-slip boundary condition). Far from the 


9-74C 

Solution We are to describe the constitutive equations and ñame the equation to which they are applied. 

Analysis The constitutive equations are relationships between the components of the stress tensor and the 

primary unknowns of the problem, namely pressure and velocity. The constitutive equations enable us to write the 
components of the stress tensor in Cauchy ’s equation in terms of the velocity field and the pressure field. 

Discussioit Cauchy’s equation by itself is useless without the constitutive equations, because we would have too many 
unknowns for the number of available equations. 


9-75C 

Solution We are to define mechanical pressure and discuss its application. 

Analysis Mechanical pressure is the mean normal stress acting inwardly on a fluid element. For an 

incompressible fluid, the density is constant and therefore we have no equation of State available for calculation of the 
thermodynamic pressure. In fací, thermodynamic pressure cannot even be defined for an incompressible fluid. Fluid 
elements and surfaces still “feel” a pressure, however, and this pressure is the so-called mechanical pressure. 

Discussioit When dealing with incompressible fluid flows, pressure variable P is always interpreted as the mechanical 
pressure P m . 
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Chapter 9 Differential Analysis of Fluid Flow 


9-76C 

Solution We are to discuss the difference between Newtonian fluids and non-Newtonian fluids, and we are to give 
examples of each. 

Analysis The main distinction between a Newtonian fluid and a non-Newtonian fluid is that for flow of a Newtonian 
fluid, shear stress is linearly proportional to shear strain rate, whereas for flow of a non-Newtonian fluid, the 
relationship between shear stress and shear strain rate is nonlinear. 

There are many examples of Newtonian fluids. Most puré, cornmon liquids like water, oil, gasoline, alcohol, etc. 
are Newtonian. Most gases also behave like Newtonian fluids. Non-newtonian fluids inelude paint, pastes and creams, 
polymer Solutions, cake batter, slurries and colloidal suspensions like quicksand, blood, etc. 

Discussion The Navier-Stokes equations apply only to Newtonian fluids. For non-Newtonian fluids, you would need to 
insert nonlinear constitutive equations into Cauchy’s equations in order to obtain a useful differential equation for 
conservation of linear momentum. 


9-77C 

Solution We are to define or describe each type of fluid. 

Analysis 

{a) A viscoelastie fluid is a fluid that returns (either fully or partially) to its original shape after the applied stress is 
released. 

( b ) A pseudoplastic fluid is a shear thinning fluid - the more the fluid is sheared, the less viscous it becomes. 

(c) A dilatant fluid is a shear thickening fluid - the more the fluid is sheared, the more viscous it becomes. 

(i d) A Bingham plástic fluid is an extreme type of pseudoplastic fluid that requires a finite stress called the yield 
stress in order for the fluid to flow at all. 

Discussion All of the above are examples of non-Newtonian fluids. 


9-78 

Solution We are to generate and discuss velocity and pressure boundary conditions for the given flow problem. 
Assumptions 1 The flow is steady in the mean. 2 Surface tensión effeets are negligibly small. 

Analysis On all tank walls, V = 0 since the tank walls are stationary (no-slip boundary condition). Mathematically, 
we write u, = u g = u ; = (I at r = ff tank (the tank side walls) and at z = 0 (the bottom wall of the tank). On the blade surfaces, 
the fluid velocity must equal that of the blades (also the no-slip condition). At any radial location r the velocity of the blade 
surface is F blade = rcoe e . In other words Ug = reo at the blade surfaces. Since the blades do not move at all in the radial or 
vertical directions, u r = u z = 0 along the blade surfaces. Finally, at the free surface P = P atm since the free surface is 
exposed to atmospheric air. In addition, the vertical component of velocity «. must equal zero at the free surface. We 
note that the other two velocity components (u r and ug) may be non-zero at the free surface, but the shear stress in the 
horizontal plañe of the free surface must be zero (negligible shear due to the air). Mathematically, du r ldz = dii(jdz — 0 at 
the free surface. 

Discussion The no-slip condition requires that ug = reo everywhere on the blade surface, regardless of the geometry of 
the blades. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-79 

Solution We are to generate and discuss ve loe i ty and pressure boundary conditions for the stirrer flow problem from 
a rotating frame of reference. 

Assumptions 1 The flow is steady in the mean. 2 Surface tensión effeets are negligibly small. 

Analysis On all tank walls, F lank = 0 from a stationary frame of reference since the tank walls are stationary (no-slip 
boundary condition). From the rotating frame of reference however, the tank walls are rotating in the opposite direction of 
a. Mathematically, we write = «. = 0 and u e = -/? tan k© at r = R t ank (the tank side walls). At the bottom wall of the tank 
we write u r = u. = 0 and u e = —reo at z = 0. On the blade surfaces, the fluid velocity must equal that of the blades (also the 
no-slip condition). Since the blades are stationary in this rotating frame of reference, u r = u z = Ug= 0 at the blade surfaces. 
Finally, at the free surface P = P. Mm since the free surface is exposed to atmospheric air. In addition, the vertical 
component of velocity u z must equal zero at the free surface. We note that the other two velocity components (w,. and Ug) 
may be non-zero at the free surface, but the shear stress in the horizontal plañe of the free surface must be zero (negligible 
shear due to the air). Mathematically, dujdz = dujdz = 0 at the free surface. 

Discussion In this problem the free surface boundary conditions are independent of frame of reference. 


9-80 

Solution We are to generate and discuss velocity and pressure boundary conditions for the given flow problem. 
Assumptions 1 The flow is steady. 2 Surface tensión effeets are negligibly small. 

Analysis We must satisfy the no-slip boundary condition on all tank walls, Fj iquid = I [ank . Mathematically, we write u r 

= u z = 0 and iig = Reo at r = R (the tank side walls). We also write = «. = 0 and u g = reo at z = 0 (the bottom wall of the 
tank). We do not specify the pressure along the tank walls. At the free surface P = P Mm since the free surface is exposed to 
atmospheric air. In addition, the vertical and radial components of velocity u z and u r must equal zero at the free surface, 
but the angular velocity component u g is set to ug = reo at the free surface. We also know that the shear stress at free 
surface must be zero (negligible shear due to the air). This boundary condition is not needed however since we already 
know the velocity field. In fact, the velocity field is known right from the start since we are told that the liquid is in solid 
body rotation: u z = u r = 0 and Ug= reo everywhere. 

Discussion This is a degenerate case of the Navier-Stokes equation since the fluid is in solid body rotation. 
Nevertheless, it is useful to think about the required boundary conditions. 


9-81 

Solution We are to compare Eqs. 1 and 2 to see if they are the same or not. 


Analysis We use the product rule to differentiate Eq. 1, 


f r6 =*er=P 


( -Ir du„ 1 du r ^ 
y r 2 r dr r 80 ) 


(l 




dUg 

dr 


( 3 ) 


Thus we see that Eq. 1 and Eq. 2 are equivalent. 


Discussion The viscous stress tensor is defined identically in the other texts; the terms are simply grouped together in a 
different fashion. 
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9-82 

Solution 

number. 


Chapter 9 Differential Analysis of Fluid Flow 

We are to estímate the volume flow rate of oil between two plates, and we are to calcúlate the Reynolds 


Assumptions 1 The flow is steady. 2 The oil is incompressible. 3 Since the gap is so small compared to the píate 
dimensions, we assume 2-D flow in the x-y plañe. 4 We ignore entrance effects and end effects and assume that the flow 
can be approximated as fully developed channel flow everywhere in the gap. 

Properties The viscosity and density of unused engine oil at T = 60°C are 72.5 x 10" 3 kg/(m-s) and 864 kg/nT 
respectively. 


Analysis The velocity field for fully developed channel flow is 
Velocity components, 2-D channel flow. 


U = Vf^( y2 - hy ) V = ° 


( 1 ) 


2/u dx 

We intégrate the x component of velocity times cross-sectional area to obtain volume flow rate (see also Problem 9-44), 

>= h _)_dP_, 

y =0 2 ¡u dx 


Volume flow rate : 


V= \udA= r = *—— (y 2 -hy)Wdy = — ——h 3 W 
j J.v=o 7u dxf ’ 12 p dx 


( 2 ) 


The pressure gradient is approximated as 

dP ~P out -P m i 0 " 1 ) atm 


dx 


1.5 m 


^101,300 N/m 2 ^ 
atm 


= -67,530 N/m 3 (3) 


We plug Eq. 3 into Eq. 2 and solve for the volume flow rate, 


V = — 


1 


Volume flow rate : 


12 72.5x10 


-3 kg 


N 


-67,530— (0.0025 m) (0.75 m) 


kg m 
s 2 N 


V m-s, 

= 9.0966 x 10 4 m 3 /s = 9.10 x 10' 4 m 3 /s 
The average velocity of the oil through the channel is 


(4) 


Average velocity-. 


F = 


V 


9.0966x10 4 m/s 


hW (0.0025 m)x(0.75 m) 
Finally, the characteristic Reynolds number is 


= 0.48515 m/s = 0.485 m/s (5) 


Re = 


pYh (864 kg/m 3 )(0.48515 m/s)(0.0025 m) 


p 72.5x10 kg/m-s 

The flow is definitely laminar. 

Discussion We give our final results to three significant digits. 


= 14.5 


( 6 ) 
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9-83 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 
For a given velocity field, we are to calcúlate the pressure field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 
Gravity does not act in either the x or the y direction. 


Analysis The flow field must satisfy the steady, two-dimensional, incompressible continuity and momentum 
equations. We check each equation separately; let’s consider continuity first: 


Continuity. 


du dv 5i/ 



-a 0 (2-D) 


= 0 


Continuity is satisfied. Now we look at the x component of the Navier-Stokes equation: 
x momentum : 


P 



Equation 1 reduces to 



( 


\ 



x momentunv. 


dP 

dx 


p[-a 2 x-ab^j 


( 1 ) 


( 2 ) 


The x momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 2. In similar fashion 
we examine the y momentum equation. 


y momentum'. p 




The y momentum equation reduces to 


y momentunv. 


or ti -i \ 

— = p - acx " -2 bcx-a y) + 2cju 
dy v ' 


( 3 ) 


The y momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 3. 

In the two-dimensional flow under discussion here, the pressure field P(x.y) must be a smooth function ofx and y. 
Mathematically, this requires that the order of differentiation (x then y versus y then x) should not matter. We check 
whether this is so by differentiating Eqs. 3 and 2 respectively: 


Cross-differentiation : 


d 2 P 

dydx 


d_(dP ^1 
dy y dx J 


= 0 


d 2 P 

dxSjy 


d_ 

dx 


dP_ 

¥ 


p[-2acx-2bc ) (4) 


Since the cross-derivative terms in Eq. 4 do not match, P is not a smooth function of x and y. Thus, we are unable to 

calcúlate a steady, incompressible, two-dimensional pressure field with the given velocity field. We cannot proceed 
any further. 


Discussion This problem shows that if a velocity field satisfies the continuity equation (conservation of mass), this does 
not necessarily guarantee that the velocity field is physically possible. In the present case, for instance, we are unable to 
find a pressure field that can satisfy the steady form of the Navier-Stokes equation. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given velocity field, we are to calcúlate the pressure field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 
Gravity does not act in either the x or the y direction. 


Analysis The flow field must satisfy the steady, two-dimensional, incompressible continuity and momentum 
equations. We check each equation separately; let’s consider continuity first: 

„ . . du dv dyí 

Continuity’: -1-1- = 0 

ck dy fiz 

~ 2ax 2ax 0 (2-D) 


Continuity is satisfied. Now we look at the x component of the Navier-Stokes equation: 


x momentum: 


( 


P 



+ 




/ 


\ 



( 1 ) 


equation 1 reduces to 
x momentum: 


— = -2pa 2 x 2 -2¡ua (2) 

dx 


The x momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 2. In similar fashion 
we examine the y momentum equation, 


í 


\ 


y momentum: p 



dv dv 

u — + v— 
'_dx j dy 

í^—ax 2 )(2ay) (2axy)(2 ax ) 




The y momentum equation reduces to 


y momentum: 


Oí ~ 2 2 

— = -2 pa x y 
dy 


( 3 ) 


The y momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 3. 

In the two-dimensional flow under discussion here, the pressure field P(x,y) must be a smooth function ofx and y. 
Mathematically, this requires that the order of differentiation (x then y versus y then x) should not matter. We check 
whether this is so by differentiating Eqs. 3 and 2 respectively: 


Cross-differentiation: - 

dydx 


d_(dP\ 
dy y dx ) 


= 0 


d 2 P 

dxdy 


d_ 

dx 


-— I = -2pa 2 x 2 
K dy l 


( 4 ) 


Since the cross-derivative terms in Eq. 4 do not match, P is not a smooth function of x and y. Thus, we are unable to 

calcúlate a steady, incompressible, two-dimensional pressure field with the given velocity field. We cannot proceed 
any further. 


Discussion This problem shows that even if a velocity field satisfies the continuity equation (conservation of mass), and 
even if we can plot streamlines for the flow field, this does not necessarily guarantee that the velocity field is physically 
possible. In the present case, for instance, we are unable to find a pressure field that can satisfy the steady Navier-Stokes 
equation. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given velocity field, we are to calcúlate the pressure field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the r-9 plañe. 4 
Gravity does not act in either the r or the 0direction. 


Analysis The flow must satisfy the steady, two-dimensional, incompressible continuity and momentum equations. 
We check each equation separately, starting with continuity. 


Continuity : 



Continuity is satisfied. Now we look at the 0 compon en t of the Navier-Stokes equation. 



The i? momentum equation reduces to 


0 momentum: 



( 2 ) 


The 9 momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 2. As a side note, we 
might have expected Eq. 2 without even working through the algebra, since in this problem the velocity field is independent 
of angle 0 we expect that pressure does not depend on 0 either. In similar fashion the r momentum equation is 



which reduces to 


r momentum : 


dP _ K 2 + C 2 
dr ^ r 3 


( 3 ) 


The r momentum equation is satisfied provided we can generate a pressure field that satisfies Eq. 3. 

The pressure field P(r,9) must be a smooth function of r and 9. Mathematically, this requires that the order of 
differentiation (r then 9 versus 0 then r) should not matter. We therefore check whether this is so by differentiating Eqs. 2 
and 3 respectively: 
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Chapter 9 Differential Analysis of Fluid Flow 


Cross-differentiation: 


i^- = AM = o *L = ±(*) = o ( 4) 

drdd dr\d6) dOdr dOydr) W 


Equation 4 shows that indeed, P is a smooth function of r and 6. Thus, we should be able to calculóte the pressure field. 

To calcúlate P{r,0 ), we start with either Eq. 2 or Eq. 3 and intégrate. We pick Eq. 2, which we can partially 
intégrate (with respect to 6) to obtain an expression for P(r,6), 

Pressure field from 0-momentum: P(r,0) = 0 + g(r) (5) 


Note that we added an arbitrary function of the other variable r rather than a constant of integration since this is a partial 
integration. We then take the partial derivative of Eq. 5 with respect to r to obtain 


dP_ 

dr 


g'(r) = p 


K + C 


( 6 ) 


where we have equated our result to Eq. 3 for consistency. We can now intégrate Eq. 6 to obtain the function g(r): 


g( r ) 



K 2 +C 2 


+ C, 


(7) 


where Ci is an arbitrary constant of integration. Finally, we plug Eq. 7 into Eq. 5 to obtain our final expression for P{x,y). 
The result is 


Answer: 


p{r,e) 



k 2 + c 2 


+ C, 


( 8 ) 


Thus the pressure field for this flow decreases like 1/r 2 as we approach the origin. (The origin itself is a singularity point.) 
This flow field is a simplistic model of a tornado or hurricane, and the low pressure at the center is the “eye of the storm”. 
We note that this flow field is irrotational, and thus Bernoulli’s equation can be used instead to calcúlate the pressure. If we 
cali the pressure P m far away from the origin (r — > oo), where the local velocity approaches zero, Bernoulli’s equation shows 
that at any distance r from the origin. 


Bernoulli equation: 


P+ L p v 2 = Píb 


p= 



k 2 + c 2 


(9) 


Equation 9 agrees with our solution (Eq. 8) from the full Navier-Stokes equation if we set constant C\ equal to P m . A región 
of rotational flow near the origin would avoid the singularity there, and would yield a more physically realistic model of a 
real tornado. 


Discussion For practice, try to obtain Eq. 8 by starting with Eq. 3 rather than Eq. 2; you should get the same answer. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 
For a given velocity field, we are to calcúlate the pressure field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 4 
Gravity does not act in either the x or the y plañe. 


Analysis The flow field must satisfy the steady, two-dimensional, incompressible continuity and momentum 
equations. We check each equation separately; let’s consider continuity first: 


Continuity'. 


du dv dw _ 
—+—+ -f - = 0 

dx dy /oz 


“ -a 0 (2-D) 

Continuity is satisfied. Now we look at the x component of the Navier-Stokes equation: 

dP 


r 


x momentum : 


P 


\ 


v 


du du du da 
Kit i _Sy py / dz 

0 (steady) (ax+b)a 0 (2-D) 




dy | sy | dy 

px 2 dy 1 pz 2 


o 


o 0 P- D ) ) 


( 1 ) 


The x momentum equation reduces to 
x momentum'. 


dP j 2 ,\ 
— = p\-a x-abj 
dx v ' 


( 2 ) 


The x momentum equation is satisfied provided we can generate a smooth pressure field that satisfies Eq. 2. In 
similar fashion (we don’t show the details), the y momentum equation reduces to 


y momentum'. 


dP i 2 \ 

— = p[-a y + ac) 


( 3 ) 


Tlie j' momentum equation is satisfied provided we can generate a smooth pressure field that satisfies Eq. 3. The pressure 
field P(x,y ) must be a smooth function of x and y. Mathematically, this requires that the order of differentiation (.y then y 
verses y then. y) should not matter. We therefore check whether this is so by differentiating Eqs. 3 and 2 respectively: 


Cross-differentiation : 


8 P _ d 
dxdy dx 


í-]=« 

d 2 P 

= A 



dydx 

dy 

v fíxJ 


= 0 


(4) 


Equation 4 shows that indeed, P is a smooth function of x and y. Thus, we should be able to calcúlate the pressure field. To 
calcúlate P{x,y), we start with either Eq. 2 or Eq. 3 and intégrate. We pick Eq. 2, which we can partially intégrate (with 
respect to x) to obtain an expression for P(x,y), 


Pressure field firom x-momentum : 


P(x,y) = p 


( 2 2 

a x 


-abx 


■s{y) 


( 5 ) 


Note that we added an arbitrary function of the other variable y rather than a constant of integration since this is a partial 
integration. We then take the partial derivative of Eq. 5 with respect to y to obtain 


|^= g'()’) = p(~a 2 y + ac) 


( 6 ) 


where we have equated our result to Eq. 3 for consistency. We can now intégrate Eq. 6 to obtain the function g(y)\ 


g{y) = P 


f 2 2 
a y 


+ acy 


+ C 


( 7 ) 


where C is an arbitrary constant of integration. Finally, we plug Eq. 7 into Eq. 5 to obtain our final expression for P(x,y). 
The result is 
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Chapter 9 Differential Analysis of Fluid Flow 


Solution: 


P(x,y) = p 


f 2 2 
1 a x 


2 2 
a y 


\ 

- abx + acy 


+ C 


( 8 ) 


Discussion For practice, you should differentiate Eq. 8 with respect to both x and y, and compare to Eqs. 2 and 3. (This 
also serves as a check of our algebra.) In addition, try to obtain Eq. 8 by starting with Eq. 3 rather than Eq. 2; you should 
get the same answer. Pressure is found to within some arbitrary constant C since the absolute magnitude of pressure is 
irrelevant; only pressure gradients are important. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-87 

Solution For a given geometry and set of boundary conditions, we are to calcúlate the velocity field, and plot the 
nondimensionalized velocity profde. 

Assumptions We number and list the assumptions for clarity: 

1 The walls are infinite in the y-z plañe (y is into the page). 

2 The flow is steady, i.e. time derivatives of any quantity are zero. 

3 The flow is parallel (the x component of velocity, u, is zero everywhere). 

4 The fluid is incompressible and Newtonian, and the flow is laminar. 

5 Pressure P = constant everywhere. In other words, there is no applied pressure gradient pushing the flow; the flow 
establishes itself due to a balance between gravitational forces and viscous forces. 

6 The velocity field is purely two-dimensional, which implies that v = 0 and all y derivatives are zero. 

7 Gravity acts in the negative z direction. We can express this mathematically as y = —gk , or g x = g v = 0 and g : = 
~g- 


Analysis We obtain the velocity and pressure fields by following the step-by-step procedure for differential fluid 
flow Solutions. 

Step 1 Set up the problem and the geometry. See problem statement. 

Step 2 List assumptions and boundary conditions. We have already listed seven assumptions. The boundary conditions 
come from the no-slip condition at the walls (1) at x = -h/2, u = v = w= 0. (2) At x = h/2, u = v = w = 0. 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in Cartesian coordinates, 

. . d / drJdw dw 

Continuity : 4-= 0 or — = 0 

px py dz dz (1) 

Assumption 3 Ass^tíon 6 


Equation 1 tells us that w is not a function ofz. In other words, it doesn’t matter where we place our origin - the flow is 
the same at any z location. In other words the flow is fuUy developed. Since w is not a function of time (Assumption 2), 
z (Eq. 1), or y (Assumption 6), we conclude that w is at most a function ofx, 

Result of continuity. w=w(x)only (2) 

We now simplify each component of the Navier-Stokes equation as far as possible. Since u = v = 0 everywhere 
and gravity does not act in the x or y directions, the x and y momentum equations are satisfied exactly (in fact all terms 
are zero in both equations). The z momentum equation reduces to 

z momentum : 

/ \ 



We have changed from a partial derivative (o/ox) to a total derivative (d/dx) in Eq. 3 as a direct result of Eq. 2, 
reducing the PDE to an ODE. 

Step 4 Solve the differential equations. Continuity and x and y momentum have already been “solved”. Equation 3 (z 
momentum) is integrated twice to get 


Integration ofz momentum: 


w = x 2 +C l x + C 2 
2A 


( 4 ) 


Step 5 We apply boundary conditions (1) and (2) from Step 2 above to obtain constants C\ and C 2 , 
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Chapter 9 Differential Analysis of Fluid Flow 


Boundary condition ( 1 ): O = h 2 - C, — + C, 

8 // 2 

and 

Boundary’ condition (2): O = h 2 + C, —+ C 2 

8 // 2 


We solve the above two equations simultaneously to obtain 
expressions for C¡ and C 2 , 


Constants of integration: 


C, =0 


C 2 


-pg 

8 ¡i 


h 1 


Finally, Eq. 4 becomes 
Final result for velocity field : 




(5) 


Since -h! 2 < x < A/2 everywhere, w is negative everywhere as 
expected (flow is downward). 

Step 6 Verify the results. You can plug in the velocity field to verify 
that all the differential equations and boundary conditions are 
satisfied. 



x* 


FIGURE 1 

The velocity profile for liquid falling 
between two vertical walls. 


We nondimensionalize Eq. 5 by inspection: we let x* = x!h and w* = w/u/(pgh 2 ). Eq. 5 becomes 


Nondimensionalized velocity profüe\ 



( 6 ) 


We plot the nondimensional velocity field in Fig. 1. The velocity profile is parabolic. 


Discussion Equation 4 for the z component of velocity is identical to that of Example 9-17. In fact, the present problem 
is identical to Example 9-17 except for the boundary conditions and the location of the origin. Comparing the two results, 
we see that the máximum nondimensional velocity for the case with two walls is one-fourth than that for the case with only 
one wall. This is not unexpected - the additional wall leads to more viscous forces that retard the flow. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-88 

Solution We are to calcúlate and compare the volume flow rate per unit width of fluid falling between two vertical 
walls and fluid falling along one vertical wall. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The walls are infinitely wide and very long so that all 
of the parallel flow, fully developed approximations of the previous problem hold. 


Analysis We calcúlate the volume flow rate per unit width by integration of the velocity: 
Volume flow rate per unit depth, two vertical walls : 


V rh! 2 rhn 

— = wdx = 

Pg 

Í^-íaYÍ 

dx=™ 

x 3 h 2 

x—h / 2 

_ Pg 

J-h/2 J— A/2 

2 P 

U J 

V J . 

2/u 

[_ 3 4 

x=-hl2 - 


ff* li h 3 

24 8 + 24 8 


-Pgh 3 


12 p 


(1) 


The result is negative since we have defined positive volume flow rate upward, since z is upward, but the flow is 
downward. For the case with only one vertical wall and a free surface, we calcúlate the vertical component of velocity to be 

w = ^-—(x - 2h) (see Example 9-17). Thus, we calcúlate V / L for the case of one vertical wall to be 
2/u 


Volume flow rate per unit depth, one vertical wall with a free surface : 


^=f h wdx=\ k 


dx = &- 

1 ^ 

1 

_1 

x=h 

= Pg_ 

jf 

-—/? 3 -0 + 0 

i 

II 

L Jo Jo 

2 P 

L 3 

x=0 1 l l 

L 3 

3/í 


Comparing the two cases we see that V / L for the case of one vertical wall and a free surface is four times greater than 
the case of two vertical walls with no free surface. The physical explanation is that with two walls, the fluid is held back by 
more viscous stresses, leading to a parabolic velocity profile. For the single-wall case the free surface has no shear stress 
and thus the fluid flows more freely. 


Discussion The two flows being compared here are identical except for the boundary conditions. This illustrates the 
importance of setting proper boundary conditions. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-89 

Solution For a given geometry and set of boundary conditions, we are to calcúlate the velocity and pressure fields, 
and plot the nondimensional velocity profde. 


Assumptions We number and list the assumptions for clarity: 

1 The wall is infinite in the s-y plañe (y is out of the page for a right-handed coordínate system). 

2 The flow is steady, i.e. -j-(anything) = 0 . 


3 The flow is parallel and fully developed (we assume the normal component of velocity, u„, is zero, and we assume 
that the streamwise component of velocity u s is independent of streamwise coordínate .v). 

4 The fluid is incompressible and Newtonian, and the flow is laminar. 

5 Pressure P = constant = P atm at the free surface. In other words, there is no applied pressure gradient pushing the 
flow; the flow establishes itself due to a balance between gravitational forces and viscous forces along the wall. 
Atmospheric pressure is constant everywhere since we are neglecting the change of air pressure with elevation. 

d 

6 The velocity field is purely two-dimensional, which implies that v = 0 and — (any velocity component) = 0. 

dy 


7 Gravity acts in the negative z direction. We can express this mathematically as g = -gk . In the s-n plañe, g s = 


gsina and g„ = -gcos a. 


Analysis We obtain the velocity and pressure fields by following the step-by-step procedure for differential fluid 
flow Solutions. 


Step 1 Set up the problem and the geometry. See Problem statement. 

Step 2 List assumptions and boundary conditions. We have already listed seven assumptions. The boundary conditions 
are (1) No slip at the wall: at n — 0, u s = v — u„ = 0. (2) At the free surface (n = h) there is no shear, which in this 
coordínate system at the vertical free surface means dujdn = 0. (3) P = P ;íln) at n = h. 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in modified Cartesian 
coordinates, (s,y,n) and (u s ,v,u„), 


Continuity: 




( 1 ) 


Equation 1 tells us that u s is not a function of s. In other words, it doesn’t matter where we place our origin - the flow 
is the same at any s location. This does not tell us anything new; we have already assumed that the flow is fully 
developed (Assumption 3). Furthermore, since u s is not a function of time (Assumption 2) or y (Assumption 6), we 
conclude that u s is at most a function of n. 

Residí of continuity: u s = u s (/?) only (2) 


We now simplify each component of the Navier-Stokes equation as far as possible. Since v = 0 everywhere and 
gravity does not act in the y direction, the y momentum equation is satisfied exactly (in fact all terms are zero). Since u„ 
= 0 everywhere, the only non-zero terms in the n momentum equation are the pressure term and the gravity temí. The n 
momentum equation reduces to 


n momentum: 



Assumption 3 


dP 

dn 


+ Pg^ +P 

-pg eos a 



Assumption 3 


We intégrate Eq. 3 to solve for the pressure, 
Pressure: 


dP 

or — = -pg cosa (3) 
dn 


P = -pgncosa + f(s) (4) 


where we have added a function of s rather than a simple constant of integration. But from boundary condition (3), at n 
= h, P = P atm . Thus Eq. 4 yields /(s) = P. m „ + pgheosa . In other words, f{s ) is really not a function of s at all. 
Equation 4 then becomes 
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Chapter 9 Differential Analysis of Fluid Flow 


Final expression for pressure: 

The s momentum equation reduces to 


p = / an + pg{h-n)cosa 


P 


di/ di/ 

jt / ds /dy y dn 

Assumption 2 Continuity Assumption 6 Assumption 3 



+ PSs 


Eq. 5 


+ P 


dV + d 2 - 


+ - 


d u. 


<s~ üy~ dn 

^continuity A ¡ sum p tio ñ 6 J 


or 


d\ 

dn 2 


pg sin a 
P 


(5) 


( 6 ) 


We have changed from a partial derivative ( dldn ) to a total derivative (d/dn) in Eq. 6 as a direct result of Eq. 2, 
reducing the PDE to an ODE. 

Step 4 Solve the differential equations. Continuity and n and y momentum have already been “solved”. Equation 6 (s 
momentum) is integrated twice to get 


u. = — 


2p 


- n + C, n + C 2 


(7) 


Step 5 We apply boundary conditions (1) and (2) from Step 2 above to 
obtain constants C\ and C 2 , 

Boundary condition (1): u s = 0 + 0 + C 2 at n = 0 C 2 = 0 


and 


Boundaiy condition (2): 

du s | _ pg sin a 

dn J n=h P 


h + C x =0 




pgh sin a 
P 


Finally, Eq. 4 becomes 
Final result for velocity fie!d\ 


u 

s 


pg sin a 

2 p 


n{2h -«) 


( 8 ) 


Since n < h in the film, u s is positive everywhere as expected (flow is 
downward). 

Step 6 Verify the results. You can plug in the velocity field to verify that 
all the differential equations and boundary conditions are satisfied. 



FIGURE 1 

The velocity profile for an oil film falling 
down an inclined wall, a = 60°. 


When a = 90° siria = 1 and Eq. 8 is equivalent to Eq. 5 of Example 9-17. (The signs are opposite since 5 is down while z is 
up.) Also, Eq. 5 above reduces to P = everywhere when a = 90° since cosa = 0; this also agrees with the results of 
Example 9-17. We nondimensionalize Eq. 8 by inspection: we let n* = nih and u* = u s pl(pgh~). Eq. 8 becomes 


Nondimensional velocity profile : 


u s * = —(2 -n *)sina 


(9) 


We plot the nondimensional velocity field in Fig. 1 for the case in which a= 60°. 


Discussion The profile shape is identical to that of Example 9-17, but is scaled by the factor sina. This problem could 
also have been solved in standard Cartesian coordinates (x,yp), but the algebra would be more involved. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to calcúlate the volume flow rate per unit width of oil falling down a vertical wall. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The wall is infinitely wide and very long so that all of 
the parallel flow, fully developed approximations of Problem 9-89 hold. 

Analysis We calcúlate the volume flow rate per unit width by integration of the velocity: 


Volume flow rate per unit deptlr. 


v_ 

T 


r* r' 

u dn = 

Jo 5 Jo 


pgsma 

2/u 


n(2h-n ) 


dn = 


pgsma 3 
3ju 


(1) 


For an oil film of thickness 5.0 mm with p= 888 kg/m 3 and ju= 0.80 kg/(m-s), we calcúlate ■¥-/L using Eq. 1, 


Result: 


V ovs\na Í888 kg/m 3 )(9.81 m/s 2 )sin(60°)(0.005 m) 3 

- = P 8* ma h 3 = i---L- ’ \ - L = 3.93 x 10 -* m 2 /s 

L 3 p 3(0.80 kg/m-s) 


Discussion Since viscosity is in the denominator of Eq. 1, a low viscosity liquid (like water) would yield a larger 
volume flow rate; this agrees with our intuition. Likewise, a larger density liquid and/or a thicker film would yield a larger 
volume flow rate, again agreeing with our intuition. Finally, if a = 0 o there is no flow. 
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Solution 

We 

Analysis 

We 


10 1 du 


r dr 1 dr 


= F 


f r\2 

o u 


6 


1 du B U { 

v dr 2 r dr r j 


The second part of this question involves some trial and error, using the product rule in reverse. After some effort we get 

(1) 


F 


/ _ ^ 

d~u„ 1 du„ u a 

—f + --—f \ = F 

8r~ r dr r 1 


r 8 f 1 8 ( P 


You can apply the product rule to verify Eq. 1. 


Discussion The grouping of these terms into one term as in Eq. 1 turns out to be useful for some analytical Solutions of 
the Navier-Stokes equation. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given geometry and set of boundary conditions, we are to calcúlate the velocity field. 

Assumptions We number and list the assumptions for clarity: 

1 The cylinders are infinite in the z direction (z is out of the page in the figure of the problem statement for a right- 
handed coordínate system). The velocity field is purely two-dimensional, which implies that w = 0 and derivatives 
of any velocity component with respect to z are zero. 

2 The flow is steady, meaning that all time derivatives are zero. 

3 The flow is circular, meaning that the radial velocity component u r is zero. 

4 The flow is rotationally symmetric, meaning that nothing is a function of 0. 

5 The fluid is incompressible and Newtonian, and the flow is laminar. 

6 Gravitational effects are ignored. (Note that gravity may act in the z direction, leading to an additional hydrostatic 
pressure distribution in the z direction. This would not affect the present analysis.) 


Analysis We obtain the velocity and pressure fields by following the step-by-step procedure for differential fluid 
flow Solutions. 

Step 1 Set up the problem and the geometry. See the problem statement. 

Step 2 List assumptions and boundary conditions. We have already listed five assumptions. The boundary conditions are 
(1) No slip at the inner wall: at r = R h u g = co,Rj. (2) No slip at the outer wall: at r = R a , ug = 0. 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in cylindrical coordinates, 

(r,9¿) and ( u r ,ug,u z ), 

Continuity. 

Assumption 3 Assumption 4 Assumption 1 

Thus continuity is satisfied exactly by our assumptions. 

We now simplify each component of the Navier-Stokes equation as far as possible. Since vv = 0 everywhere and 
gravity is ignored, the z momentum equation is satisfied exactly (in fact all terms are zero). Since u r = 0 everywhere, 
the only non-zero terms in the r momentum equation are the pressure term and the “extra” term that involves ug. The r 
momentum equation reduces to 

SP Un dP Un 

r momentunv. —= p—— or — = p—— (2) 

dr r dr r 


1 d(jXÍ 1 d(y¿f 

“ ÍT + 73T' 


= 0 


or 


0 = 0 


(1) 


We have changed the pardal derivatives to total derivatives since P is a function only of r. Equation 2 could be used to 
solve for P(r) once we find ug. 

The £?momentum equation is written out, using the result of the previous problem, 

6 momentunr. 



^ Assumption 2 Assumption 3 Assumption 4 Assumption 3 Assumption 1 y 



Again we change from pardal derivatives (d/or) to a total derivatives (d/dr), reducing the PDE to an ODE. The 6 
momentum equation reduces to 


Reduced 0momentum'. 


d_ 

dr 



Step 4 Solve the differential equations. Continuity and z momentum have already been “solved”. Equation 3 (0 
momentum) is integrated once, 
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Chapter 9 Differential Analysis of Fluid Flow 


~-y{ ru e) = C x 
r dr 


Integration of dmomentunv. 

After multiplying by r we intégrate again. After división by r we get 
lié- 

Step 5 We apply boundary conditions (1) and (2) from Step 2 above to obtain constants C\ and C 2 , 

R r R 2 

Boundary condition (2): 
and 

Boundary> condition (1): 


w 0“CiT + ~ ( 4 ) 

2 r 


0 = C¡ — + — or C 2 = -C, —2- 

2 R 2 


R t a>,=C 1 ^- + ^- = C 1 ^—C 1 ^- 
2 R 2 2 R 


Which can be solved for C The two constants of integration are thus 


Constants of integration'. 


C, = 


-2R, 1 (o ¡ 
R 2 -R, 1 


C,= 


r;r,ox ¡ 

R 2 -Rf 


Finally, Eq. 4 becomes (after a bit of algebra) 
Final result for velocity field : 


R 2 co ¡ | 

i i — 1 1 

ÍA_ t 

u d — n 2 D 2 

K () — TV 1 

-• J 


( 5 ) 


Step 6 Verify the results. You can plug in the velocity field to verify that all the differential equations and boundary 
conditions are satisfied. 


Discussion There are valid alternative forms of Eq. 5. We could intégrate Eq. 2 to solve for the pressure since we now 
know w, 9 from Eq. 5. The algebra is laborious, but not difficult. 


9-59 

PRQPRIETAR\ MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using íhis Manual, you are using it without permission. 

F F www)eisoTucionario.nef 3 




9-93 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to simplify the velocity field for two limiting cases of Problem 9-92 and discuss. 

Assumptions The same assumptions of Problem 9-92 apply here. 

Analysis ( a ) First we re-write the velocity profile from Problem 9-92, 

Exact velocity profile : 

\ _ T f / „ \ / „ \ ~\ 

( 1 ) 


R, 2 w ¡ 

( R 2 ) 

° r 

Rfij), 



r 

\ / 

{R t -R){R,+R,) 

l r J 


Note that Eq. 1 is still exact. When the gap is very small, (R„ - R¡) « R a , and R„ ~ R¡. Thus we replace R„ + R¡ in the 
denominator of Eq. 1 by 2R¡. Similarly, r ~ R, and we replace R„ + r in the numerator of Eq. 1 by 2R¡. Likewise we replace r 
in the denominator of Eq. 1 by R¡. As suggested we define y = R 0 - r, h = gap thickness = R 0 - R¡, and V = speed of the 
“upper píate” = i?,®, (Fig. 1). Plugging all of these approximations and 
definitions into Eq. 1 we get 


Rotating inner cylinder 


Approximate velocity for small gap: 



(yiR,) 

8 h ■ 2R¡ 

{ R, J 


ycofi, 




( 2 ) 


Liquid / 7 

J 

ti_1 

Stationary outer cylinder 


We verify that Eq. 2 is linear in the small gap and is the same velocity 
profile as we generated for 2-D Couette flow between two infinite fíat 
plates. 

(b) As the outer cylinder radius approaches infinity, R, « R„, and R¡ can 
be ignored when added to or subtracted from R„. Similarly, r « R„. and r 
can be ignored when added to or subtracted from R a . Equation 1 becomes 


FIGURE 1 

A magnified view near the bottom for the 
case in which the gap between the two 
cylinders is very small. 


Approximate velocity for infinite R 0 \ 


R 2 ú), 

((R 0 )(R 0 y 

Rfi,x 

Uti (R»m 

{ r y 

r 


( 3 ) 


We recognize Eq. 3 as of the forni ug = constant//- which is the velocity field for a line vortex. 


Discussion Imagine a long, thin cylinder spinning in a vat of liquid. After a long time, the flow field given by Eq. 3 
would emerge - basically a line vortex for all radii greater than R¡. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For a given geometry and set of boundary conditions, we are to calcúlate the velocity field. 

Assumptions The assumptions are identical to those of Problem 9-92. 

Analysis We obtain the velocity and pressure fields by following the step-by-step procedure for differential fluid 
flow Solutions. Everything is identical to Problem 9-92 except for the boundary condition at the outer cylinder wall. We re- 
write boundary condition (2): at r = R m u g = a>oR 0 . We will not repeat all the algebra associated with the equations of 
motion. The tangential velocity component is still 


Ug. 


r r C, 
u g = C, — + — L 


Now we apply boundary conditions (1) and (2) to obtain constants C, and C 2 , 


Boundary condition (1): 


R,- r ^ 1 ~ _ n 

- C, H-C 9 - R-CO; 

2 R, 


(1) 

( 2 ) 


Boundary condition (2): 


^C l +—C 2 =R 0 w 0 
2 1 R 1 


(3) 


We solve Eqs. 2 and 3 simultaneously for Q and C 2 . The result is 

2(*>„ -*>,■) 


Constants of integration: 


c t = - 


R.r - R 2 


R..-R, 


Finally, Eq. 4 becomes (after a bit of algebra) 
Final result for velocity field'. 


k-r; 


{Ro^o-r^,)'-+ 


RfRf^-tD») 


We set Í2 0 = 0 in Eq. 5 to verify that it simplifies to the result of Problem 9-92. 
Simplified velocity field : 


Rfú ¡ 

r ) 

Ue R 2 -R 2 

o l 

{ r ) 


(5) 


(6) 


Discussion There are valid alternative forms of Eq. 5. 
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Solution 

Assumptions 

Analysis 


We are to discuss a simplified versión of the velocity field of the previous problem. 

The assumptions are identical to those of the previous problem. 

We set R¡ = w¡ = 0 in Eq. 5 of the previous problem. The tangential velocity component simplifies to 


Simplified ug. 


u e=Yí\_ R o c °o r \ = 0} o r 


( 1 ) 


We recognize Eq. 1 as the velocity field for solid body rotation. To set up this velocity field in a physical experiment, we 
would place a cylindrical container of liquid on a rotating table. After a long time, the entire tank, including the liquid, 
would be in solid body rotation. 

Discussion If you imagine flow between the inner and outer cylinders, and then imagine that the inner cylinder stops 
spinning and shrinks to infinitesimal radius, you can convince yourself that solid body rotation would result. 
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Chapter 9 Differential Analysis of Fluid Flow 

9-96 

Solution For flow in a pipe annulus we are to calcúlate the velocity field. 

Assumptions We number and list the assumptions for clarity: 

1 The pipe is infinitely long in the x direction. 



3 This is a parallel flow (the r component of velocity, u r , is zero). 

4 The fluid is incompressible and Newtonian, and the flow is laminar. 

5 A constant pressure gradient is applied in the x direction such that pressure changes linearly with respect to x 
according to the given expression. 

6 The velocity field is axisymmetric with no swirl, implying that ug = 0 and 
~ (anything) = 0. 

7 We ignore the effects of gravity. 


Analysis We obtain the velocity field by following the step-by-step procedure for differential fluid flow Solutions. 
Step 1 Lay out the problem and the geometry. See the problem statement. 

Step 2 List assumptions and boundary conditions. We have already listed seven assumptions. The boundary conditions 
come from imposing the no slip condition at both pipe walls: (1) at r = R¡, V = 0 . (2) at r = R a , V = 0 . 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in cylindrical coordinates, 


Continuity: 


1 djprfj | 1 djjytf | du _ 0 
jrdr dG dx 

Assumption 3 Assumption 6 


or 



(i) 


Equation 1 tells us that u is not a function ofx. In other words, it doesn’t matter where we place our origin - the flow is 
the same at any x location. This can also be inferred directly from Assumption 1, which tells us that there is nothing 
special about any x location since the pipe is infinite in length - the flow is fully developed. Furthermore, since u is not 
a function of time (Assumption 2) or 6 (Assumption 6), we conclude that u is at most a function of r, 

Result of continuity-. w = zz(r)only (2) 


Next we simplify the x momentum equation as far as possible: 

( \ 


x momentum : 



^ Assumption 2 Assumption 3 Assumption 6 Continuity ^ 



Assumption 7 



(3) 


or 


\ d ( du ) 1 GP 

Result of x momentum: -r— =- (4) 

r dr \ dr J ju dx 


Note that we have replaced the partial derivative operators for the u derivatives with total derivative operators because 
of Eq. 2. Every term in the r momentum equation is zero except the pressure gradient term, forcing that lone term to 
also be zero, 

dP „ 

r momentum'. — = 0 (5) 

dr 


In other words, P is not a function of r. Since P is also not a function of time (Assumption 2) or 9 (Assumption 6), P 
can be at most a function of x, 
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Result of r momentune. 


Chapter 9 Differential Analysis of Fluid Flow 
P = P{x) only (6) 


Therefore we can replace the partial derivative operator for the pressure gradient in Eq. 4 by the total derivative 
operator since P varíes only with x. Finally, all terms of the #component of the Navier-Stokes equation go to zero. 

Step 4 Solve the differential equations. Continuity and r momentum have already been “solved”, resulting in Eqs. 2 and 6 
respectively. The 0 momentum equation has vanished, and thus we are left with Eq. 4 (x momentum). After 
multiplying both sides by r, we intégrate once to obtain 


Integration of x momentum'. 


du r 2 dP „ 

r — =-+Q 

dr 2 ¡u dx 


where C\ is a constant of integration. Note that the pressure gradient dP/dx is a constant here. After dividing both sides 
of Eq. 7 by r, we can intégrate a second time to get 


Second integration of x momentum: 


r 2 dP 

u =-h C, ln r + C 2 

4/r dx 


where C 2 is a second constant of integration. 

Step 5 Apply boundary conditions from Step 2 above to obtain constants C\ and C 2 : 


Boundary condition (1): 


Q = ^i_dP_ + c \ nR +C 
4/7 dx 


R: dP 


Boundary’ condition (2): 0 = —-+ C, ln R o + C 2 

4/7 dx 

We solve the above two equations simultaneously to find C¡ and C 2 , 


Constants : 


c ( R o 2 - R . 2 ) dP c (^q 2 l n Rj ~ R, 2 ln R „) dP 

4/7 ln— dx 4/7 ln^ dx 

R R, 


After some algebra and rearrangement, Eq. 7 becomes 

Final result for axial velocity. u = —- 


1 dP 

R 2 ln— 1 

..2 , K R, 

u 

4/7 dx 

V 


Step 6 Verify the results. You can plug in the velocity field to verify that all the differential equations and boundary 
conditions are satisfied. 

Discussion There are other valid forms of Eq. 9. For example, after some rearrangement, Eq. 9 can be written as 


Alternative form: 


1 dP 

4/7 dx 

f V 

r 2 -R 2 - R ° 2 ~ R ' 2 ln r 

R ° 


l R . J 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to generate the velocity field for a given flow setup. 


Assumptions All assumptions are the same as those of the previous problem except for the fifth one, which we modify 
here: 5 Pressure P is constant everywhere. 


Analysis Most of the algebra is identical to that of the previous problem except that the pressure gradient is zero, 
making this problem easier. Also, the first boundary condition changes: at r = R¡, u = V. The x momentum equation reduces 
to 


Result of x momentum'. 


1 d ( du . 

- r — | = 0 

r dr 1 dr 


After integration, división by r, and a second integration, Eq. 1 yields 
x component of velocity'. 

We apply boundary conditions: 


u = C, ln r + C 1 


Boundary condition (1): 
and 

Boundary’ condition (2): 


V = C, ln R ¡ + C 2 


0 = C l lnR o +C 2 


We solve the above two equations simultaneously to yield the constants, 


Constants of integration'. 


C,= 


-V 


ln 


K 

R. 


C 2 = 


Fin R 


K 

R. 


ln 


( 1 ) 

( 2 ) 


( 3 ) 


and thus Eq. 2 becomes 


Result for u: 



( 4 ) 


Discussion ln this and other parallel flow problems, the nonlinear terms in the Navier-Stokes equation drop out, 
simplifying the problem and enabling an exact analytical solution to be found. 
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Solution 


Chapter 9 Differential Analysis of Fluid Flow 


We are to generate the velocity field for a given flow setup. 
Assumptions All assumptions are the same as those of the previous problem. 


Analysis The algebra is identical to that of the previous problem except that the boundary conditions are swapped: at 
r = R¡, u = 0 and at r = R m u = V. The x momentum equation reduces to 


Result of x momentum : 


}_dl 

du 

r dr \ 

. dr 


( 1 ) 


After integration, división by r, and a second integration, Eq. 1 yields 
x component of velocity: u = C, ln /• + C, 

We apply boundary conditions: 

Boundary condition (1): F = C¡ ln R a + C 2 

and 

Boundary’ condition (2): 0 = ln + C, 

We solve the above two equations simultaneously to yield the constants, 


Constants of integration : 


C,= 


-V 


ln 


R, 

R. 


C 2 = 


Fin R, 


A 

R.. 


ln 


( 2 ) 


(3) 


and thus Eq. 2 becomes 


Result for u: 


ln 


R, 

R 


-(lnf?,. -ln/-) = - 


Fin — 


ln 


R ¡ 

R 


(4) 


Discussion Since the boundary conditions of the present problem are the same as those of the previous problem except 
that R a and R¡ are swapped, it turns out that the result is also identical except that the two radii are swapped. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-99 

Solution For modified Couette flow with two ¡inmiscible fluids we are to list the boundary conditions and then solve 
for both the velocity and pressure fields. Finally we are to plot the velocity profile across the channel. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Properties The density and viscosity of water at T= 80°C are 971.8 kg/m 3 and 0.355 x 10' 3 kg/(m-s) respectively. The 
density and viscosity of unused engine oil at T= 80°C are 852 kg/m 3 and 32.0 x 10' 3 kg/(m-s) respectively. 

Analysis (a) The velocity boundary conditions come from the no-slip condition at the walls: 


Boundary’ condition (1): 

and 

At z = 0, U\ = 0 

(1) 

Boundary’ condition (2): 

At z = h\ + h 2 , u 2 = V 

(2) 


At the interface we know that both the velocities and the shear stresses must match, 

Boundary’ condition (3): At z= h\, U\ = u 2 (3) 

and 

Boundary’ condition (4): At z = h u //, = p 2 (4) 

dz ~ dz 

The first pressure boundary condition comes from the known pressure on the bottom, 

Boundary’ condition (5): At z = 0, P = P 0 (5) 

The second pressure boundary condition comes from the fact that the pressure cannot have a discontinuity at the interface 
since we are ignoring surface tensión, 

Boundary’ condition (6): At z = h¡, P\ = P 2 (6) 


ib) We solve for the velocity field using the step-by-step procedure outlined in this chapter. Flowever, we leave out the 
details because the algebra is identical to that of simple Couette flow - the only difference is in the boundary conditions. 
For parallel, fully developed flow in the x direction, u is the only non-zero velocity component and it is a function ofz only. 
The jc momentum equations in the two fluids reduce to 


x momentum : 




(7) 


We intégrate both parts of Eq. 7 twice, introducing four constants of integration, 
Expressions for u: u¡ = CjZ + C 2 u 2 = C 3 z + C 4 (8) 

We apply the first four boundary conditions to find these constants, 

Boundary’ conditions (1) and (2): C 2 = 0 V = C 3 (/?, + h 2 ) + C 4 


and 


Boundary conditions (3) and (4): CA = C 3 /z, + C 4 p x C x = p 2 C 2 

After some algebra, we solve simultaneously for all the constants, 

F’V py 


c,= 


c 2 = o c 3 =- 


p 2 \ + p x h 2 " p 2 h x + pf 2 

And the velocity components of Eq. 8 become 


C 4 =V 


f PiK -pA a 


pA + pA. 


2 y 


p 2 V 


pA i +pAi 


(9) 


( 10 ) 


and 
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Chapter 9 Differential Analysis of Fluid Flow 


u V ~ i V 

' pA -pA ' 


l/V 2 ^ 1 r 

p 2 h j + p^h 2 

. pA +pA, 

1 1 \ r*\ \ Z 2 n i ) 

pA\ + pA v 


( 11 ) 


You should plug in the boundary conditions to verify that Eqs. 10 and 11 are correct. 

(c) We analyze the z momentum equation to find the pressure. Since w = 

0 everywhere, the only non-zero terms are the pressure and gravity terms. 

Thus we have 


z momentum'. 


= ~P 2 g 


dP. dP 1 
~dz ~ P ' 8 ~ck 

We intégrate Eqs. 12 to obtain 
Pressure'. P t = -p x gz + C 5 P 2 = -p 2 gz + C 6 


( 12 ) 


( 13 ) 


After applying boundary conditions (5) and (6) we obtain the final 
expressions for the two pressures. 


P\=P 0 -Pigz and P 2 = P 0 +(Pi + P 2 )gh , -P 2 gz 


(14) 


Again you can verify that the boundary conditions are satisfied by Eq. 
14. 



FIGURE 1 

The velocity profile for Couette flow with 
two immiscible liquids. 


(d) For the given fluid properties we plot the velocity profile in Fig. 1. 

Since the oil is so much more viscous than the water, the oil velocity is 
nearly constant (small slope) while the water velocity varíes rapidly 

(large slope). At the interface the viscosity times the slope must match, so this should not be surprising. 


Discussiott Both velocity profiles are linear. The pressure is simply hydrostatic since P is a function of z only. The oil 
must be on top since it is less dense than water. 
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Chapter 9 Differential Analysis of Fluid Flow 

9-100 

Solution We are to calcúlate u(r) for flow inside an inclined round pipe. 

Assumptions We number and list the assumptions for clarity: 

1 The pipe is infinitely long in the x direction. 

2 The flow is steady, i.e. any time derivative is zero. 

3 This is a parallel flow (the r component of velocity, u n is zero). 

4 The fluid is incompressible and Newtonian, and the flow is laminar. 

5 The pressure is constant everywhere except for hydrostatic pressure. 

6 The velocity field is axisymmetric with no swirl, implying that Ug= 0 and 
all derivatives with respect to 0 are zero. 


Analysis To obtain the velocity and pressure fields, we follow the step-by-step procedure outlined above. 

Step 1 Lay out the problem and the geometry. See the problem statement. 

Step 2 List assumptions and boundary conditions. We have already listed six assumptions. The first boundary condition 
comes from imposing the no slip condition at the pipe wall: (1) at r = R, V = 0 . The second boundary condition comes 
from the fact that the centerline of the pipe is an axis of symmetry: (2) at r = 0 , duldr = 0. 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in cylindrical coordinates, a 
modified versión of Eq. 9-62a, 


Continuity. 



Assumption 3 Assumption 6 


Equation 1 tells us that u is not a function of x. In other words, it doesn’t matter where we place our origin - the flow is 
the same at any x location. This can also be inferred directly from Assumption 1, which tells us that there is nothing 
special about any x location since the pipe is infinite in length - the flow is fully developed. Furthermore, since u is not 
a function of time (Assumption 2) or <9 (Assumption 6), we conclude that u is at most a function of r, 

Result of continuity. u = u (r ) only (2) 


We now simplify the x momentum equation as far as possible: 


x momentum: 

í 


\ 



or 

Result of x momentum : 


1 d ( du | _ -pg sin a 
r dr \ dr) p 


As in previous examples the material acceleration (entire left hand side of the x momentum equation) is zero, implying 
that fluid partióles are not accelerating at all in this flow field, and linearizing the Navier-Stokes equation. Also notice 
that we have replaced the partial derivative operators for the u derivatives with total derivative operators because of Eq. 
2 . 

You can show in similar fashion that every term in the r momentum equation and in the 6 momentum equation 
goes to zero. 

Step 4 Solve the differential equations. Continuity, r momentum, and 0 momentum have already been solved, and thus 
we are left with Eq. 3 (x momentum). After multiplying both sides by r, integrating, dividing by r, and integrating 
again. 
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Chapter 9 Differential Analysis of Fluid Flow 


. . , , . -/Tesina , 

Ar/a/ velocity component : m =---r‘ + C, ln r + C 2 (4) 

where C i and C 2 are constants of integration. 

Step 5 Apply boundary conditions from Step 2 above to obtain constants C\ and C 2 . We apply boundary condition (2) 
first: 

Boundary’ condition (2): — = 0 + — = 0 

dr 0 

Since Ci/0 is undefined ( 00 ), the only way for du/dr to equal zero at r = 0 is for C t to equal 0. An alternative way to 
think of this boundary condition is to say that u must remain finite at the centerline of the pipe. Again this is possible 
only if constant C\ is equal to 0. 

C, =0 


Now we apply the first boundary condition, 

Boundary’ condition (1): 

-pg sin a 


u = - 


4/7 


-r 2 + o+c 2 =0 


or 


C 2 = 


pg sin a r1 
4/7 


Finally, Eq. 4 becomes 
Final residí for axial velocity. 


u _ pgsma_t R 2 
4/7 V 



( 5 ) 


The axial velocity profile is thus in the shape of a paraboloid, just as in Example 9-18. 

Step 6 Verify the results. You can plug in the velocity field to verify that all the differential equations and boundary 
conditions are satisfied. 


The volume flow rate through the pipe is found by integrating Eq. 5 through the whole cross-sectional area of the pipe, 
Volume flow r ate : _ 

( 6 ) 


H 

n 

^=0 J 

f I 

4^ J 

L„(^ 2 r ) rdr g// PS* ma 


Since volume flow rate is also equal to the average axial velocity times cross-sectional area, we can easily determine the 
average axial velocity, V: 


Average axial velocity. 



ttR 4 
8/7 


pg sin a 


ttR 2 


R 2 

—pgsma 

8/7 


( 7 ) 


Discussion There is no such thing as an “inviscid” fluid. For example, if /7were zero in this problem, the axial velocity, 
volume flow rate, and average velocity would all go to infinity since p appears in the denominator of Eqs. 5 through 7. 
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Chapter 9 Differential Analysis of Fluid Flow 


Review Problems 


9-101C 

Solution We are to discuss the connection(s) between the incompressible flow approximation and the constant 
temperature approximation. 

Analysis For an incompressible flow, the density is assumed to be constant. In addition, the incompressible flow 
approximation usually implies that all fluid properties (viscosity, thermal conductivity, etc.) are constant as well. These 
assumptions go hand in hand because a flow with constant density implies a flow with little or no temperature changes and 
no buoyancy effects. Since viscosity is a strong function of temperature but generally a weak function of pressure, the 
fluid’s viscosity is approximately constant whenever temperature is constant. When dealing with incompressible fluid 
flows, pressure variable P is interpreted as the mechanical pressure P,„, and we don’t need an equation of State. In effect, the 
equation of State is replaced by the assumption of constant density and constant temperature. 

Discussion Mechanical pressure P m is determined by the flow field, not by thermodynamics. 


9-102C 

Solution We are to ñame each equation, and then discuss its restrictions and its physical meaning. 

Analysis ( a ) This is the continuity equation. The form given here is valid for any fluid. It describes conservation of 
mass in a fluid flow. 

(b) This is Cauchy’s equation. The form given here is valid for any fluid. It describes conservation of linear momentum in 
a fluid flow. 

(c) This is the Navier-Stokes equation. The form given here is valid for a specific type of fluid, namely an incompressible 
Newtonian fluid. The equation describes conservation of linear momentum in a fluid flow. 

Discussion It is important that you be able to recognize these notable equations of fluid mechanics. 


9-103C 

Solution We are to list the six steps used to solve fluid flow problem with the continuity and Navier-Stokes 
equations, for the case in which the fluid is incompressible and has constant properties. 

Analysis The steps are listed below: 

Step 1 Lay out the problem and the geometry. Identify all relevant dimensions and parameters. 

Step 2 List all appropriate assumptions, approximations, simpliílcations, and boundary conditions. 

Step 3 Write out and simplify the differential equations (continuity and the required components of Navier- 
Stokes) as much as possible. 

Step 4 Solve (intégrate) the differential equations. This leads to one or more constants of integration. 

Step 5 Apply boundary conditions to obtain valúes for the constants of integration. 

Step 6 Verify the results by checking that the flow field meets all the speeifications and boundary conditions. 

Discussion These steps are not always followed in the same order. For example, in CFD applications the boundary 
conditions are applied befare the equations are integrated. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-104C 

Solution 

(a) True: The unknowns for an incompressible flow problem with constant fluid properties are pressure and the three 
components of velocity. Density and viscosity are constants and are therefore not unknowns. 

(h) False: The unknowns for a compressible flow problem are pressure, the three components of velocity, and the density. 
However, density is a thermodynamic function of pressure and temperature. Henee, temperature appears as an 
additional unknown, as does some kind of equation of State. In summary, there are actually at least 6 unknowns (P, u, 
v, w, p, and T). We therefore need 6 equations (continuity, 3 components of Navier-Stokes, equation of State, and 
energy). In addition, fluid properties such as viscosity may change as well, and we need either more equations or some 
kind of look-up table for these properties. 

(c) False: Cauchy’s equation contains additional unknowns - the components of the stress tensor, which must be written 
in terms of the velocity and pressure fields through some kind of constitutive equation. 

(d) True: For an incompressible flow problem involving a Newtonian fluid, there are only 4 unknowns (P, u, v, and vi'). 
We therefore need only 4 equations (continuity and 3 components of Navier-Stokes). 


9-105C 

Solution We are to discuss the relationship between volumetric strain rate and the continuity equation. 

Analysis Volumetric strain rate is defined as the rate of increase of volume of a fluid element per unit volume. In a 
compressible flow field, the volume of a fluid particle may increase or decrease as it moves along in the flow, but its mass 
must remain constant. (This is a fundamental statement of conservation of mass of a system, since the fluid particle can be 
thought of as an infinitesimal system.) Mathematically it turns out that volumetric strain rate is the sum of the three 
normal strain rates, and is identieally zero for incompressible flow (density cannot change, and henee volume cannot 
change). The continuity equation is based on the same fundamental principie of mass conservation. It is a differential form 
of the equation of conservation of mass. Its incompressible form also shows that the sum of the three normal strain rates 
must be zero. On the other hand, if the density is not constant, the sum of the three normal strain rates is not zero, but is still 
equal to the volumetric strain rate, which is also non-zero. 

Discussioit Volumetric strain rate is derived and discussed in Chap. 4 as a kinematic property. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-106 

Solution For a given geometry and set of boundary conditions, we are to calcúlate the velocity and pressure fields, 
and plot the velocity profile. 


Assumptions The assumptions are identical to those of Example 9-17. 
We do not list them here. 

Analysis We obtain the velocity and pressure fields by following 
the step-by-step procedure for differential fluid flow Solutions. Everything 
is identical to Example 9-17 except for the boundary condition at the wall. 
Boundary condition (1), the no-slip condition, becomes: at x = 0, u = v = 
0 . w = V. Steps 1 through 4 are otherwise identical, and the result is 

pg 2 

Result of integration of z momentum: w = -^-x +C,x + C, (l) 

We continué, beginning with Step 5: 

Step 5 We apply boundary conditions (1) and (2) from Step 2 to obtain 
constants C\ and C 2 , 

Boundary’ condition (1): w = 0 + 0 + C 2 =V C 2 =V 

and 



Boundary’ condition (2): 


dw 2 

dx ) x=h 


= P ^h + C l =0 
P 


pgh 

F 


Finally, Eq. 1 becomes 


Result: 

iv - Pg x 2 Pg hx + V- PgX (x 2h)+V 


2 p p 2 p 


FIGURE 1 

Velocity profiles for an oil film falling down 
a moving vertical wall. For all three 
Reynolds numbers, Fr = 0.5. 


Since x < h in the film, the First term in Eq. 2 is negative, but the second term is positive. Depending on the relative 
magnitude of the terms, part or all of the vertical velocity may be positive. The pressure field is still P = P Mm 
everywhere. 

Step 6 Verify the results. You can plug in the velocity field to verify that all the differential equations and boundary 
conditions are satisfied. 


We nondimensionalize Eq. 2 by inspection: we let x* = xlh and w* = wpl(pghr). Eq. 2 becomes 


Nondimensional velocity profile : 



Vp 

pgh 2 


( 3 ) 


We verify by inspection that when V= 0, Eq. 3 reduces to the velocity profile of Example 9-17. After some algebra we see 
that Eq. 3 can be re-written as 

x ^ Fr" 

Final nondimensional velocity profile: w* = — (x * -2) H-(4) 


where Fraude number Fr = V / y[gh and Reynolds number Re = pVh/p. We plot the nondimensional velocity field in Fig. 1 
for Fr = 0.5 and Re = 0.5, 1.0, and 5.0. 


Discussion Notice that the velocity profile has zero slope at the free surface regardless of the valúes of Fr and Re. For 
large enough V. the net mass flow rate is upward rather than downward. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-107 

Solution We are to calcúlate the volume flow rate per unit width of oil falling down a moving vertical wall, and then 
calcúlate the wall speed such that the net volume flow rate of oil is zero. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The wall is infinitely wide and very long so that all of 
the parallel flow, fully developed approximations of the previous problem hold. 


Analysis We calcúlate the volume flow rate per unit width by integration of the velocity: 
Volume flow rate per unit depth : 


v_ 

L 


rh 

r h 

wdx = 

Jo 

Jo 


Pgx 

2 p 


(x-2 h) + V 


dx = 

n- p¡¡h ‘ 


3 F 


The volume flow rate is zero when the two terms in Eq. 1 cancel. 


Zero volume flow rate : 


V o a h 

— = 0 when Vh = or 

L 3 p 


V = 


pgh 2 


3p 


For an oil film of thickness 5.0 mm with p = 888 kg/m 3 and fi= 0.80 kg/(m-s), we 


Result for V: V = 


pg h 2 (888 kg/m 3 )(9.81 m/s 2 )(0.005 m) 2 


3 F 


3(0.80 kg/m-s) 


= 0.091 m/s 


(1) 

( 2 ) 

calcúlate V using Eq. 2, 

( 3 ) 


Discussion For any V greater than the valué calculated in Eq. 3, the net oil flow is up, while for V less than this valué, 
the net oil flow is down. Since viscosity is in the denominator of Eq. 2, a low viscosity liquid (like water) would require a 
very large vertical velocity in order to achieve a net upward flow of the liquid. 


9-108 

Solution We are to define a tp that satisfies the continuity equation, and increases in the positive z direction when the 
flow is from right to left in the x-z plañe. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-z plañe. 


Analysis We propose the following stream function, 
Stream function: 


u = - 


dtp 

dz 


w = 


dtp 

dx 


We verify that the continuity equation is satisfied by Eq. 1, 
Steady, incompressible, 2-D continuity equation: 


du dw 
— + — = 0 
3x dz^ 

ay ay 

dxdz dzdx 


( 1 ) 


( 2 ) 


The only restriction is that tp must be a smooth function of x and z. We check if we picked the proper signs by examining 
freestream flow from right to left in the x-z plañe: 

Freestream flow : u = -U w = 0 tp = Uz + C (3) 

where U is a positive constant and C is an arbitrary constant. Thus we verify that as z increases, ((/increases, and the flow is 
from right to left as desired. 


Discussion If we had defined tp with the opposite signs of Eq. 1, the flow would be from left to right as (//increases. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-109 

Solution We are to determine a relationship between constants a, b, c, d, and e that ensures incompressibility, and we 
are to determine the primary dimensions of each constant. 


Assumpiions 1 The flow is steady. 2 The flow is incompressible (under certain restraints to be determined). 


Analysis 


We plug the velocity components into the incompressible continuity equation, 


Condition for incompressibility. 


du dv dw 

— + — + — =0 

dx . j dy> dz^ 

az 2 cxz 3dz 2 +2 exz 


az 2 + cxz + Idz" + 2 exz = 0 


(1) 


To guarantee incompressibility, the above equation must be satisfied everywhere. We equate similar terms to obtain the 
following relationships: 


Conditions for incompressibility : 


a = -3 d c = —2e 


( 2 ) 


The units are found by observing that each component of the velocity field must be dimensionally homogeneous - 
each term must have dimensions of velocity. We examine each term: 



{by}={Z>xL} = 

{cxyz} = {ex L 3 } = jyj 
{é/z 3 } = {é/xL 3 } = {“"} 
{exz 2 } = {e x L 5 } = 1 



Discussion If Eq. 2 were not satisfied, the given velocity field might still represent a valid flow field, but density would 
have to vary with location in the flow field - in other words the flow would be compressible. 


9-74 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www:elsoiucionario.nét 3 
















Chapter 9 Differential Analysis of Fluid Flow 


9-110 

Solution We are to simplify the incompressible Navier-Stokes equation for the case of rigid body motion with 
arbitrary acceleration. 

Analysis We begin with the vector form of the incompressible Navier-Stokes equation, 

Incompressible Navier-Stokes equation: p^— = -S7P + pg + u'V 2 V (1) 

Dt 


In rigid body motion, V is not zero, but since the liqnid moves as a solid body there is no relative motion between fluid 
partióles. Thus the viscous term in Eq. 1 disappears. (Fluid partióles do not rub against each other or shear against each 
other in any way, so the viscous term must vanish.) The material acceleration term DV/Dt is the acceleration following a 
fluid partióle; henee it is identical to the imposed acceleration a . Finally, g = —gk . Thus Eq. 1 reduces to 


Equation for rigid body acceleration: 


VP + pgk = -pa 


( 2 ) 


Discussion You can verify that Eq. 2 agrees with the rigid body acceleration equation of Chap. 3. 


9-111 


Solution 

We are to 

Analysis 

We begin 


Incompressible Navier-Stokes equation: p^— = -VP + pg + uS/ 2 V (1) 

Dt 


In hydrostatics, V = 0 everywhere (no flow). Thus the First and last terms in Eq. 1 disappear. In addition, g = -gk . Thus 
Eq. 1 reduces to 


Hydrostatics equation: 


VP ~ -pgk 


( 2 ) 


Discussion We verify from Eq. 2 that pressure does not change horizontally, but increases downward. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-112 

Solution We are to specify boundary conditions in terms of stream function. 

Assumptions 1 The flow is steady. 2 The flow is incompressible 3 The flow is two-dimensional. 


Analysis (a) For 2-D incompressible flow the difference in the valué of the stream function between two streamlines 
is equal to the volume flow rate per unit width between the two streamlines. Since the entire flow is confined between the 
lower and upper channel walls, we know that stream function <// must be constant along the upper wall. We calcúlate i//on 
the upper channel wall as follows: 


from which 


^/jpper- 


V _ 1 V _ 1 / \ 

~lfÍV~~lfW~~Íf^ uppa ¥x °™> 


( 1 ) 


yt upper = í^iower + H / = 0 + (0T2 m)(18.5 m/s) = 2.22 m 2 /s (2) 


(¿>) Since the inlet flow is uniform, (// must increase linearly from t//| owcr to (// up p Cr along the left edge of the computational 
domain. In equation form, 


Wsfi- 






H, 


-y = 


2.22 m 2 /s 

0.12 m 


(18.5 m/s) j 


( 3 ) 


We notice that Eq. 3 could have been obtained directly from u = V¡ = dy/ldy. 

(c) We have some options for the right edge of the computational domain. If that boundary is far enough away that it does 
not adversely affect the flow near the sudden contraction, we might specify a uniform velocity distribution along the right 
edge, similar to Eq. 3 above, but with a higher velocity determined by conservation of mass, 


Average outlet speed : 


^=^ = (18-5 m/s) 
ti. 


0.12 m 
0.046 m 


= 48.26 m/s 


In other words, we would specify 


triste =(48.26 m/s) 7 


( 4 ) 


Eq. 4 is not a very good boundary condition because we know that viscous effects will surely slow down the flow near the 
walls - the velocity profile at the outlet will not be uniform. 

A much better boundary condition (if the code permits it) is to specify that i// not change with x along the right 
edge of the domain. Mathematically, we would specify 


(¿Zight- 


¿Vrigta 

dx 


( 5 ) 


You can see from the definition of (//that Eq. 5 is identical to forcing velocity component v to be zero at the outlet. In 
other words, we specify that the flow at the outlet is parallel. 

A third option would be to lócate the right edge very far downstream so that the flow there is fully developed 
channel flow, for which we can specify the stream function as a ñmction of y along the edge. (// can be obtained from 
Problem 9-43. 


Discussion CFD and boundary conditions are discussed in detail in Chap. 15. 
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9-113 

Solution 


Chapter 9 Differential Analysis of Fluid Flow 


For each equation we are to tell whether it is linear or nonlinear and explain. 
Analysis (a) The incompressible continuity equation is 
The incompressible continuity equation'. V • V = 0 

This equation is linear. There are no nonlinear terms. 

{ti) The compressible continuity equation is 

The compressible continuity equation : 


( 1 ) 


^Uv-(/>k) = o 


dt 


( 2 ) 


This equation is nonlinear. The second term has a product of two variables, p and V - this is what makes the equation 
nonlinear. 

(c) The incompressible Navier-Stokes equation is 

The incompressible Navier-Stokes equation'. p^— = -VP + pg + pS/ 2 V (3) 


This equation is nonlinear. The material acceleration term on the left can be written as 


The incompressible Navier-Stokes equation : 


DV 

Dt 


+ (f.v)f 

Unsteady or local part Advective (or convectivc) part 


( 4 ) 


The advective part of Eq. 4 contains producís of variable V and derivatives of variable V - this is what makes the 
equation nonlinear. 

Discussioit Density is treated as a constant in Eq. 3, and does not affect the nonlinearity of the equation. For 
compressible flow however, variable density causes the nonlinearity. 


9-114 

Solution We are to sketch some streamlines for boundary layer flow. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis We can offer only quantitative sketches of the streamlines. Since there is no flow reversal, we can be sure 
that is not a streamline. In fact, streamlines must cross cfr). Furthermore, at any giveny location above the píate the 
fluid speed decreases as the boundary layer grows downstream. Henee, the streamlines must diverge. The bottom line is 
that the streamlines veer slightly upward away from the wall to compénsate for the loss of speed in the boundary layer. 
Streamlines are sketched in Fig. 1. 

FIGURE 1 

Streamlines above and within a fíat 
píate boundary layer; since streamlines 
cross the curve d(x), $bc) cannot itself 
be a streamline of the flow. 

Furthermore, streamlines within the 
boundary layer veer up because of 
decreasing speeds within the boundary 
layer. 

Discussioit As the boundary layer grows in thickness, more and more streamlines end up inside the boundary layer. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-115E 

Solution For a given axial velocity component in an axisymmetric flow field, we are to valídate the incompressible 
approximation, generate the radial velocity component, generate an expression for the stream function, and then plot some 
streamlines and design the shape of the contraction. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is axisymmetric implying that Ug = 0 and 
there is no variation in the #direction. 


Properties At room temperature and pressure, the speed of sound in air is about 1130 ft/s. 

Analysis ( a ) The máximum speed occurs in the test section, where the Mach number is 


Mach number. 



120 — 


0.106 


(1) 


s 

Since Ma is much less than 0.3, the incompressible flow approximation is reasonable. 
{ti) Between z = 0 and z = L, the axial velocity component is given by 


Axial velocity’ component. 


( 2 ) 


We use the incompressible continuity equation in cylindrical coordinates, simplified as follows for axisymmetric flow, 

1 d(ru ) 3(V) 

Incompressible axisymmetric continuity equation: -- h-— = 0 

r dr dz 


After rearranging, 


d(ru r ) _ 8(u z ) 


dr 


dz 


(3) 


We intégrate Eq. 3 with respect to r. 


r ~ u zs> , f( \ 

™r =-V-7- + f( z ) 


(4) 


Notice that since we performed a partial integration with respect to r, we add a function of the other variable z rather than 
simply a constant of integration. We divide all terms in Eq. 4 by r and recognize that the term with fiz) will go to infinity at 
the centerline of the contraction (r = 0) unlcss /(z) = 0. Our final expression for u, is thus 


Radial velocity component: 


r u zx ~ u zfl 

2 L 


(5) 


(c) The algebra for generating the stream function is identical to that of Problem 9-61 except for a change in notation. The 
result is thus 
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Chapter 9 Differential Analysis of Fluid Flow 


Stream function : 


w = - 


U z¿ U z,0 

« 2 ,o +-7- Z 


+ constant 


The constant can be anything. We set it to zero for simplicity. 


( 6 ) 


(i d) First we calcúlate the axial speed at the entrance to the contraction. 
By conservation of mass, 


U z,oÁ> U z,L^L 


or 


xD 0 2 

4 


= u 





from which 


D, 


U z.O = 11 zí “77T = 120 T x "/ , „ ,.n2 


s 


(5.0 ft) 



We solve Eq. 6 for r as a function of z and plot several streamlines in 
Fig. 1, 


Streamlines'. r = + 


At the entrance of the contraction (z = 0), the wall is at r = DJ2 = 
2.5 ft. Eq. 6 yields ^ wa ii = 33.75 ft 3 /s for the streamline that passes 
through this point. This streamline thus represents the shape of the 
nozzle wall, and we have designed the nozzle shape. 


2i¡/ 


U z¿ U z, o 

U, „ +-;-Z 


(7) 


Discussion Since the boundary layers along the walls of the 
contraction are very small, the assumption about negligible friction 
effects is reasonable. This contraction shape should deliver the desired 
axial flow speed quite nicely. 



FIGURE 1 

Streamlines for flow through an 
axisymmetric wind tunnel contraction. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-116 

Solution We are to determine the primary dimensions of y/. nondimensionalize Eq. 1, and then plot several 
nondimensional streamlines for this flow field. 


Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y or /--Aplane. 


Analysis 

(i a ) There are several ways to calcúlate the primary dimensions of y/. First, from Eq. 1 we see that 


Dimensions of stream function: 


w=- 

V 

2 kL 

í L 3 t' 

“i L 

Ht} 


( 2 ) 


We could also use the definition of y/. Since velocities are obtained by 
spatial derivatives of y/, y/ must have an additional length dimensión in 
the numerator compared to the dimensions of velocity. This reasoning 
also yields {y/} = {L 2 /t}. 

(b) The nondimensional form of the stream function is straightforward. 
Eq. 1 becomes 


Nondimensional stream function: 


y/* = — arctan 


sin 26 


eos 26 + 


7*T 


(3) 


(c) We solve Eq. 3 for r*, 

Equation for nondimensional streamlines: 


r* = ± 


tan {-y/*) 


I sin 26 -eos2# tan (-(//■*) 


(4) 


We pick the positive root to avoid negative radii. We plot several 
streamlines in the desired range in Fig. 1. The range of <//* is 0 on the 
positive x axis to -;ron the positive y axis to -2;ron the negative x axis. 



Nondimensional streamlines for flow into a 
vacuum cleaner attachment; y/* is 
incremented uniformly from 2 ;r (negative x 
axis) to 0 (positive x axis). 


Discussion The point (x = 0, y = b ) is a singularity point with infinite velocity. 


9-117 

Solution We are to write Poisson’s equation in standard form and discuss its similarities and differences compared to 
Laplace’s equation. 


Analysis Poisson’s equation in standard form is 
Poisson ’s equation: 


vV = « 


(1) 


where <j) is a dependent variable that is a function of space, V 2 is the Laplacian operator, and s is the right hand side of the 
equation, which may be a function of space, but cannot be a function of i/) itself. Poisson’s equation is similar to Laplace’s 
equation in that the left hand sides are identical. The difference is that Poisson’s equation has a non-zero right hand side 
whereas the right hand side of Laplace’s equation is zero. Note: Poisson’s equation reduces to Laplace’s equation if.v = 0. 


Discussion We discuss Poisson’s equation briefly in this chapter in relation to pressure correction algorithms used by 
CFD codes. 
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Chapter 9 Differential Analysis of Fluid Flow 


9-118 

Solution We are to analyze this problem three ways: with the control volume technique, with the differential 
technique, and with dimensional analysis, and we are to compare the results. 

Assumptions 1 The flow is steady. 2 The flow is axisymmetric, incompressible, Newtonian, laminar, parallel, and fully 
developed ( u = u(r) only). 

Analysis (a ) We use the head form of the energy equation from point 1 to point 2. Since there are no pumps, turbines, 
or minor losses the energy equation reduces to 

p V 2 p vf 

Energy equation: —— + a¡ + z, = —— + a? _JL_ + z 2 + h f (1) 

pg 2 g pg - 2g 

The pressure terms cancel since P\ = P 2 = Ptm- The velocity terms cancel since the flow is fully developed. Upon 
substitution of the major head loss equation we have 

L V 2 

Reduced energy’equation'. Az = z l —z 2 =h f = f - (2) 

D 2g 

But for fully developed laminar pipe flow we know from Chap. 6 that the Darcy friction factor f= 64/Re. Thus Eq. 2 
becomes 


_ 64 Z, F 2 _ 64// L V 
Re D 2 g pVD D 2 g 


from which we can solve for average velocity V through the pipe, 


Vfrom control volume analysis : 


pgD 2 Az 
32 ,pL 


32 pLV 
pD 2 g 


( 3 ) 


( b ) An exact analysis of this flow was performed in Problem 9-100. We refer to the solution of that problem and do not 
show the details here. The average velocity through the pipe was found to be 

R 2 

V = —— pg sin a 

8 p 


But R = DI 2, and from the figure provided in the problem statement we see that sina = A z/L. Thus, our result is 


Vfrom differential analysis : 


pgD 2 Az 
32 ,pL 


( 4 ) 


The agreement with the result of Part (o) is exact. 


(c) Finally we perform a dimensional analysis. We leave out the details, providing only a summary here; this is a good 
review of the material of Chap. 7. There are 7 parameters in the problem: Fas a function of p, g, D , Az, p, and L. There are 
three primary dimensions represented in the problem, namely m, L, and t. Thus we expect 7-3 = 4 lis. We choose three 
repeating variables, p, g, and D. The lis are 


Dimensionless parameters : 


n, = 


F 


JgD 


n,= 


pD^gD 


P 



n 4 


L 

D 


The first TI is a Froude number and the second TI is a Reynolds number. The dimensionless relationship is 
Result of dimensional analysis: 


V 


sfgD 


= f 


P D s[gD Az L 


p D D 


( 5 ) 


To put the lis of Eq. 5 into the form of Eq. 4 we do the following: 
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Chapter 9 Differential Analysis of Fluid Flow 


„ , ^ TETE V pDJgD Az D 

Relationship between Us: n, =— £ —- —> . = ---—> 

32n 4 32 p D L 

Thus we see that dimensional analysis is indeed consistent with the exact solution. Of course, we could not know the 
relationship of Eq. 6 by dimensional reasoning alone. 

Discussion The agreement between Parts (o), (b), and (c) is satisfying and emphasizes three different approaches to the 
same engineering problem. 


pgD 2 Áz 
32 pL 


9-119 

Solution We are to analyze this problem two ways: with the exact (differential) technique, and with dimensional 
analysis, and we are to compare the results. 


Assumptions 1 The flow is steady. 2 The flow is incompressible, Newtonian, laminar, parallel, and ñilly developed (u = 
u(y) only, where x is in the direction of motion and y is normal to the direction of motion). 3 We ignore aerodynamic drag 
on the block. 

Analysis (a) We draw a free-body diagram of the block in Fig. 1 and sum all the 
forces acting on it. There are only two forces in the x direction: the x component of 
weight Wsina and the forcé tA due to viscous shear at the bottom surface of the block. 

Since the block slides at constant speed, these two forces must balance. 


Forcé balance : 


W sin a = tA = 


pVA 


( 1 ) 


where we have used the exact analytical expression for the shear stress for Couette 
flow, namely r= pídu/dy) = pV/h. Solving for h. 


Exact solution for h: 


h = 


pVA 


W sin a 



( 2 ) 


Free-body diagram of the 
block. 


ib) We perform a dimensional analysis leaving out many of the details. There are 6 parameters in the problem: h as a 
íunction of V, A, W, a, and p. There are three primary dimensions represented in the problem, namely m, L, and t. Thus we 
expect 6-3 = 3 Tls. We choose three repeating variables, V. A, and W. The fls are 


Dimensionless parameters : 

The dimensionless relationship is 



n 2 


pVyfA 

w 


n 3 = a 


Result of dimensional analysis: 


— = / 


pVyfA 


w 


-,a 


To put the Tls of Eq. 3 into the form of Eq. 2 we do the following: 

TE h pV VI 


Relationship between Fls: 


n, = 


sinfl. 




VI w si 


—> 


sin a 


h = 


pVA 


W sin a 


( 3 ) 


( 4 ) 


Thus we see that dimensional analysis is indeed consistent with the exact solution. Of course, we could not know the 
relationship of Eq. 4 by dimensional reasoning alone. 


Discussion The agreement between Parts (o) and ( b ) is satisfying and emphasizes two different approaches to the same 
engineering problem. 


9-82 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F wwviEelsoiucionario.nef 


























Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


General and Introductory Problems, Modified Pressure, Fluid Statics 


10-1C 

Solution We are to discuss the difference between an “exact” solution and an approximate solution of the Navier- 
Stokes equation. 

Analysis In an “exact” solution, we begin with the full Navier-Stokes equation. As we solve the problem, some 
terms may drop out due to the specified geometry or other simplifying assumptions in the problem. In an approximate 
solution, we elimínate some terms in the Navier-Stokes equation right from the start. In other words, we begin with a 
reduced or simplified approximate form of the equation. 

Discussioit The approximations are based on the class of flow problem and/or the región in which such approximations 
are appropriate (e.g. irrotational, boundary layer, etc.). 


10-2C 

Solution We are to label regions in a flow field where certain approximations are likely to be appropriate. 


Assumptions 1 The flow is incompressible. 2 The flow is steady in the 
mean (we ignore the unsteady flow field cióse to the rotating blades). 

Analysis A boundary layer grows along the floor, both upstream 
and downstream of the fan. The flow upstream of the fan is largely 
irrotational except very cióse to the floor. The air is nearly static far 
upstream and far above the fan. Downstream of the fan, the flow is most 
likely swirling and turbulent, and none of the approximations are expected 
to be appropriate there. In other words, the full Navier-Stokes equation 
must be solved in that región. We sketch all these regions in Fig. 1. 


Discussioit The regions sketched in Fig. 1 are not well defined, ñor 
are they necessarily to scale. 


Static 

✓ X 

<» S 

/' 

! Irrotational ' 


Static 


1 i- 

> 

í Full Navier- 

V - 

3 — Stokes 




Boundary layer 


FIGURE 1 

Regions of appropriate approximations for 
the flow produced by a box fan sitting on the 
floor of a large room. 


10-3C 

Solution We are to discuss the role of nondimensionalization of the Navier-Stokes equations. 

Analysis When we properly nondimensionalize the Navier-Stokes equation, all the terms are re-written in the 
form of some nondimensional parameter times a quantity of order unity. Thus, we can simply compare the orders of 
magnitude of the nondimensional parameters to see which terms (if any) can be ignored because they are very small 
compared to other terms. For example, if the Strouhal number is much smaller than the Euler number, we can ignore the 
term that contains the Strouhal number, but must retain the term that contains the Euler number. 

Discussioit This method works only if the characteristic scales of the problem (length, speed, frequency, etc.) are 
chosen properly. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-4C 

Solution We are to discuss the most significant danger that arises with an approximate solution, and we are to come 
up with an example. 

Analysis The danger of an approximate solution of the Navier-Stokes equation is this: If the approximation is not 
appropriate to begin with, our solution will be incorrect - even if we perform all the mathematics correctly. There are 
many examples. For instance, we may assume that a boundary layer exists in a región of flow. However, if the Reynolds 
number is not large enough, the boundary layer is too thick and the boundary layer approximations break down. Another 
example is that we may assume a fluid statics región, when in reality there are swirling eddies in that región. The unsteady 
motion of the eddies makes the problem unsteady and dynamic - the approximation of fluid statics would be inappropriate. 

Discussioit When you make an approximation and solve the problem, it is best to go back and verify that the 
approximation is appropriate. 


10-5C 

Solution We are to discuss the criteria used to determine whether an approximation of the Navier-Stokes equation is 
appropriate or not 

Analysis We determine if an approximation is appropriate by comparing the orders of magnitude of the various 
terms in the equations of motion. If the neglected terms are negligibly small compared to other terms, then the 
approximation is appropriate. If not, then it is not appropriate to neglect those terms. 

Discussioit It is important that the proper scales be used for the nondimensionalization of the equation. Otherwise, the 
order of magnitude analysis may be incorrect. 


10-6C 

Solution We are to discuss the physical significance of the four nondimensional parameters in the 
nondimensionalized incompressible Navier-Stokes equation. 

Analysis The four parameters are discussed individually below: 

■ Strouhal number: St is the ratio of some characteristic flow time to some period of oscillation. If St « 1, the 
oscillation period is very large compared to the characteristic flow time, and the problem is quasi-steady; the 
unsteady term in the Navier-Stokes equation may be ignored. If St » 1, the oscillation period is very short 
compared to the characteristic flow time, and the unsteadiness dominates the problem; the unsteady term must 
remain. 

■ Euler number: Eu is the ratio of a characteristic pressure difference to a characteristic pressure due to fluid 
inertia. If Eu « 1, pressure gradients are very small compared to inertial pressure, and the pressure term can be 
neglected in the Navier-Stokes equation. If Eu » 1, the pressure term is very large compared to the inertial term, 
and must remain in the equation. 

■ Froude number: Fr is the ratio of inertial forces to gravitational forces. Note that Fr appears in the denominator 
of the nondimensionalized Navier-Stokes equation. If Fr « 1, gravitational forces are very large compared to 
inertial forces, and the gravity term must remain in the Navier-Stokes equation. If Fr » 1, gravitational forces are 
negligible compared to inertial forces, and the gravity term in the Navier-Stokes equation can be ignored. 

■ Reynolds number: Re is the ratio of inertial forces to viscous forces. Note that Re appears in the denominator of 
the nondimensionalized Navier-Stokes equation. If Re « 1, viscous forces are very large compared to inertial 
forces, and the viscous tenn must remain. (In fací, it may domínate the other tenns, as in creeping flow). If Re » 
1, viscous forces are negligible compared to inertial forces, and the viscous term in the Navier-Stokes equation can 
be ignored. Note that this applies only to regions outside of boundary layers, because the characteristic length scale 
for a boundary layer is generally much smaller than that for the overall flow. 

Discussioit You must keep in mind that the approximations discussed here are appropriate only in certain regions of the 
flow field. In other regions of the same flow field, different approximations may apply. 
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10-7C 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to discuss the criterion for using modified pressure. 

Analysis Modified pressure can be used only when there are no free surface effects in the problem. 

Discussioit Modified pressure is simply a combination of thermodynamic pressure and hydrostatic pressure. It turns out 
that if there are no free surface effects, the hydrostatic pressure component is independent of the flow pressure component, 
and these two can be separated. 


10-8C 

Solution We are to discuss which nondimensional parameter is eliminated by use of the modified pressure. 

Analysis Modified pressure effectively combines the effects of actual pressure and gravity. In the 

nondimensionalized Navier-Stokes equation in terms of modified pressure, the Froude number disappears. The reason 
Froude number is eliminated is because the gravity term is eliminated from the equation. 

Discussioit Keep in mind that we can employ modified pressure only for flows without free surface effects. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-9 

Solution We are to plug the given scales for this flow problem into the nondimensionalized Navier-Stokes equation 
to show that only two terms remain in the región consisting of most of the tank. 


Assumptions 1 The flow is incompressible. 2 d « D. 3 D is of the same order of magnitude as H. 

Analysis The characteristic frequency is taken as the inverse of the characteristic time,/= l/¿ (lrain . The Strouhal 
number is thus 


Strouhal number. 


St = — = 
V 


H 


hriJ 


(1) 


St is of order of magnitude 1 since the order of magnitude of /,iraní is H/V. The Euler number is 


Eider number. 


P -P 
Eu = - 0 00 


PgH 
pV 1 pV 2 


V; 


jet 


v 


D 4 

' ~TT ( 2 ) 


where we have used the order of magnitude estímate that V jct ~ y jgH . We have also used conservation of mass, namely 
Tjet d 2 = V tmk D 2 . Similarly, the Froude number is 


Fronde number. 


V _V_ df_ 


( 3 ) 


Finally, the Reynolds number is 


Reynolds number: 


Re= pVH~pVD 
M P 


pVy*D v 

P Vjet 



( 4 ) 


We plug Eqs. 1 through 4 into the nondimensionalized incompressible Navier-Stokes equation and compare orders of 
magnitude of each term, 


Nondimensionalized incompressible Navier-Stokes equation: 

1 


[s<]—+ 

L J dt* 


(f*-V*)f* = -[Eu] 


v* P*+ 


Fr 


g' 


Re 


V* 2 V* 


( 5 ) 


Clearly, the First two terms (the unsteady and inertial terms) in Eq. 5 are negligible compared to the second two terms (the 
pressure and gravity terms) since D » d. The last term (the viscous term) is a little trickier. We know that if the flow 
remains laminar, the order of magnitude of Rc JC[ is at most 10 ’. Thus, in order for the viscous term to be of the same order 
of magnitude as the inertial term, d 2 /D 2 must be of order of magnitude 10' 3 . Thus, provided that these criteria are met, the 
only two remaining terms in the Navier-Stokes equation are the pressure and gravity terms. The final dimensional form of 
the equation is the same as that of fluid statics, 

Incompressible Navier-Stokes equation for fluid statics: VP = pg ( 6 ) 


The criteria for Carrie’s approximation to be appropriate depends on the desired precisión. For 1% error, D must be 
at least 10 times greater than d to ignore the unsteady term and the inertial term. The viscous term, however, depends on the 
valué of Re jcl . To be safe, Carrie should assume the highest possible valué of Rej e t, for which we know from the above order 
of magnitude estimates that D must be at least 10 3 2 times greater than d. 


Discussion We cannot use the modified pressure in this problem since there is a free surface. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-10 

Solution We are to sketch the profile of modified pressure and 
shade in the región representing hydrostatic pressure. 

Assumptions 1 The flow is incompressible. 2 The flow is fully 
developed. 3 Gravity acts vertically downward. 4 There are no free 
surface effects in this flow field. 

Analysis By definition, modified pressure F = P + pgz. So we add 
hydrostatic pressure component pgz to the given profile for P to obtain 
the profile for P'. Recall from Example 9-16, that for the case in which 
gravity does not act in the x-z plañe, the pressure would be constant along 
any slice x = x¡. Thus we infer that here (with gravity), the linear increase 
in P as we move down vertically in the channel is due to hydrostatic 
pressure. Therefore, when we add pgz to P to obtain the modified 
pressure, it turns out that P' is constant at this horizontal location. 

We show two Solutions in Fig. 1: (a) datum plañe z = 0 located 
at the bottom wall, and (b) datum plañe z = 0 located at the top wall. The 
shaded región in Fig. Ib represents the hydrostatic pressure component. 
P is constant along the slice x = x¡ for either case, and the datum plañe 
can be drawn at any arbitrary elevation. 


Discussion It should be apparent why it is advantageous to use 
modified pressure; namely, the gravity term is eliminated from the 
Navier-Stokes equation, and F is in general simpler than P. 



(a) 

Hydrostatic pressure component 



(b) 

FIGURE 1 

Actual pressure P (black arrows) and 
modified pressure F (gray arrows) for fully 
developed planar Poiseuille flow. (a) Datum 
plañe at bottom wall and (b) datum plañe at 
top wall. The hydrostatic pressure 
component pgz is the shaded area in (b). 
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Solution We are to discuss how modified pressure varíes with downstream distance in planar Poiseuille flow. 


Assumptions 1 The flow is incompressible. 2 The flow is fully 
developed. 3 Gravity acts vertically downward. 4 There are no free 
surface effects in this flow field. 

Analysis For fully developed planar Poiseuille flow between two 
parallel plates, we know that pressure P decreases linearly with x, the 
distance down the channel. Modified pressure is defined as F = P + pgz. 
However, since the flow is horizontal, elevation z does not change as we 
move axially down the channel. Thus we conclude that modified 
pressure F decreases linearly with x. We sketch both P and F in Fig. 1 
at two axial locations, x = X \ and x = jc 2 • The shaded región in Fig. 1 
represents the hydrostatic pressure component pgz. Since channel height 
is constant, the hydrostatic component does not change with x. P' is 
constant along any vertical slice, but its magnitude decreases linearly with x as 



FIGURE 1 

Actual pressure P (black arrows) and 
modified pressure F (gray arrows) at two 
axial locations for fully developed planar 
Poiseuille flow. 

sketched. 


Discussion The pressure gradient dP'ldx in terms of modified pressure is the same as the pressure gradient ¿TVax in 
terms of actual pressure. 


10-6 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.usina this Manual, you are using it without permission. 

F F www:elsoiucionario.nét 



























































































Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-12 

Solution We are to generate an “exact” solution of the Navier-Stokes equation for fully developed Couette flow, 
using modified pressure. We are to compare to the solution of Chap. 9 that does not use modified pressure. 


Assumptions We number and list the assumptions for clarity: 

1 The plates are infinite in x and z (z is out of the page in the figure associated with this problem). 

2 The flow is steady. 

3 This is a parallel flow (we assume the y component of velocity, v, is zero). 

4 The fluid is incompressible and Newtonian, and the flow is laminar. 

5 Pressure P = constant with respect to x. In other words, there is no applied pressure gradient pushing the flow in 
the x direction; the flow establishes itself due to viscous stresses caused by the moving upper wall. In terms of 
modified pressure, P' is also constant with respect to x. 

6 The velocity field is purely two-dimensional, which implies that w = 0 and 

= 0 . 

7 Gravity acts in the negative z direction. 


dz 


(any velocity component) 


Analysis To obtain the velocity and pressure fields, we follow the step-by-step procedure outlined in Chap. 9. 

Step 1 Set up the problem and the geometry. See the figure associated with this problem. 

Step 2 List assumptions and boundary conditions. We have already listed seven assumptions. The boundary conditions 
come from imposing the no slip condition: (1) At the bottom píate (y = 0), u = v = w = 0. (2) At the top píate (y = h),u 
= V,v = 0, and vv = 0. (3) At z = 0, P = P 0 , and thus F =P + pgz = P 0 . 

Step 3 Write out and simplify the differential equations. We start with the continuity equation in Cartesian coordinates, 


Continuity : 



dx py /dz 

Assumption 3 Assumption 6 



( 1 ) 


Equation 1 tells us that it is not a function of x. In other words, it doesn’t matter where we place our origin - the flow is 
the same at any x location. I.e., the flow is fully developed. Furthermore, since u is not a function of time (Assumption 
2) orz (Assumption 6), we conclude that u is at most a function of y, 

Result of continuity. u = u(y) only (2) 

We now simplify the x momentum equation as far as possible: 



All other terms in Eq. 3 have disappeared except for a lone viscous term, which must then itself equal zero. Notice that 
we have changed from a partial derivative (d/dy) to a total derivative (d/dy) in Eq. 3 as a direct result of Eq. 2. We do 
not show the details here, but you can show in similar fashion that every term except the pressure term in the y 
momentum equation goes to zero, forcing that lone term to also be zero, 

8P' n 

y momentum'. -= 0 (A) 

dy K ’ 


The same thing happens to the z momentum equation; the result is 

dF n 

z momentum'. -= 0 

dz 


( 5 ) 


In other words, P' is not a function of y or z. Since P' is also not a function of time (Assumption 2) or x (Assumption 
5), F is a constant, 

Result of y and z momentum'. P' = constant = C 3 (6) 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
Step 4 Solve the differential equations. Continuity, y momentum, and z momentum have already been “solved”, resulting 
in Eqs. 2 and 6. Equation 3 {x momentum) is integrated twice to get 

Integration of x momentum: u = C]y + C 2 (7) 

where C i and Ci are constants of integration. 

Step 5 We apply boundary condition (3), F = P 0 at z = 0. Eq. 6 yields C 3 = P 0 , and 

Final solution for pressure field: P' = P 0 —» P = P 0 — pgz (9) 

We next apply boundary conditions (1) and (2) to obtain constants Cj and C 2 . 

Boundary’ condition (1): u = C, (0) + C 2 = 0 or C 2 = 0 

and 

V 

Boundary condition (2): u = C, (/?) + 0 = V or C x = — 


Finally, Eq. 7 becomes 
Final result for velocity field: 



The velocity field reveáis a simple linear velocity profile from u = 0 at the bottom píate to u = V at the top píate. 

Step 6 Verify the results. You can plug in the velocity and pressure fields to verify that all the differential equations and 
boundary conditions are satisfied. 


We verify that the results are identical to those of Example 9-15. Thus, we get the same result using modified 
pressure throughout the calculation as we do using the regular (thermodynamic) pressure throughout the calculation. 


Discussion Since there are no free surfaces in this problem, the gravity term in the Navier-Stokes equation is absorbed 
into the modified pressure, and the pressure and gravity terms are combined into one term. This is possible since flow 
pressure and hydrostatic pressure are uncoupled. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-13 

Solution We are to write all three components of the Navier-Stokes equation in terms of modified pressure, and show 
that they are equivalent to the equations with regular pressure. We are also to discuss the advantage of using modified 
pressure. 

Analysis In terms of modified pressure, the Navier-Stokes equation is written in Cartesian components as 


x component: 
and 

y component. 
and 

z component. 


P 


du du du du | 8P' 

— + u — + v — + w — =-+ uV-u (1) 

dt dx dy dz J dx 


dv 8v 8v 8v | 8P' „ 2 

p — + u — + v — +w — =- + uV v (2) 

dt dx dy dz I dy 


P 


dw dw dw dw | dP' _, 2 

— + u — + v— + w — =-+ //V‘w (3) 

dt dx dy dz J dz 


The definition of modified pressure is 

Modified pressure : P' = P+ pgz (4) 

When Eq. 4 is plugged into Eqs. 1 and 2, the gravity term disappears since z is independent of .v and y. The result is 




du 

du 

du 

du'] 

8P 


x component. 

P 

¥ 

+ u — 

dx 

+ v — 

dy 

+ w — 

dz y 

dx 

+ ¡JS u 

and 










( dv 

dv 

dv 

¿5v^l 

8P 


y component. 

P 

y 

+ u — 
dx 

+ v — 
dy 

+ w — 
dz y 

dy 

+ fN'v 


However, when Eq. 4 is plugged into Eq. 3, the result is 
z component. 


P 


dw dw dw dw 

- 1 -u - 1- v- 1 w — 

dt dx dy dz 


8P 

= --—pg + pV w 
dz 


( 5 ) 


( 6 ) 


( 7 ) 


Equations 5 through 7 are the appropriate components of the Navier-Stokes equation in terms of regular pressure, so long as 
gravity acts downward (in the -z direction). 

The advantage of using modified pressure is that the gravity term disappears from the Navier-Stokes equation. 
Discussioit Modified pressure can be used only when there are no free surfaces. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to sketch the profile of actual pressure and shade in the región representing hydrostatic pressure. 


Assumptions 1 The flow is incompressible. 2 Gravity acts vertically 
downward. 3 There are no free surface effects in this flow field. 

Analysis By definition, modified pressure P' = P + pgz. Thus, to 
obtain actual pressure P, we subtract the hydrostatic component pgz from 
the given profile of P'. Using the given valué of P at the mid-way point as 
a guide, we sketch the actual pressure in Fig. 1 such that the difference 
between P' and P increases linearly. In other words, we subtract the 
hydrostatic pressure component pgz from the modified pressure P to 
obtain the profile for actual pressure P. 





FIGURE 1 

Actual pressure P (black arrows) and 
modified pressure P' (gray arrows) for the 
given pressure field. 


Discussion We assume that there are no free surface effects in the 
problem; otherwise modified pressure should not be used. The datum 
plañe is set in the problem statement, but any arbitrary elevation could be 

used instead. If the datum plañe were set at the top of the domain, P' would be less than P everywhere because of the 
negative valúes ofz in the transformation from P to P'. 
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Solution We are to solve the Navier-Stokes equation in terms of modified pressure for the case of steady, fully 
developed, laminar flow in a round pipe. We are to obtain expressions for the pressure and velocity fields, and compare the 
actual pressure at the top of the pipe to that at the bottom of the pipe. 

Assumptions We make the same assumptions as in Example 9-18, except we use modified pressure P' in place of actual 
pressure P. 


Analysis The Navier-Stokes equation with gravity, written in terms of modified pressure P', is identical to the 
Navier-Stokes equation with no gravity, written in terms of actual pressure P. In other words, all of the algebra of Example 
9-18 remains the same, except we use modified pressure P' in place of actual pressure P. The velocity field does not 
change, and the result is 


Axial velocity field : 


1 dP ( 2 p2\ 

u =-Ir — R 

4 p dx y ' 


(1) 


The modified pressure field is 


Modified pressure field : 


dP' 

P' = F(x) = P;+ — dx (2) 
V ’ 1 dx 


where P' is the modified pressure at location x = X\. In Example 9-18, the actual pressure varíes only with x. In fact it 
decreases linearly with x (note that the pressure gradient is negative for flow from left to right). Here, Eq. 2 shows that 
modified pressure behaves in the same way, namely P' varíes only with x, and in fact decreases linearly with x. 

We simply subtract the hydrostatic pressure component pgz from modified pressure P (Eq. 2) to obtain the final 
expression for actual pressure P, 


Actual pressure field : 


dP 

P = F - pgz —> P = P¡+ - dx-pgz 

dx 


( 3 ) 


Since the pipe is horizontal, the bottom of the pipe is lower than the top of the pipe. Thus, z top is greater than z bott om, 
and therefore by Eq. 3 P top is less than /'bottom- This agrees with our experience that pressure increases downward. 


Discussion Since there are no free surfaces in this flow, the gravity term does not directly influence the velocity field, 
and a hydrostatic component is added to the pressure field. You can see the advantage of using modified pressure. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Creeping Flow 


10-16C 

Solution We are to ñame each term in the Navier-Stokes equation, and then discuss which terms remain when the 
creeping flow approximation is made. 


Analysis The terms in the equation are identified as follows: 


■ I Unsteady term 

■ II lnertial term 

■ III Pressure term 

■ IV Gravity term 

■ V Viscous term 


When the creeping flow approximation is made, only terms III (pressure) and V (viscous) remain. The other three terms 
are very small compared to these two and can be ignored. The significance is that all unsteady and inertial effects (terms I 
and II) have disappeared, as has gravity. We are left with a flow in which pressure forces and viscous forces must balance. 
Another significant result is that density has disappeared from the creeping flow equation, as discussed in the text. 


Discussion There are other acceptable one-word descriptions of some of the terms in the equation. For example, the 
inertial term can also be called the convective term, the advective term, or the acceleration term. 


10-17 

Solution We are to estímate the máximum speed of honey through a hole such that the Reynolds number remains 
below 0.1, at two different temperatures. 


Analysis The density of honey is equal to its specific gravity times the density of water, 

Density of honey. p honcy = SG horiey p wíúer =1.42(998.0 kg/m 3 ) = 1420 kg/m 3 (1) 

We convert the viscosity of honey from poise to standard SI units, 

Viscosity’ of honey at 20°: 


-«honey = 190 poise 


í \ 

g 

[ kg 1 

f 100 cm'j 

v cm-s -poise j 

UOOOgj 

l m J 


( 2 ) 


Finally, we plug Eqs. 1 and 2 into the definition of Reynolds number, and set Re = 0.1 to solve for the máximum speed to 
ensure creeping flow, 

Máximum speed for creeping flow at 20°: 

V (0.1)(19.0 kg/m-s) g0Mm/s (J) 

max Aoney-D (l420 kg/m 3 ) (0.0040 m) 

At the higher temperature of 40°C, the calculations yield V mm = 0.035 m/s. Thus, it is much easier to achieve creeping flow 
with honey at lower temperatures since the viscosity of honey increases rapidly as the temperature drops. 


Discussion We used Re < 0.1 as the máximum Reynolds number for creeping flow, but experiments reveal that in 
many flows, the creeping flow approximation is acceptable at Reynolds numbers as high as nearly 1.0. 
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Solution 

appropriate. 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
For each case we are to calcúlate the Reynolds number and determine if the creeping flow approximation is 


Assumptions 1 The valúes given are characteristic scales of the motion. 

Properties For water at T = 20°C, p = 998.0 kg/m 3 and p = 1.002 x 10" 3 kg/m-s. For unused engine oil at T= 140°C, p 
= 816.8 kg/nT and p= 6.558 x 10" 3 kg/m-s. For air at T= 30°C, p = 1.164 kg/m 3 and p = 1.872 x 10" 5 kg/m-s. 


Analysis 


(a) The Reynolds number of the microorganism is 


pDV (998.0 kg/m 3 ) 

(5.0xl0~ 6 m) 

(0.2 mm/s) 

í m 1 

p 1.002xl0~ 3 kg/m- 

s 1 

tlOOOmmJ 


9.96x10' 4 


Since Re « 1, the creeping flow approximation is certainly appropriate. 

(b) The Reynolds number of the oil in the gap is 


pDV (816.8 kg/m 3 ) 

(0.0012 mm)(20.0m/s) 

í m 1 

p 6.558x10 3 kg/m-s 

ti 000 mm J 


= 2.99 


Since Re > 1, the creeping flow approximation is not appropriate. 

(c) The Reynolds number of the fog droplet is 


p£> v 1 

(1.164 kg/m 3 ) 

(lOxlO -6 m) 

(3.0 mm/s) 

í m 1 

P 

1.872 xl0“ 5 kg/m 

-s 

ti000 mm J 


1.87x10 3 


Since Re « 1, the creeping flow approximation is certainly appropriate. 


Discussion At room temperature, the oil viscosity increases by a factor of more than a hundred, and the Reynolds 
number of the bearing of Part (b) would be of order 10" 2 , which is in the creeping flow range. 
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Solution 

Assumptions 

Properties 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to estímate the speed and Reynolds number from a multiple-image photograph. 

1 The characteristic speed is taken as the average over 10 images. 

For water at T= 20°C, p = 998.0 kg/m 3 and p= 1.002 x 10" 3 kg/m-s. 


Analysis By measurement with a ruler, we estímate the sperm’s diameter as 2.4 pm, and it moves about 7.7 um in 10 
frames. This represents a time of 


Time for 10 frames: 

Thus the sperm’s speed is 
Approximate speed: 
and its Reynolds number is 


T= 10fameS =0.050 s 
200 frames/s 


_ x 7.7 pm 


T 0.050 s 


m 


10 6 pm 


= 1.5 x 10' 4 m/s 


Reynolds number. 


Re = 


pDV 


(998.0 kg/m 3 )(2.4xl0' 6 m)(l.5xl0“ 4 m/s) 


= 3.59x 10 4 s 3.6x10“ 


p 1.002x10 kg/m-s 

Since Re « 1, the creeping ílow approximation is certainly appropriate. 

Note : Students’ answers may differ widely since the measurements from the photograph are not very accurate. We report 
the final answer to only two significant digits because of the inherent error in measuring distances from the photograph. 


Discussion If you use the cell’s length rather than its diameter as the characteristic length scale, Re increases by a factor 
of about two, but the ílow is still well within the creeping flow regime. 


10-20 


Solution 

We 

Analysis 

We 

Human: 



are to compare the number of body lengths per second of a swimming human and a swimming spenn. 


let BLPS denote “body lengths per second”. For the human swimmer, 


BLPS U . 


100 m/min 
1.8 m/body length 


min i 

60 sj 


0.93 body length/s 


For the sperm, we use the speed calculated in Problem 10-19. The total body length of the sperm (head and tail) is about 40 
pm, as measured from the figure. 


Sperm: 


BLPS speim 


1.5x10 4 m/s 
40 pm/body length 


/ 


V 


10 6 pm 
m 


\ 


y 


3.8 body length/s 


So, on an equal basis of comparison, the sperm swims faster than the human! This result is perhaps surprising since the 
human benefits from inertia, while the sperm feels no inertial effects. Flowever, we must keep in mind that the sperm’s 
body is designed to swim, while the human body is designed for múltiple uses - it is not optimized for swimming. 


Note: Students’ answers may differ widely since the measurements from the photograph are not very accurate. 


Discussion Perhaps a more fair comparison would be between a fish and a sperm. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 

10-21 

Solution We are to calcúlate how fast air must move vertically to keep a water drop suspended in the air. 
Assumptions 1 The drop is spherical. 2 The creeping flow approximation is appropriate. 

Properties For air at T= 25°C, p =1.184 kg/m 3 and p= 1.849 x 10" 5 kg/m-s. The density of the water at T= 25°C is 
997.0 kg/m 3 . 

Analysis Since the drop is sitting still, its downward forcé must exactly balance its upward forcé when the vertical air 
speed V is “just right”. The downward forcé is the weight of the particle: 


Downward forcé on the particle : 


Df m 

^ /Apartide § ' 1 


The upward forcé is the aerodynamic drag forcé acting on the particle plus the buoyancy forcé on the particle. The 
aerodynamic drag forcé is obtained from the creeping flow drag on a sphere, 


F =3 npVD + n^- p. A „g (2) 


D 

^ — (^partióle “ Air ) g = ^fiVD 


Upward forcé on the particle : 

We equate Eqs. 1 and 2, i.e., F áom = F ap , 

Balance : 

and solve for the required air speed V, 

' = J^ u ( p ^- p ^) g= 18 ( 1 . 849 xlO- 5 kg/m-s) 1 
Finally, we must verify that the Reynolds number is small enough that the creeping flow approximation is appropriate. 

p yp) (l,184 kg/m 3 )(0.0264 m/s)(30xl0~ 6 m) 


(30xl0" 6 m) 2 


-[(998.0-1.184) kg/m 3 ][9.81 m/s 2 ) = 0.0264m/s 


Check of Reynolds number. 


Re = - 


= 0.0507 


p 1.849x10 kg/m-s 

Since Re « 1, The creeping flow approximation is appropriate. 

Discussioit Notice that although air density does appear in the calculation of V. it is very small compared to the density 
of water. (If we ignore p ¡m in that calculation, we get V= 0.0265 m/s, an error of less than 0.4%. Flowever, p. m is required in 
the calculation of Reynolds number - to verify that the creeping flow approximation is appropriate. 


10-22 

Solution We are to discuss why density is not a factor in aerodynamic drag on a particle in creeping flow. 

Analysis It tums out that fluid density drops out of the creeping flow equations, since the terms that contain p in 
the Navier-Stokes equation are negligibly small compared to the pressure and viscous terms (which do not contain 

p). Another way to think about this is: In creeping flow, there is no fluid inertia, and since inertia is associated with fluid 
mass (density), density cannot contribute to the aerodynamic drag on a particle moving in creeping flow. In creeping flow, 
there is a balance between pressure forces and viscous forces, neither of which depend on fluid density. 

Discussioit Density does have an indirect influence on creeping flow drag. Namely, p is needed in the Reynolds 
number calculation, and Re determines whether the flow is in the creeping flow regime or not. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to generate a characteristic pressure scale for flow through a slipper-pad bearing. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the x-y plañe. 3 The creeping 
flow approximation is appropriate. 


Analysis 


x momentum: 


The x component of the creeping flow momentum equation is 

SP 


SP V72 

— ~ uS/ u 
dx 


dx 


'■ P 


r ^ 

d 2 u + d 2 u + d 2 / 
dx 2 dy 2 jéz 2 

2-0 J 


We pliig in the characteristic scales to get 
Orders of magnitude: 


dP d 2 u d 2 u 

- ~ P - T + P - T 

dx dx dy 


r 


A P 
L 


V 

¥ 


(1) 


The first term on the right of Eq. 1 is clearly much smaller than the second term on the right since h<, « L. Equating the 
orders of magnitude of the two remaining terms, 


Characteristic pressure scale: 


A P V 

- // - — —> 

L hf 


AP - 


pVL 


( 2 ) 


Discussion The characteristic pressure scale differs from that in the text because there are two length scales in this 
problem rather than just one. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-24 

Solution We are to find a characteristic velocity scale for v, compare the inertial terms of the x momentum equation 
to the pressure and viscous terms, and discuss how the creeping flow equations can still be used even if Re is not small. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the x-y plañe. 3 Gravity forces 
are negligible. 


Analysis 

Continuity: 


(a) We use the continuity equation to obtain the characteristic velocity scale for v, 


du dv 


— + — 



=0 


L 


h o 


—> 



( 1 ) 


ib) We analyze the orders of magnitude of each temí in the steady, 2-D, incompressible x momentum equation without 
gravity. 


x momentwrv. 


du du 

pu — + pv— 

dx . dy 


dP d~u d u 

dx dx' 2 dy" 


t!L 

K 1 


i} 


K 1 


( 2 ) 


where we have also used the result of Problem 10-23. The first viscous term of Eq. 2 is clearly much smaller than the 
second viscous term since h 0 « L. We multiply the order of magnitude of all the remaining terms by L/(pV 2 ) to compare 
terms, 


Comparison of orders of magnitude'. 


du du 

pu — + pv—-- 
dx dy 



p^ pí\ ha 


( 3 ) 


We recognize the Reynolds number based on gap height. Re = pVhfp. Since the pressure and viscous terms contain the 
product of 1/Re, which is large for creeping flow, and L/ho, which is also large, it is clear that the inertial terms (left side 
of Eq. 3) are negligibly small compared to the pressure and viscous terms. 

(c) Since the pressure and viscous terms contain the product of 1/Re and L/ho, when h 0 « L, the creeping flow equations 
can still be appropriate even if Reynolds number is not less than one. For example, if L/h 0 ~ 10,000 and Re ~ 10, the 
pressure and viscous terms are still three orders of magnitude larger than the inertial terms. 


Discussion In the limit as L/ho —> °o, the inertial terms disappear regardless of the Reynolds number. This limiting case 
is the Couette flow problem of Chap. 9. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-25 

Solution We are to analyze the y momentum equation by order of magnitude analysis, and we are to comment about 
the pressure gradient dPIdy. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the x-y plañe. 3 Gravity forces 
are negligible. 


Analysis We analyze the orders of magnitude of each term in the steady, 2-D, incompressible y momentum equation 
without gravity, 


y momentum'. 

dv 

PU~ 

¿k 

dv 

+ Pv~ = 

dy 

dP 

-+ 

dy 

d 2 v 

+ P 

d 2 v 

dy 2 


>\ i _pv 2 K 

r\ 2 i P v\ 

pVL 

.7K i _/'>'/! o 


T /iv 


A L L L 1 

P L 1 K É 

ti 

L If If 

* L 

ti L K 


The first viscous term of Eq. 1 is clearly much smaller than the second viscous term, since h 0 « L. We multiply the order 
of magnitude of all the remaining terms by L 2 /(jjV 2 h 0 ) to compare terms, 


Comparison of orders of magnitude'. 


dv dv 

pit — +pv—-- 

dx ay 





( 2 ) 


We recognize the Reynolds number based on gap height. Re = pVhfju. Since the pressure and viscous terms contain the 
product of 1/Re, which is large for creeping flow, and L/h 0 , which is also large, it is clear that the inertial terms (left side of 
Eq. 2) are negligibly small compared to the pressure and viscous terms. This is expected, of course, for creeping flow. Now 
we compare the pressure and viscous terms. Both contain 1/Re, but the pressure term has and additional factor of (L/h 0 ) 2 , 
which is very large. Thus the pressure term is the only remaining term in Eq. 2. How can this be? Since there are no terms 
that can balance the pressure term, the pressure term itself must be very small. In other words, the y momentum equation 
reduces to 


Final form of y momentum'. 



( 3 ) 


In other words, pressure is a function of x, but a very weak, negligible function ofy. 


Discussion The result here is very similar to that for boundary layers, where we also find that dPIdy ~ 0 through the 
boundary layer. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-26 

Solution We are to list boundary conditions and solve the x momentum equation for u. Then we are to 
nondimensionalize our result. 

Assumptions 1 The flow is steady and incompressible. 2 Gravity forces are negligible. 3 The flow is two-dimensional in 
the x-y plañe. 4 P is not a function of y. 

Analysis (a) From the figure associated with this problem, we write two boundary conditions on u, 

Boundary condition (1): 


u = V at y = 0 for all x (1) 


and 

Boundary condition (2): 


a = 0 at y = h for all x (2) 


We note that h is not a constant, but rather a function of x. 

( b ) We write the creeping flow x momentum equation, and intégrate once with respect to y, noting that P is not a function of 
y. This is a pardal integration. 


Integration of x momentum : 
We intégrate again to obtain 
Second integration : 


8 2 u 1 dP 
dy 1 ¡i dx 


du 1 dP n í \ 

-> — = -—y + Á[x) 

dy p dx 


“ = + M (3) 


We apply boundary conditions to find the two unknown functions ofx. From Eq. 1, 
Result of boundary’ condition (1): f 2 (x) = V 

and from Eq. 2, 

-V —— —/? 2 
2 dx 

Result of boundary’ condition (2): f (x) =-—- 

h 

From these, the final expression for u is obtained, 


Final expression for u, dimensional. 


P,y) = v\l-f+ — - 

v ’ 1 h) 2pdxh\h 


(4) 


We recognize two distinct components of the velocity profile in Eq. 4, namely a Couette flow component and a Poiseuille 
flow component. Thus, the axial velocity is a superposition of Couette flow due to the moving bottom wall and Poiseuille 
flow due to the pressure gradient. 

(c) We nondimensionalize Eq. 4 by applying the nondimensional variables given in the problem statement. After some 
algebra, 


Nondimensional expression for u: 


h * 2 dP * 

" = (l-y*) +——y*{y*-l) 


(5) 


Discussion Although we have a final expression for u, it is in terms of the pressure gradient dP/dx, which is not known. 
Pressure boundary conditions and further algebra are required to solve for the pressure field. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to generate an expression for axial velocity for a slipper-pad bearing with arbitrary gap shape. 

Assumptions 1 The flow is steady and incompressible. 2 Gravity forces are negligible. 3 The flow is two-dimensional in 
the x-y plañe. 4 P is not a function of y. 


Analysis In the solution of Problem 10-26, we never used the fact that h(x) was linear. In fact, our solution is in terms 
of h(x). the specific form of which was never specified. Thus, the solution of Problem 10-26 is still appropriate, and no 
ñirther work needs to be done here. The result is 


Expression for u for arbitrary h(x): 


u(x,y) = V 

H) 

, h 2 dp y 

2p dx h 

(í- 1 ) 


( 1 ) 


Discussion As gap height h(x) changes, so does the pressure distribution. 


10-28 

Solution We are to prove the given equation for the slipper-pad bearing. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the x-y plañe. 
We solve the 2-D continuity equation for v by integration. 


Analysis 

Continuity : 

du dv . 
— + — = 0 
dx dy 


f.0» v (*)-v(o)=-f di 

Jo Qy Jo Qx W ' Jo 


dx 


But the no-slip condition tells us that v = 0 at both the bottom (y = 0) and top (y = h) plates. Thus Eq. 1 reduces to 


Result of continuity : 


í‘A 4 ,.o 

Jo dx 


( 2 ) 


The 1-D Leibnitz theorem is discussed in Chap. 4 and is repeated here: 
1-D Leibnitz theorem: 


d r b ( x )„, x , r* dG . db , da x 
^U G ( x 'J ; )« , T = j (i ^T + -G(x,b)- — G(x,a) (3) 


rbdG 

dx 


db 

-I 

dx 


da 
-¡ 

dx 


In our case (comparing Eqs. 2 and 3), a = 0, b = h(x). and G = u. Thus, 


d r h 


dx ■ 


r" J r 5m an ¡ x 

udy = —dy H- u \x,n) 

Jo J Jo J Ay V ’ 


dh 


dx 


dx 


(4) 


But u(h) = 0 for all valúes of.r (no-slip condition). Finally then, we combine Eqs. 2 and 4 to yield the desired result. 
Final result : 


d r h 

udy = 0 


dx Jo 


Discussion This result could also be obtained by control volume conservation of mass. Now we finally have the means 
of calculating the pressure distribution in the slipper-pad bearing. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to prove the given equation for flow through a 2-D slipper-pad bearing. 


Assumptions 1 The flow is steady and incompressible. 2 Gravity forces are negligible. 3 The flow is two-dimensional in 
the x-y plañe. 4 P is not a function ofy. 


Analysis 


We substitute the expression for u from Problem 10-26 into the equation of Problem 10-28, 


d r * 

| udy = 0 


dx 


— ¡ h 

dx J 0 


V\ 1-—] + ^———] —-1 


h ) 2 p dx h y h 


dy = 0 (1) 


The integral in Eq. 1 is easily evaluated since both h and dPtdx are functions of x only. After some algebra, 

= 0 ( 2 ) 


d_ 

dx 


y h _ tí dP 


2 12 p dx 

Finally, we take the x derivative, recognizing that h and dP/dx are functions ofx, 


Steady, 2-D Reynolds equation for lubrication: 


—íh 1 — j = 6fiV — 

dx l dx J dx 


(3) 


Discussion For a given geometry ( h as a known function ofx), we can intégrate Eq. 3 to obtain the pressure distribution 
along the slipper-pad bearing. 

10-30 

Solution We are to find the pressure distribution for flow through a 2-D slipper-pad bearing with linearly decreasing 
gap height and atmospheric pressure at both ends of the slipper-pad. 

Assumptions 1 The flow is steady and incompressible. 2 Gravity forces are negligible. 3 The flow is two-dimensional in 
the x-y plañe. 4 P is not a function of y. 

Analysis We intégrate the Reynolds equation of Problem 10-29, and rearrange: 


First integration : 


, 3 dP 


dP 


tí —= 6 pVh + C, -» — = bpVtí 2 + C]tí 3 (1) 

dx dx 


where Ci is a constant of integration. Next we substitute the given equation for h, 

= bpV[h ü +ax) ' + Cj [h 0 +ax) 3 (2) 


Equation 2 is in the desired form, i.e., dP/dx as a function of x. We intégrate Eq. 2, 
Second integration : 


P = — (h 0 + ax ) 1 -~~{K + ccx) +C 2 (3) 


where C 2 is a second constant of integration. We plug in the two boundary conditions on P to find constants C\ and C 2 , 
namely P = P ¡llm at x = 0 and P = P atm at x = L. After some algebra, the results are 


Constants'. 


c, = - 


12 juVh 0 h L 
h 0 + h L 


and C 2 =P atm +- 


6/uV 


a(h 0 +h L ) 

with which we generate our final expression for P from Eq. 3. After some algebra, 


(4) 


Pressure distribution'. 



h Q —h L + ax 
(h 0 +h L )(h 0 +ax) 2 


(5) 


Discussion There are other equivalent ways to write the expression for P, but Eq. 5 is about as compact as we can get. 


10-20 

PROPRIETARY MATERIAL . © 2006 The McGraw-Flill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using íhis Manual, you are using it without permission. 

F F ww\ALelsoíucionario.net 





















Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
10-31E [Also solved using EES on enclosed D VD ] 

Solution We are to calculate a , we are to calcúlate at a given x location, and we are to plot nondimensional gage 
pressure as a ñmction of nondimensional axial distance for the case of a 
slipper-pad bearing with linearly decreasing gap height. Finally, we are to 
estímate the total forcé that this slipper-pad bearing can support. 

Assumptions 1 The flow is steady and incompressible. 2 Gravity forces 
are negligible in the oil flow. 3 The flow is two-dimensional in the x-y 
plañe. 4 P is not a function of y. 

Properties Unused engine oil at T = 40°C: p = 876.0 kg/m 3 , p = 

0.2177 kg/m-s. 

Analysis (o) The convergence is calculated by its definition (see 
Problem 10-30), and its tangent is also calculated, 

h, -hn (0.0005-0.001) inch 

°- V ’ - = -0.0005 


L 1.0 inch 

—> tana = -0.0005 



Note that we must set a to radians when taking the tangent. 

( b ) At x = 0.5 inches (0.0127 m), we calculate Pgage = P — P^m using the 
result of Problem 10-30; the gage pressure at the mid-way point is 


FIGURE 1 

Nondimensional gage pressure in a slipper- 
pad bearing as a ñinction of nondimensional 
axial distance along the slipper-pad. 


P ^ = P - P ;a,r =6/TT 


/?„ —h L + ax 
(■ h 0 +h L ){h 0 +ax) 2 


= 6 0.2177 


kg 


m-s 


3.048— |(0.0127 m) 


Ns 
kg m y 


2V Pam^ 


N 


[(2.54-1.27)xl0‘ 5 m]-0.0005(0.0127 m) 

[(2.54 + 1.27)xl0“ 5 m][2.54xl0" 5 m-0.0005(0.0127 m)] 2 


= 2.32 x 10 7 Pa = 3370 psig = 229 atm 


The gage pressure in the middle of the slipper-pad is more than 200 atmospheres. This is quite large, and illustrates how a 
small slipper-pad bearing can support a large amount of forcé. 

(c) We repeat the calculations of Part (b) for valúes of x between 0 and L. We nondimensionalize both x and P gage using x* 
= x/L and P* = (P - P A „)ht}¡pVL. A plot of P* versus x* is shown in Fig. 1. The gage pressure is constrained to be zero at 
both ends of the pad, but reaches a peak near the middle, but more towards the end. For these conditions the máximum 
valué of P* is 1.0. 

(el) To calculate the total weight that the slipper-pad bearing can support, we intégrate pressure over the surface area of the 
píate. We used the trapezoidal rule to intégrate numerically in a spreadsheet. The result is 

Total vertical forcé (load): / 7 ¡ oad = J FfJjdx = 62,600 N = 14,100 lbf 


You can also obtain a reasonable estímate by simply taking the average pressure in the gap times the area - this yields F\ m ¿ 
= 62,000 N= 13,900 lbf. 


Discussion This slipper-pad bearing can hold an enormous amount of weight (7 tons!) due to the extremely high 
pressures encountered in the oil passage. 
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10-32 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to discuss what happens to the load when the oil temperature increases. 

Analysis Oil viscosity appears only once in the equation for gap pressure. Thus, pressure and load increase linearly as 
oil viscosity increases. However, as the oil heats up, its viscosity goes down rapidly. For example, at T = 40°C, p = 0.2177 
kg/m-s, but at T = 80°C, p drops to 0.03232 kg/m-s. This is more than a factor of six decrease in viscosity for only a 20°C 
increase in temperature. So, the load would decrease rapidly as oil temperature rises. 

Discussioit This problem illustrates why engineers need to look at extreme operating conditions when designing 
products - just in case. 


10-33 

Solution 

Assumptions 

Properties 


We are to see if the Reynolds number is low enough that the flow can be approximated as creeping flow. 
1 The flow is steady. 2 The flow is two-dimensional in the x-y plañe. 

Unused engine oil at T= 40°C: p = 876.0 kg/m 3 , p = 0.2177 kg/m-s. 


Analysis We base Re on the largest gap height, h 0 , 

Reynolds number. 

ph 0 V (876.0 kg/nT)(2.54xl0~ 5 m)(3.048 m/s) 

p 0.2177 kg/m-s 

We see that the Reynolds number is less than one, but we cannot say that Re « 1. So, the flow is not really in the creeping 
flow regime. Flowever, the creeping flow approximation is generally reasonable up to Reynolds numbers near one. Also, as 
discussed in Problem 10-24, the creeping flow approximation is still reasonable in this case since L/h t) is so large. 


Discussioit The error introduced by making the creeping flow approximation is probably less than the error associated 
with measurement of gap height. 


10-34 

Solution We are to calcúlate how much the gap compresses when the load on the bearing is doubled. 

Analysis There are several ways to approach this problem: You can try to intégrate the pressure distribution 

analytically to calcúlate the total load, or you can intégrate numerically on a spreadsheet or math program. This is an 
“inverse” problem in that we can calcúlate the load for a given valué of h 0 , but we cannot do the reverse calculation directly 
- we must do it implicitly. One way to do this is graphically - plot load as a function of h 0 , and pick off the valué of h 0 
where the load has doubled. Another way is by trial and error, or by a convergence technique like Newton’s method. It 
turns out that the load is doubled when /i 0 = 0.0008535 inches (2.168 x 10" 5 m). This represents a decrease in initial 
gap height of about 14.7%. 

Discussioit The relationship between gap height and load is clearly nonlinear. When the load doubles, the gap height 
decreases by less than 15%. 
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10-35 

Solution 

regime. 

Properties 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to estímate the speed at which a human being swimming in water would be in the creeping flow 

For water at T = 20°C, p = 998.0 kg/m 3 and // = 1.002 x 10" 3 kg/m-s. 


Analysis The characteristic length scale of a human body is of order 1 m. To be in the creeping flow regime, the 
Reynolds number of the body should be below 1. Thus, 


Re = 


pLV 

P 


-» 


V = 


//Re _ (l-002xl0“ 3 kg/m-s)(l) 

- — -- r -~ 1 


pL 


(998 kg/m 3 )(lm) 


10 6 m/s 


So, we would have to move at about one-millionth of a meter per second, or less. This speed is so slow that it is not 
measurable. Natural currents in the water, even in a “stagnant” pool of water, would be much greater than this. Henee, we 

could never experience creeping flow in water. 


Discussion If we were to use a Reynolds number of 0.1 instead of 1, the result would be even slower. 


Inviscid Flow 


10-36C 

Solution We are to discuss the approximation associated with the Eider equation. 

Analysis The Eider equation is simply the Navier-Stokes equation with the viscous term neglected ; it is therefore an 

inviscid approximation of the Navier-Stokes equation. The Euler equation is appropriate in high Reynolds number 
regions of the flow where net viscous forces are negligible, far away from walls and wakes. 

Discussion The Euler equation is not appropriate very cióse to solid walls, since frictional forces are always present 
there. Note that the same Euler equation is appropriate in an irrotational región of flow as well. 


10-37C 

Solution We are to discuss the main difference between the steady, incompressible Bernoulli equation when applied 
to irrotational regions of flow vs. rotational but inviscid regions of flow. 

Analysis The Bernoulli equation itself is identical in these two cases, but the “constant” for the case of rotational but 
inviscid regions of flow is constant only along streamlines of the flow, not everywhere. For irrotational regions of flow, 
the same Bernoulli constant holds everywhere. 

Discussion A simple example is that of solid body rotation, which is rotational but inviscid. In this flow, as discussed in 
the text, the Bernoulli “constant” changes from one streamline to another. 
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10-38 

Solution 

Analysis 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to show that the given vector identity is satisfied in Cartesian coordinates. 

We expand each term in the vector identity carefully. The first term is 


(r-v) 


V = 


du du du 

u - h v -f- w — 

dx 8y dz 


\ f 

i + 


3v 3v dv 

u -h v-1 -w — 

dx dy dz 


^ í dw dw 3vt>^ 


J + 


U - hV -hv — 

dx dy dz 


The second term is 


fv 2 ^ 

_ 1 

du 2 dv 2 dw 2 ^ 


du 2 dv 2 dw 2 

j + 

du 2 dv 2 d\\ 2 ^ 

Tr 


2 

dx dx dx j 

l 1 

{ dy dy dy ) 

dz dz dz j 

A. 


which reduces to 


The third term is 


Fx(Vxh) = 


Í V 2\ 


v2y 


du dv dw 

= ] u -hv-hw— 

dx dx dx 


l + 


f du dv dw^ 

U -h V-h W - 

V dy dy dy J 


. , du dv <5w | - 

/ + U -hV-h W - \k 

dz dz dz ) 


dv du 
dx dy 


du dw 
dz dx 


l + 


dw dv 
dy dz 


-u 


' dv du 
y dx dy 


J + 


{du dw 

u\ - 

V dz dx 


^ dw dv^ 
dy dz 


( 1 ) 


( 2 ) 


(3) 


When we substitute Eqs. 1 through 3 into the given equation, we see that all the terms disappear, and the equation is 
satisfied. We show this for the x direction only (all terms with unit vector i ): 


dn dp dn dn \d/ \dw \d/ du dn \3w 
/dx /dy / dz y dx / dz d\ 

The algebra is similar for the j and k terms, and the vector identity is shown to be trae for Cartesian coordinates. 

Discussion Since we have a vector identity, it must be trae regardless of our choice of coordínate system. 


(4) 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-39 

Solution We are to use an alternative method to show that the Euler equation given in the problem statement reduces 
to the Bernoulli equation for regions of inviscid flow. 


Analysis 

becomes 


We take the dot product of both sides of the equation with V . The Euler equation dotted with velocity 


p y 2 
- + — + gz 
P 2 


V = 


(rxf). 


V 


(1) 


The cross product on the right side of Eq. 1 is a vector that is perpendicular to V . Flowever, the dot product of two 
perpendicular vectors is zero by defínition of the dot product. Thus, the 
right hand side of Eq. 1 is identically zero, 


P V 
~ + — + gz 
P 2 


■V = 0 


( 2 ) 


Now we use the same argument on the left hand side of Eq. 2, but in 
reverse. Namely, there are three ways for the dot product of the two 
vectors in Eq. 2 to be identically zero: (a) the first vector is zero. 


Option (a): 


r P V 2 
~ + — + gz 
P 2 


= 0 


(3) 


(b) the second vector is zero, 

Option (b): V = 0 (4) 

or (c) the two vectors are everywhere perpendicular to each other, 


Option (c): 


r P V 2 
- + — + gz 
P 2 


IV 


(5) 


Option (a) represents the restricted case in which the quantity in 
parentheses in Eq. 3 is constant everywhere. Option (b) is the trivial case 
in which there is no flow (fluid statics). Option (c) is the most general 
option, and we work with Eq. 5. Since V is everywhere parallel to 


streamlines of the flow, V 


p y 2 

—i- 1 - gz | must therefore be everywhere 

P 2 



FIGURE 1 

Along a streamline, V 


' P V 2 

— + — + gz | isa 
P 2 


vector everywhere perpendicular to the 
P V 2 

streamline; henee — + — + gz is constant 
P 2 

along the streamline. 


perpendicular to streamlines (Fig. 1). Finally, we argüe that the gradient of a scalar is a vector that points perpendicular to 

P V 2 

an imaginary surface on which the scalar is constant. Thus, we argüe that the scalar —i-1- gz must be constant along a 

P 2 

streamline. Our final result is the steady incompressible Bernoulli equation for inviscid regions of flow, 


P V 

—i- v gz = constant along streamlines 

P 2 


( 6 ) 


Discussiott Since we have a vector identity, it must be trae regardless of our choice of coordínate system. 
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10-40 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Analysis 

Euler equation: 


We are to expand the Euler equation into Cartesian coordinates. 
We begin with the vector form of the Euler equation, 


P 


dV 

~dt~ 


(f-v)f = -S/P+pg (1) 


The x component of Eq. 1 is 
x component. 

The y component ofEq. 1 is 
y component. 

The z component ofEq. 1 is 
z component. 


P 


' du du du du ' 

-1 -U -h V-h W - 

v dt dx dy dz J 


dP 

~—+P8 x 

dx 


( 2 ) 


P 


' dv dv dv dv'' 

- \-u -i-v-i -w — 

dt dx dy dz 


dP 

- — + Pg y 
dy 


( 3 ) 


P 


dw dw dw dw'' 

- 1 -u -h v-h — 

dt dx dy dz 


dP 

~ + Pg z 

dz 


( 4 ) 


Discussioit The expansión of the Euler equation into components is identical to that of the Navier-Stokes equation, 
except that the viscous ternis are gone. 


10-41 

Solution 


Analysis 

Euler equation: 


We are to expand the Euler equation into cylindrical coordinates. 
We begin with the vector form of the Euler equation, 


P 


dV 
dt ' 


(v-v)v = -S/P + pg (i) 


v y 

We must be careñil to inelude the “extra” terms in the convective acceleration. The r component ofEq. 1 is 


r component. 


P 


du,. du,. u„ du , 

—- + u r —- + ——- 
dt dr r dO 


u 


du, 


X 


dP_ 

dr 


- Pg r 


The y component ofEq. 1 is 
9 component. 


dll a 


du e u g du e 


uu a 


Q KJWq vi q yj Wq i* 1*q 

P\ -h U, -1-1-H U. 

dt dr r dO r 


du g 

dz 


1 dP 

= —~^ +P8 ° 
r d& 


The z component ofEq. 1 is 


z component. 


P 


du du u„ du du 

— -+u r ———- + u .—= 

V dt dr r dO dz j 


dP 

= ~ — + Pg 
dz 


( 2 ) 


( 3 ) 


( 4 ) 


Discussion The expansión of the Euler equation into components is identical to that of the Navier-Stokes equation, 
except that the viscous terms are gone. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 

10-42 

Solution We are to calcúlate the pressure field and the shape of the free surface for solid body rotation of water in a 
container. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is rotationally symmetric, meaning that all derivatives 
with respect to 9 are zero. 3 Gravity acts in the negative z direction. 

Properties For water at T= 20°C, p = 998.0 kg/m 3 and ju= 1.002 x 10" 3 kg/m-s. 

Analysis We reduce the components of the Eider equation in cylindrical coordinates (Problem 10-41) as far as 
possible, noting that u, = u- = 0 and ug= cor. The # component disappears. The r component reduces to 


r component of Eider equation'. 
and the z component reduces to 
z component of Euler equation: 


u e dP dP 2 

-P— = —r- —— = pco~r (1) 

r ór ór 


n dP dP 

0 = --—pg -> ~ = -pg (2) 

oz oz 


We find P(r,z) by cross integration. First we intégrate Eq. 1 with respect to r. 


p= porr +f{z) 


( 3 ) 


Note that we add a function of z instead of a constant of integration since this is a pardal integration. We take the z 
derivative of Eq. 3, equate to Eq. 2, and intégrate, 

dP 

— = f'(z) = ~Pg -» /(z) = -pgz + C, (4) 

oz 


Plugging Eq. 4 into Eq. 3 yields our expression for P(r.z), 


P = P°\ r - pgz + C\ (5) 


Now we apply the boundary condition at the origin to find the valué of constant C¡, 
Boundary> condition: At r = 0 and z = 0, P= P am = C t —> C, = P am 

Finally, Eq. 5 becomes 


Pressure field: 


d P 0)2r ' 2 D 

p = —-— pgz+P 


( 6 ) 


At the free surface, we know that P = P alm , and Eq. 6 yields the equation for the shape of the free surface, 
Free surface shape: z surface = (7) 


2g 


Discussioit Since we know the velocity field from the start, the Euler equation is not needed for obtaining the velocity 
field. Instead, it is used only to calcúlate the pressure field. Similarly, the continuity equation is identically satisfied and is 
not needed here. 
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Solution 

in a container. 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to calcúlate the pressure field and the shape of the free surface for solid body rotation of engine oil 


Assumptions 1 The flow is steady and incompressible. 2 The flow is rotationally symmetric, meaning that all derivatives 
with respect to 9 are zero. 3 Gravity acts in the negative z direction. 

Aitalysis In Problem 10-42, water density appears only as a constant in the pressure equation. Thus, nothing is 
different here except the valué of density, and the results are identieal to those of Problem 10-42. 

Discussion In solid body rotation, the density of the fluid does not affect the shape of the free surface. For oil (less 
dense than water), pressure increases with depth at a slower rate compared to water. 


10-44 

Solution We are to calcúlate the Bernoulli constant for solid body rotation of water in a container. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is rotationally symmetric, meaning that all derivatives 
with respect to daré zero. 3 Gravity acts in the negative z direction. 


Analysis From Problem 10-42, we have the pressure field, 
Pressure field : 


p = — - P& + P, it, 


The Bernoulli equation for steady, incompressible, inviscid regions of flow is 

P V 2 

—i- 1 - gz = C = constant along streamlines 

P 2 

The velocity field is u r = u z = 0 and Ug= cor, V 2 = of r 2 , and Eq. 2 becomes 

„ P co 1 r 1 

C r = — + ——+S Z 

P 2 

Substitution of Eq. 1 into Eq. 3 yields the final expression for C r , 


Bernoulli ‘‘constant’’'. 


w 2 r 2 P w 2 r 2 

C =—- gz + _— 

2 ° p 2 


+ gz 


C r =^- + (o‘r- 
P 


(1) 

( 2 ) 

( 3 ) 

( 4 ) 


Discussion Streamlines in this flow field are circles about the z axis (lines of constant r). The Bernoulli “constant” C, is 
constant along any given streamline, but changes from streamline to streamline. This is typical of rotating flow fields. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-45 

Solution For a given volume flow rate, we are to generate an expression for u r assuming inviscid flow, and then 
discuss the velocity profde shape for a real (viscous) flow. 


Assumptions 1 The flow remains radial at all times (no Ug component). 2 The flow is steady, two-dimensional, and 
incompressible. 


Analysis If the flow were inviscid, we could not enforce the no-slip condition at the walls of the duct. At any r 
location, the volume flow rate must be the same, 


Volume flow rate at any r location: V =u r rbA9 (1) 

where A Q is the angle over which the contraction is bound (see Fig. 1). 
Thus, 


V 


rbS8 


At radius r = R , Eq. 2 becomes 
Radial velocity atr = R: 


•(*) = 


V 


RbSO 


Upon substitution of Eq. 3 into Eq. 2, we get 
Radial velocity at any r location: 


R 


u r = u r ( R ) 
r 


( 2 ) 

( 3 ) 

( 4 ) 


r = R 



FIGURE 1 

Possible shape of the velocity profile for a 
real (viscous) flow. 


In other words, the radial velocity component increases as the reciprocal of r as r approaches zero (the origin). 

In a real flow (with viscous effects), we would expect that the velocity near the center of the duct is somewhat 
larger, while that near the walls is somewhat smaller. Right at the walls, of course, the velocity is zero by the no-slip 
condition. In Fig. 1 is a sketch of what the velocity profile might look like in a real flow. 


Discussion In either case, the radial velocity is infinite at the origin. This is actually a portion of a line sink, as 
discussed in this chapter. 


10-46 

Solution We are to show that the región of flow given by this velocity field is inviscid. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 
Analysis We consider the viscous terms of the x and y momentum equations: 


x momentum viscous terms: 


R 


cy 

o 


oz 

opio J 


= 0 ( 1 ) 


y momentum viscous terms: 


R 


dy dy d ¿ 

7T + Vr + y 2 

jox py joz 
o 0 ( 2 - D )) 


= 0 ( 2 ) 


Since the viscous terms are identically zero in both components of the Navier-Stokes equation, this región of flow can 
indeed be considered inviscid. 

Discussion With the viscous terms removed, the Navier-Stokes equation is reduced to the Euler equation. 


10-29 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student.using this Manual, you are using it without permission. 

F F www(elsoiucionario.net 3 


















Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Irrotational (Potential) Flow 


10-47C 

Solution We are to discuss the flow property that determines whether a región of flow is rotational or irrotational. 

Analysis The vorticity determines whether a región of flow is rotational or irrotational. Specifically, if the vorticity is 
zero (or negligibly small), the flow is approximated as irrotational, but if the vorticity is not negligibly small, the flow is 
rotational. 

Discussioit Another acceptable answer is the rate of rotation vector or the angular velocity vector of a fluid particle. 


10-48 

Solution We are to show that the vorticity components are zero in an irrotational región of flow. 
Analysis The first component of vorticity becomes 


r-component of vorticity vector: 


^ _ 1 du, du e _ 1 d 2 (j) 1 d 2 </> 

h r ~ 


r d6 dz r d66z r dzdO 

which is valid as long as 0 is a smooth function of <9 and z. Similarly, the second component of vorticity becomes 


8-component of vorticity vector. 


du r du 2 _ d 2 tj> d 2 tj) 


So=^r—^r = 


= 0 


dz dr dzdr drdz 

which is valid as long as (f> is a smooth function of r and z. Finally, the third component of vorticity becomes 


z-component of vorticity vector. 


„ 15/ v 1 du 1 d 2 (f> 1 d 2 </> 

C. =- (rUg -=-= 0 

r dr r SO r drdO r dOdr 


which is valid as long as (f> is a smooth function of r and z. Thus all three components of vorticity are zero. 

Discussioit By mathematical identity, the velocity potential function is definable only when the vorticity vector is zero; 
therefore the results are not surprising. Note that in a three-dimensional flow, <¡) must be a smooth function of r, 8, and z. 


10-49 

Solution We are to verify that the Laplace equation holds in an irrotational flow field in cylindrical coordinates. 

Analysis We plug in the components of velocity from Problem 10-48 into the left hand side of the Laplace equation 

in cylindrical coordinates, 


Laplace equation in cylindrical coordinates : 


. 15/ , 15/ x du z 

= (ru r ) +——{ru e ) + —- 

ror roO dz 


(i) 


But since r is not a function of 8\ we simplify Eq. 1 to 


„ 2 , 15/ x 1 diig du, 

y-<t>= - (ru r )+ - j -+—- 

r dr'' r dd dz 


( 2 ) 


We recognize the terms on the right side of Eq. 2 as those of the incompressible form of the continuity equation in 
cylindrical coordinates; Eq. 2 is thus equal to zero, and the Laplace equation holds, 


V 2 tj> = 0 


(3) 


Discussioit The Laplace equation is valid for any incompressible irrotational región of flow, regardless of whether the 
flow is two- or three-dimensional. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to identify regions in the flow field that are irrotational, and regions that are rotational. 

Assumptions 1 The air in the room would be calm if not for the presence of the hair dryer. 

Analysis Flow in the air far away from the hair dryer and its jet is certainly irrotational. As the air approaches 
the inlet, it is irrotational except very cióse to the surface of the hair dryer. Flow in the jet is rotational, but flow 
outside of the jet can be approximated as irrotational. 

Discussioit Flow near solid walls is nearly always rotational because of the viscous rotational boundary layer that grows 
there. There are sharp velocity gradients in a jet, so the vorticity cannot be zero in that región, and the flow must be 
rotational in the jet as well. 


10-51 

Solution We are to compare the Bernoulli equation and its restrictions for inviscid, rotational regions of flow and 
viscous, irrotational regions of flow. 

Assumptions 1 The flow is incompressible and steady. 

Analysis The Bernoulli equation is the same in both cases, namely 


Steady incompressible Bernoulli equation'. 


V 

+ T +gz = 


( 1 ) 


However, in an inviscid, rotational región of flow, Eq. 1 is applicable only along a streamline. The Bernoulli “constant” C 
is constant along any particular streamline, but may change from streamline to streamline. In a viscous, irrotational región 
of flow, however, the Bernoulli constant is constant everywhere, even across streamlines. Thus, the inviscid, rotational 
región of flow has more restrictions on the use of the Bernoulli equation. 

Discussioit In either case, the viscous terms in the Navier-Stokes equation disappear, but for different reasons. 


10-52 

Solution For a given set of streamlines, we are to sketch the 
corresponding set of equipotential curves and explain how we obtain 
them. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is 
two-dimensional in the plañe of the figure associated with this problem. 
3 The flow in the región shown in the figure is irrotational. 

Analysis Some possible equipotential lines are sketched in 
Fig. 1. We draw these based on the fact that the streamlines and 
equipotential curves must intersect at 90° angles. To find the “correct” 
shape, it helps to sketch a few extra streamlines in between the given 
ones to guide in construction of the equipotential curves. These 
“interpolated” streamlines are shown in Fig. 1 as thin, dotted blue lines. 



Discussioit The exact shape of the equipotential curves is not 
known, and individuáis may sketch curves of other shapes that are 
equally valid. The important thing to emphasize is that the curves of 
constant <¡> are everywhere perpendicular to the streamlines. 


FIGURE 1 

Possible equipotential curves (dashed black 
lines) and intermedíate streamlines (dotted 
blue lines). 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to discuss the role of the momentum equation in an irrotational región of flow. 

Assumptions 1 The flow is steady and incompressible. 2 The región of interest in the flow field is irrotational. 

Analysis Although it is true that the momentum equation is not required in order to solve for the velocity field, it is 
required in order to solve for the pressure field. In particular, the Navier-Stokes equation reduces to the Bernoulli 
equation in an irrotational región of flow. 

Discussioit Mathematically, it tums out that in an irrotational flow field the continuity equation is uncoupled from the 
momentum equation, meaning that we can solve continuity for (f> by itself, without need of the momentum equation. 
However, the momentum equation cannot be solved by itself. 
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Solution For a given velocity field, we are to assess whether the flow field is irrotational. If so, we are to generate an 
expression for the velocity potential function. 

Assumptions 1 The flow is steady. 2 The flow is incompressible. 3 The flow is two-dimensional in the x-y plañe. 

Analysis For the flow to be irrotational, the vorticity must be zero. Since the flow is planar in the x-y plañe, the only 
non-zero component of vorticity is in the z direction, 

.. . . „ dv du _ . - 

z-component oj vorticity: £_ = -= 0-0 = 0 (l) 

dx 8y 


Since the vorticity is zero, this flow field can be considered irrotational, and we should be able to generate a velocity 
potential function that describes the flow. In two dimensions we have 


Velocity components in terms of potential function : 


d<j> 
u = — 
dx 



( 2 ) 


We pick one of these (the first one) and intégrate to obtain an expression for (j). 


Velocity potential function : 


d<j> 

— = m = ax + b 
dx 


< />^ a Y +bx+ f{y) 


(3) 


Note that we have added a function of y rather than a constant of integration since we have performed a pardal integration 
with respect to x. Using Eq. 2, we differentiate Eq. 3 with respect to y and equate the result to the v component of velocity, 


= f'{y) = v = -ay + c 


( 4 ) 


Equation 4 is integrated with respect to y to find function f[y), 

f{y) = -a^- + cy + C t (5) 


This time, a constant of integration (Q) is added since this is a total integration. Finally, we plug Eq. 5 into Eq. 3 to obtain 
our final expression for the velocity potential function. 


Result, velocity potential function : 


(x 1 -y 2 ) 

(¡> = a -—- + bx + cy + C } 


( 6 ) 


Discussion You should plug Eq. 6 into Eq. 2 to verify that it is correct. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution We are to discuss similarities and differences between two approximations: inviscid regions of flow and 
irrotational regions of flow. 

Assumptions 1 The flow is incompressible and steady. 

Analysis The two approximations are similar in that in both cases, the viscous terms in the Navier-Stokes equation 
drop out, leaving the Euler equation. Also, in both cases the Bernoulli equation results form integration of the Euler 
equation. However, these two approximations differ significantly from each other. When making the inviscid flow 
approximation, we assume that the viscous terms are negligibly small. A good example, as discussed in this chapter, is 
solid body rotation. In this case, although the fluid itself is viscous, all effects of viscosity are gone, and the flow field can 
be considered “inviscid” (although it is rotational). On the other hand, the irrotational approximation is made when the 
vorticity (a measure of rotationality of fluid particles) is negligibly small. In this case, viscosity still acts on fluid 
partióles - it shears them and distorts them, yet the net rate of rotation of fluid particles is zero. In other words, in an 
irrotational región of flow, the net viscous forcé on a fluid partióle is zero, but viscous stresses on the fluid partióle are 
certainly not zero. Examples of irrotational, but viscous flows inelude any irrotational flow field with curved streamlines, 
such as a line vortex, a doublet, irrotational flow over a circular cylinder, etc. Freestream flow is both inviscid and 
irrotational since fluid particles do not shear or distort or rotate, and viscosity does not enter into the picture. 

Discussioit In either case, the viscous terms in the Navier-Stokes equation disappear, but for different reasons. In the 
inviscid flow approximation, the viscous terms disappear because we neglect viscosity. In the irrotational flow 
approximation, the viscous terms disappear because they cancel each other out due to the fact that the vorticity (henee the 
rate of rotation) of fluid particles is negligibly small. 
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Solution We are to calcúlate the velocity components from a given potential function, verify that the velocity field is 
irrotational, and generate an expression for y/. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the x-y plañe. 3 The flow is 
irrotational in the región in which Eq. 1 applies. 


Analysis (a) The velocity components are found by taking the x and y partial derivatives of <]), 
Velocity components : 


u = -^-=10x + 2 
dx 


v = — = —lOy —4 

8y 


( b ) We plug in u and v from Eq. 1 into the z component of vorticity to get 
z-component of vorticity'. 


= = o-o-o 

dx 5y 


( 1 ) 


( 2 ) 


Since = 0, and the only component of vorticity in a 2-D flow in the x-y plañe is in the z direction, the vorticity is zero, 

and the flow is irrotational in the región of interest. 

(c) The stream function is found by integration of the velocity components. We begin by integrating the x component, 
dyt/dy = u, and then taking the x derivative to compare with the known valué of v, 


V = l0xy + 2y + f{x) -> v = = -\0y-f'(x) = -lOy-4 


(3) 


From which we see that f'(x) = 4. Integrating with respect to x, 

f{x) = 4x +constant (4) 

The constant is arbitrary since velocity components are always derivatives of y/. Thus, 
Stream function'. 


yr = 10 xy + 2 y + 4x + constant 


(5) 


Discussioit You can verify that the partial derivatives of Eq. 5 yield the same velocity components as those of Eq. 1. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution We are to show that the stream function for a planar irrotational región of flow satisfies the Laplace 
equation in cylindrical coordinates. 


Assumptions 1 This región of flow is planar in the r-0 plañe. 2 The flow is incompressible. 3 This región of flow is 
irrotational. 


Analysis We defined stream function t//as 

Planar flow stream function in cylindrical coordinates: u r 


1 di/r 
~r~d0 


u B 


dip 

dr 


(1) 


We also know that for irrotational flow the vorticity must be zero. Since the only non-zero component of vorticity is in the z 
direction, 


z-component of vorticity: 


£=- 

r 


d(ru g ) 


dr 


8u r 

~dé 


\ 


d_ 

dr 


dyr 

dr 


JLflVfl 

d0{r d0JJ 


= 0 


( 2 ) 


Since r is not a function of 0, it can come outside the derivative operator in the last term. Also, the negative sign in both 
terms can be disposed of. Thus, 

Result of irrotationality condition : ——í r 

r dr 1 dr 


+ 4^ = o 

r 2 d0 


(3) 


Since Eq. 3 is the Laplace equation for 2-D planar flow in the r-Aplane, we have shown that the stream function indeed 
satisfies the Laplace equation. 


Discussion Since the Laplace equation for stream function is satisfied in Cartesian coordinates for the case of 2-D 
planar flow in the x-y plañe, it must also be satisfied for the same flow in cylindrical coordinates. All we have done is use a 
different coordínate system to describe the same flow. 
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Solution We are to write the Laplace equation in two dimensions (r and 0) in spherical polar coordinates. 


Assumptions 1 The flow is independent of angle </; (about the x axis). 2 The flow is irrotational. 


Analysis We look up the Laplace equation in spherical polar coordinates in any vector analysis book. Ignoring 
derivatives with respect to <ji we get 


Laplace equation, axisymmetricflow, (r,0): 


ísmtfMU 

r~ dr J r~sm0d0\ d0 J 


Discussion Even though <]) satisfies the Laplace equation in an irrotational región of flow, y/ does not for the present 
case of axisymmetric flow. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution We are to prove that the given stream function exactly satisfies the continuity equation for the case of 
axisymmetric flow in spherical polar coordinates. 

Assumptions 1 The flow is axisymmetric, implying that there is no variation rotationally around the axis of symmetry. 2 
The flow is incompressible. 


Analysis 


We plug the stream function into the continuity equation, and perform the algebra, 


1 d f 

1 dy/' 

I. 1 5 Í 


r dr v 

sin# 5# . 

J sin# dO l 

. r dr ) 


since # is not a function of r and vice-versa, Eq. 1 can be rearranged as 


i a> [ i ay _ Q 

sin# drdO rsmO dddr 


g> , 5> _ 0 

drdd dddr 


( 2 ) 


Equation 2 is identically satisfied as long as ^is a smooth function of r and 9. 


Discussion If i// wcrc not smooth, the order of differentiation (r then 0 versus 0 tlicn r) would be important and Eq. 2 
would not necessarily be zero. In the defmition of stream function, it is somewhat arbitrary whether we put the negative 
sign on u r or u th and you may find the opposite sign convention in other textbooks. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution We are to generate expressions for velocity potential function and stream function for the case of a uniform 
stream of magnitude V inclined at angle a. 

Assumptions 1 The ílow is planar, incompressible, and irrotational. 2 The flow is uniform everywhere in the flow field, 
with magnitude V and inclination angle a. 


Analysis For planar flow in Cartesian coordinates, we write 

dtp dy/ dtp dy/ Jr . 

u =— =-= Kcosa v = — =-= Ksm« m 

dx dy dy dx 

By integrating the first of these with respect to x, and then differentiating the result with respect to y, we generate an 
expression for the velocity potential function for a uniform stream, 


(p = Vxcosa + /(y) 
Integrating with respect to y, 


v = ~~ = f'(y) = V sin « (2) 

/(y) = Vys'ma + constant (3) 


The constant is arbitrary since velocity components are always derivatives of (p. We set the constant to zero, knowing that 
we can always add an arbitrary constant later on if desired. Thus, 


Velocity potential function : 


(p = Vxcosa + Vy sin a 


We do a similar analysis for the stream function, beginning again with Eq. 1. 

di// 


Integrating with respect to x, 


( 4 ) 


y/ = Vycosa + g(x) y = -~— = -g'(x) = Fsin« (5) 


g(x) = —Vx sin a + constant (6) 


The constant is arbitrary since velocity components are always derivatives of y/. We set the constant to zero, knowing that 
we can always add an arbitrary constant later on if desired. Thus, 


Stream function'. 


y/ = Vycosa -Vxsina 


( 7 ) 


Discussion You should be able to obtain the same answers by starting with the opposite equations in Eq. 1 (i.e., 
intégrate first with respect to y to obtain (j> and with respect to x to obtain y/). 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution We are to generate expressions for the stream function and the velocity potential function for a line source, 
beginning with the first equation above. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is irrotational in the región of interest. 3 The flow is 
two-dimensional in the x-y or r- <9 plañe. 


Analysis To find the stream function, we intégrate the first equation with respect to 6, and then differentiate with 

respect to the other variable r, 


dy/ _ VIL 
dO 2 n 




¥ = 


VIL 

2n 


0 + f{r) 




dy/ 

dr 


f'( r ) = -Ug = 0 


( 1 ) 


We intégrate Eq. 1 to obtain 


/(/-) = constant (2) 


We set the arbitrary constant of integration to zero since we can add back a constant as desired at any time without 
changing the flow. Thus, 


Line source at the origin : 


VIL 

w =- 0 

2 n 


(3) 


We perform a similar analysis for (¡>by beginning with the first equation: 


8<j> VIL 
dr 2 nr 


</> = y^L\nr + f(0) -> f{e) = ru e =0 (4) 


We intégrate Eq. 4 to obtain 


/(<9) = constant 


We set the arbitrary constant of integration to zero since we can add back a constant as desired at any time without 
changing the flow. Thus, 


Line source at the origin: 


<t = 


VIL 

2 n 


lnr 


(5) 


Discussion You can easily verify by differentiation that Eqs. 3 and 5 yield the correct velocity components. Also note 
that if VIL is negative, the flow field is that of a line sink rather than a line source. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to generate expressions for the stream function and the velocity potential function for a line vortex. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is irrotational in the región of interest. 3 The flow is 
two-dimensional in the x-y or r- <9 plañe. 


Analysis To find the stream function we intégrate the first equation with respect to 0, and then differentiate with 

respect to the other variable r. 


d JL. „ 

de 




¥ = f{r) 


—> 


dy/ 

dr 


f'(r) = -u g 


r 

2 nr 


(1) 


We intégrate Eq. 1 to obtain 


/(/-) =-In r + constant 

2 K 


( 2 ) 


We set the arbitrary constant of integration to zero since we can add back a constant as desired at any time without 
changing the flow. Thus, 


Line vortex at the origin: 



(3) 


We perform a similar analysis for <¡>. Beginning with the first equation: 


f-° ^ 141 


We intégrate Eq. 4 to obtain 


f{0) = —9 + constant 
2 n 


We set the arbitrary constant of integration to zero since we can add back a constant as desired at any time without 
changing the flow. Thus, 


Line vortex at the origin : 



(5) 


Discussion You can easily verify by differentiation that Eqs. 3 and 5 yield the correct velocity components. Also note 
that if T is positive, the vortex is counterclockwise, and if F is negative, the vortex is clockwise. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
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Solution For a given stream function, we are to calcúlate the velocity potential function 

Assumptions 1 The flow is steady and incompressible. 2 The flow is two-dimensional in the r-0 plañe. 3 The flow is 
approximated as irrotational. 

Analysis There are two ways to approach this problem: (1) Calcúlate the velocity components from the stream 
function, and then intégrate to obtain <¡). (2) Superpose a freestream and a doublet to generate <¡) directly. We show both 
methods here. 


Method (1) : We calcúlate the velocity components everywhere in the flow field by differentiating the stream function, 

dip 


Velocity components'. 


= F„cos0 

r r dd 


í 

v r 


dr 


= -V„ sin 0 


( 2 

1 a 
l+ — 

v r y 


(1) 


Now we intégrate to obtain the velocity potential function. We begin by integrating the expression for u r in Eq. 1, 


u r = = V w eos 6 

dr 


f 2^ 


—» ( /) = V (x¡ eos 0 


í 2 ^ 

a 

r + — 


■/(«i 


( 2 ) 


We differentiate Eq. 2 with respect to <9 and divide by r to get 

u g =—— = -V^smO 

6 r dO 


( 2^ 

i ü 
1 + — 

v r y 


/'(*) 


= -V„ sin e 


í 2 > 

1 a 
1+ — 

v r y 


( 3 ) 


Equation 3 reduces to f'{9) = 0, or /( 9) = constant. The constant is arbitrary, and we set it to zero for convenience. Henee, 
Eq. 2 reduces to 


Velocity potential, flow over a cylinder : 


<¡) = v a3 cose 


í 2 

a 

r H- 


( 4 ) 


Method (2) : The velocity potential functions for a freestream and a doublet are superposed (added) to yield 

. eos <9 


Superposition : 


(/> = Vj-cose + K- 


( 5 ) 


To find the doublet strength ( K ), we set the radial velocity component u r to zero at the cylinder surface (r = a), 

Tr r, ^ eos (9 „ j. n ^cose 

u = — = T eos e~K —r— ^ 0=F co s6-K —r— 

r co 2 00 2 

ór r a 


(6) 


Equation 6 reduces to K = a" V-,, Henee, Eq. 5 becomes 
Velocity potential, flow over a cylinder. 


<¡) = F, cose 

( 2\ 

a 

r H- 


l r ) 


( 7 ) 


Discussion Both methods yield the same answer, as they must. 
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Solution We are to discuss D’Alembert’s paradox. 

Analysis D’Alembert’s paradox States that with the irrotational flow approximation, the aerodynamic drag forcé 
on any non-lifting body of any shape immersed in a uniform stream is zero. It is a paradox because we know from 
experience that bodies in a flow field have non-zero aerodynamic drag. 

Discussion Irrotational flow over a non-lifting immersed body has neither pressure drag ñor viscous drag. In a real 
flow, both of these drag components are present. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Boundary Layers 
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Solution We are to explain why the boundary layer approximation bridges the gap between the Eider equation and 
the Navier-Stokes equation. 

Analysis The Eider equation neglects the viscous terms compared to the inertial terms. For extemal ílow around a 
body, this is a reasonable approximation over the majority of the flow field, except very cióse to the body, where viscous 
effects domínate. The Navier-Stokes equation, on the other hand, ineludes both viscous and inertial terms, but is much more 
difficult to solve. The boundary layer equations bridge the gap between these two: we solve the simpler Euler equation 
away from walls, and then flt in a thin boundary layer to aeeount for the no-slip condition at walls. 

Discussion Students’ discussions should be in their own words. 
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Solution 

(a) False: If the Reynolds number at a given x location were to increase, all else being equal, viscous forces would 
decrease in magnitude relative to inertial forces, rendering the boundary layer thinner. 

( b) False: Actually, as V increases, so does Re, and the boundary layer thickness decreases with increasing Reynolds 
number. 

(c) True : Since ju appears in the denominator of the Reynolds number, Re decreases as jLt increases, causing the boundary 
layer thickness to increase. 

(d) False: Since p appears in the numerator of the Reynolds number, Re increases as p increases, causing the boundary 
layer thickness to decrease. 
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Solution We are to ñame three flows (other than flow along a wall) where the boundary layer approximation is 
appropriate, and we are to explain why. 

Analysis The boundary layer approximation is appropriate for the three basic types of shear layers: wakes, jets, and 
mixing layers. These flows have a predominant flow direction, and for high Reynolds numbers, the shear layer is very thin, 
causing the viscous terms to be much smaller than the inertial terms, just as in the case of a boundary layer along a wall. 

Discussion For the wake and the mixing layer, there is an irrotational outer flow in the streamwise direction, but for the 
jet, the flow outside the jet is nearly stagnant. 
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Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to sketch several streamlines and discuss whether the curve representing $x) is a streamline or not. 


Analysis Five streamlines are sketched in Fig. 1. In order to satisfy conservation of mass, the streamlines must 
cross the curve <5(x). Thus, <5(x) cannot itself be a streamline of the flow. 


FIGURE 1 

Several streamlines and the curve 
representing ó as a function of x for a 
fíat píate boundary layer. Since 
streamlines cross the curve c^x), S(x) 
cannot itself be a streamline of the flow. 



Discussion As the boundary layer grows in thickness, streamlines diverge slowly away from the wall (and become 
farther apart from each other) in order to conserve mass. However, the upward displacement of the streamlines is not as fast 
as the growth of <^x). 
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Solution We are to define trip wire and explain its purpose. 

Analysis A trip wire is a rod or wire stretched normal to the streamwise direction along the wall. Its purpose is 
to create a large disturbance in the laminar boundary layer that causes the boundary layer to “trip” to turbulence much more 
quickly than it would otherwise. 

Discussion Dimples on a golf hall serve the same purpose. 
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Solution We are to calcúlate the location of transition and turbulence along a fíat píate boundary layer. 

Assumptions 1 The flow is incompressible and steady in the mean. 2 Freestream disturbances are small. 3 The surface of 
the píate is very smooth. 


Properties The density and viscosity of air at T= 30°C are 1.164 kg/m 3 and 1.872 x 10" 5 kg/m s respectively. 


Analysis Transition begins at the critical Reynolds number, which is approximately 100,000 for “clean” flow along a 
smooth fíat píate. Thus, 


Beginning of transition'. 


Re, 


P VX critical 


P 


= 100,000 ( 1 ) 


Solving for x yields 


100,000// _ 100,000(l.872x 10" 5 kg/m-s) 
pV (l. 164 kg/m 3 )(25.0 m/s) 


= 6.43x10 - m 


( 2 ) 


That is, transition begins at x « 6 or 7 cm. Fully turbulent flow in the boundary layer occurs at approximately 30 times 
^critical, at Re^transition « 3 x 1Q 6 . So, the boundary layer is expected to be fully turbulent by x « 2 m. 


Discussion Final results are given to only one significant digit, since the locations of transition and turbulence are only 
approximations. The actual locations are influenced by many things, such as noise, roughness, vibrations, freestream 
disturbances, etc. 
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10-71E 
Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to assess whether the boundary layer on the surface of a fin is laminar or turbulent or transitional. 
Assumptions 1 The flow is steady and incompressible. 2 The fin surface is smooth. 

Properties The density and viscosity of water at T = 40°F are 62.42 lbm/ft 3 and 1.038 x 10" 3 lbm/ft-s, respectively. The 
kinematic viscosity is thus v= 1.663 x 10" 5 ft 2 /s. 


Analysis Although the fin is not a fíat píate, the fíat píate boundary layer valúes are useful as a reasonable 
approximation to determine whether the boundary layer is laminar or turbulent. We calcúlate the Reynolds number at the 
trailing edge of the fin, using c as the approximate streamwise distance along the fíat píate, 


Re 


x 


Ve (6.0 mi/hrj(l .6 ft) 

f 5280 ft 3 ! 

í ^ 1 

v 1.663 xlO' 5 ft 2 /s 1 

mi 

l 3600 s J 


The critical Reynolds number for transition to turbulence is 1 x 10 5 for the case of a smooth fíat píate with very olean, low- 
noise freestream conditions. Our Reynolds number is higher than this. The engineering valué of critical Reynolds number 
for real engineering flows is Re xcr = 5 x 10 5 . Since Re* is greater than Re xcr , but less than Re X!tr ansition (30 x 10 5 ), the 

boundary layer is most likely transitional, but may be fully turbulent by the trailing edge of the fin. 


Discussion In a real-life situation, the freestream flow is not very “clean” - there are eddies and other disturbances, the 
fin surface is not perfectly smooth, and the vehicle may be vibrating. Thus, transition and turbulence are likely to occur 
much earlier than predicted for a smooth fíat píate, and the boundary layer may be fully turbulent (or nearly so) by the 
trailing edge of the fin. 
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Solution We are to assess whether the boundary layer on the surface of a sign is laminar or turbulent or transitional. 


Assumptions 1 The flow is steady and incompressible. 2 The sign surface is smooth. 

Properties The density and viscosity of air at T= 25°C are 1.184 kg/m 3 and 1.849 x 10' 5 kg/m-s respectively. The 
kinematic viscosity is thus v= 1.562 x 10" 5 m 2 /s. 


Analysis Since the air flow is parallel to the sign, this flow is that of a fíat píate boundary layer. We calcúlate the 
Reynolds number at the downstream edge of the sign, using W as the streamwise distance along the fíat píate, 


Re 


VW 

v 


(5.0 m/s)(0.45 m) 
1.562 xl0~ 5 m 2 /s 


= 1.44xl0 5 


(1) 


The critical Reynolds number for transition to turbulence is 1 x 1 0 for the case of a smooth fíat píate with very clean, low- 
noise freestream conditions. Our Reynolds number is higher than this, but just barely so. The engineering valué of critical 
Reynolds number for transition to a turbulent boundary layer in real engineering flows is Re x cr = 5 x 10 5 ; our valué of Re* 
is less than Re XjCr . Since Re* is a bit greater than Re X C rit¡caU but less than Re XjCr (5 x 10 5 ), and much less than Re X!tr ansition (30 x 
10 5 ), the boundary layer is laminar for a while, and then becomes transitional by the trailing edge of the fin. 


Discussion The flow over the sign is not very “clean” - there are eddies from the passing vehicles, and other 
atmospheric disturbances. In addition, the sign surface is not perfectly smooth, and most signs tend to oscillate somewhat in 
the wind. Thus, transition and turbulence are likely to occur much earlier than predicted for a smooth fíat píate. The 
boundary layer on this sign is defmitely transitional, but probably not turbulent, by the downstream edge of the sign. 
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Solution 

transitional. 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to assess whether the boundary layer on the wall of a wind tunnel is laminar or turbulent or 


Assumptions 1 The flow is steady and incompressible. 2 The surface of the wind tunnel is smooth. 3 There are minimal 
disturbances in the freestream flow. 


Properties The density and viscosity of air at T = 80°F are 0.07350 lbm/ft 3 and 1.247 x 10" 5 lbm/ft s respectively. The 
kinematic viscosity is thus v= 1.697 x 10" 4 ft 2 /s. 


Analysis We calcúlate the Reynolds number at the downstream end of the wall, using L = 1.5 ft as the streamwise 
distance along the fíat píate, 


Re 


x 


VL 7.5 ft/s) 1.5 ft 

— = -- / = 6.63xl0 4 

v 1.697x10 ft-/s 


( 1 ) 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re x ,cr = 5 x 10 5 ; our valué of Re v is much less than Re x cr . In fact, our Reynolds number is even lower than the critical 
Reynolds number for transition to turbulence (1 x 1 ()') for the case of a smooth fíat píate with very clean, low-noise 
freestream conditions. Since the flow is clean and Re T is less than Re x . ci ; t ; ca |. the boundary layer is definitely laminar. 


Discussion There is typically a contraction just upstream of the test section of a wind tunnel. Upstream of that are 
typically some screens and/or honeycombs to make the flow clean and uniform. Thus, the disturbances are likely to be quite 
small, and the boundary layer is most likely laminar. 


10-74 

Solution We are to generate an expression for the outer flow velocity at point 2 in the boundary layer. 


Assumptions 1 The flow is steady, incompressible, and laminar. 2 The boundary layer approximation is appropriate. 


Analysis The boundary layer approximation tells us that P is constant normal to the boundary layer, but not 
necessarily along the boundary layer. Therefore, at any streamwise location along the boundary layer, the pressure in the 
outer flow región just above the boundary layer is the same as that at the wall. In the outer flow región, the Bernoulli 
equation reduces to 


Outer flow. 


U — --—— 
dx p dx 


dU _ 1 _dP_ 

dx pU dx 


( 1 ) 


For small valúes of Ax, we can approximate U 2 ~ U\ + (dU/dx) Ax, and P 2 ~ P i + (dP/dx) Ax. Substitution of these 
approximations into Eq. 1 yields 


U, 


'■u>- 


1 dP 
pU x dx 


Ax = £/, - 


1 


P -P 
2 -Ax 


pU 1 Ax 




U 2 »u,- 


p - p 
J 2 r \ 


P u x 


( 2 ) 


Discussion It turns out that U 2 does not depend on Ax or p, but only on P\, P 2 , U \, and p. 
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10-75 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 

We are to estímate Ui, and explain whether it is less than, equal to, or greater than U\. 

Assumptions 1 The flow is steady, incompressible, and laminar. 2 The boundary layer approximation is appropriate. 

Properties The density and viscosity of air at T= 25°C are 1.184 kg/nr’ and 1.849 x 1 () ' kg/m-s respectively. 

Analysis The Bernoulli equation is valid in the outer flow región. Thus, we know that as P increases, U decreases, 

and vice-versa. In this case, P increases, and thus we expect U 2 to be less than U\. From the results of Problem 10-74, 


pU, s 


2.44 N/m 2 

f k g m ) 

(l.l86 kg/m 3 )(l0.3 m/s) 

L N s 2 J 


= 10.1 m/s 


Thus, the outer flow velocity indeed decreases by a small amount. 

Discussioit The approximation is first order, and thus appropriate only if the distance between x¡ and x 2 is small. 


10-76 

Solution We are to list the five steps of the boundary layer procedure. 

Analysis We list the Uve steps below, with a description of each: 

Step 1 Solve for the outer flow, ignoring the boundary layer (assuming that the región of flow outside the boundary layer 
is approximately inviscid and/or irrotational). Transform coordinates as necessary to obtain U(x). 

Step 2 Assume a thin boundary layer - so thin in fact that it does not affect the outer flow solution of Step 1 . 

Step 3 Solve the boundary layer equations. For this step we use the no-slip boundary condition at the wall, u = v = 0 at y = 
0, the known outer flow condition at the edge of the boundary layer, u —> U(x) as y —» oo, and some known starting 
profile, U U s tartingCy) tit X ■^•starting* 

Step 4 Calcúlate quantities of interest in the flow field. For example, once the boundary layer equations have been solved 
(Step 3), we can calcúlate ¿(x), shear stress along the wall, total skin friction drag, etc. 

Step 5 Verify that the boundary layer approximations are appropriate. In other words, verify that the boundary layer is 
indeed thin - otherwise the approximation is not justified. 

Discussioit Students’ discussions should be in their own words. 


10-77 

Solution We are to list at least three “red flags” to look for when performing boundary layer calculations. 

Analysis We list four below. (Students are asked to list at least three.) 

The boundary layer approximation breaks down if Reynolds number is not large enough. For example, S/L ~ 0.01 
(1%) for Re¿ = 10,000. 

The assumption of zero pressure gradient in the y direction breaks down if wall curvature is of similar magnitude 
as 5. In such cases, centripetal acceleration effeets due to streamline curvature cannot be ignored. Physically, the 
boundary layer is not “thin” enough for the approximation to be appropriate when S is not « R. 

When Reynolds number is too high, the boundary layer does not remain laminar. The boundary layer 
approximation itself may still be appropriate, but the laminar boundary layer equations are not valid if the flow is 
transitional or fully turbulent. The laminar boundary layer on a smooth fíat píate under clean flow conditions 
begins to transition towards turbulence at Re, « 1 x 10 5 . In practical engineering applications, walls may not be 
smooth and there may be vibrations, noise, and fluctuations in the freestream flow above the wall, all of which 
contribute to an even earlier start of the transition process. 

If flow separation occurs, the boundary layer approximation is no longer appropriate in the separated flow región. 
The main reason for this is that a separated flow región contains reverse flow, and the parabolic nature of the 
boundary layer equations is lost. 

Discussioit Students’ discussions should be in their own words. 
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10-78 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Solution We are to prove that t w = 0.332 


pU 2 


for a fíat píate boundary layer. 


Assumptions 1 The flow is steady and incompressible. 2 The Reynolds number is in the range where the Blasius solution 
is appropriate. 

Analysis Equation 4 of Example 10-10 gives the defmition of similarity variable r¡, which we re-write in terms of y 
as a function of 77 , 


( 1 ) 


y as a function of r¡\ 

From the chain rule and Eq. 1, we obtain an expression for d/dr¡, 
Derivative with respect to similarity variable r¡\ 

We apply Eq. 2 above to Eq. 8 of Example 10-10, 


>i = yd — -» y = >ij — 

"vx 1 U 


d d dy _ d Ivx 
dr] dy dr¡ dy\U 


d(u/U) 

dii 


J¡i =o 


- ,R- 0-332 

dy) r J V‘ 


But by defmition, r w = ju — 




, and Eq. 3 yields 


Shear stress at the wall: 


K=P^-\ \Ittt = 0.332 pv.\— = 0.332 pU\\— = 0.332 


pU 2 
v/Re7 


( 2 ) 


(3) 


dy) y -^u 

which is the desired expression for the shear stress at the wall in physieal variables. 

Discussion The chain rule algebra is valid here since U and x are ñinctions of x only - they are not functions ofy. 


( 4 ) 
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10-79E 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to calcúlate 8, ¿P, and <9at the end of the wind tunnel test section. 


Assumptions 1 The flow is steady and incompressible. 2 The surface of the wind tunnel is smooth. 3 The boundary layer 
remains laminar all the way to the end of the test section. 

Properti.es The density and viscosity of air at T= 80°F are 0.07350 lbm/ft 3 and 1.247 x 1 0" lbm/ft s respectively. 

Analysis In Problem 10-73E, we calculated the Reynolds number at the downstream end of the wall. Rey = 6.63 x 10 4 

(keeping an extra digit for the calculations). All of the desired quantities are ñinctions of Re*: 


Boundary ¡ayer thickness : 
and 

Displacement thickness'. 
and 

Momentum thickness'. 


8 = 


4.91* 4.91(1.5 ft) 

^ReT y/6.63xl0 4 


= 0.0286 ft * 0.34 in 


S* = 


X.llx 1.72(1.5 ft) 

VRe7 V6.63xl0 4 


= 0.0100 ft « 0.12 in 


0 = 


0.664.Y _ 0.664(1.5 ñ) 
VReT V6.63 x10 4 


= 0.00387 ft *0.046 in 


( 1 ) 


( 2 ) 


( 3 ) 


Thus, 8= 0.34 inches, 8* = 0.12 inches, and 6 = 0.046 inches at the end of the wind tunnel test section. As expected, S> 

8 ¥ > 0 . 

Discussioit All answers are given to two significant digits. 


10-80 

Solution We are to determine which orientation of a rectangular fíat píate produces the higher drag. 

Assumptions 1 The flow is steady and incompressible. 2 The Reynolds number is high enough for a laminar boundary 
layer to form on the píate, but not high enough for the boundary layer to become turbulent. 

Analysis Reynolds number appears in the denominator of the equation for shear stress along the wall of a laminar 
boundary layer. Thus, wall shear stress decreases with increasing x , the distance down the píate. Henee, the average wall 
shear stress is higher for the case with the píate oriented with its short dimensión aligned with the wind (case (b) of Fig. 
P10-80). Since the surface area of the píate is the same regardless of orientation, the píate with the higher average valué of 
r w has the higher overall drag. Case (b) has the higher drag. 

Discussioit Another way to think about this problem is that since the boundary layer is thinner near the leading edge, 
the shear stress is higher there, and the front portion of the píate contributes to more of the total drag than does the rear 
portion of the píate. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 

10-81 

Solution We are to define displacement thickness and discuss whether it is larger or smaller than boundary layer 
thickness. 

Assumptions 1 The flow is steady and incompressible. 2 The boundary layer growing on the fíat píate is laminar. 

Analysis The two definitions of displacement thickness are: 

• Displacement thickness is the distance that a streamline just outside of the boundary layer is deflected away from 
the wall due to the effect of the boundary layer. 

• Displacement thickness is the imaginary increase in thickness of the wall, as seen by the outer flow, due to the 
effect of the growing boundary layer. 

For a laminar boundary layer, 8 is larger than 8 k . ó is defined by the overall thickness of the boundary layer, whereas <5* 
is an integrated thickness across the boundary layer that averages the mass déficit across the boundary layer. Therefore, it is 
not surprising that <3* is less than 8. 

Discussioit The definitions given by students should be in their own words. 
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10-82 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
The acceleration of air through the round test section of a wind tunnel is to be calculated. 


Assumptions 1 The flow is steady and incompressible. 2 The walls are 
smooth, and disturbances and vibrations are kept to a mínimum. 3 The 
boundary layers is laminar. 

Properties The kinematic viscosity of air at 20°C is v = 1.516 x 1 (f 
nr/s. 


Analysis ( a ) As the boundary layer grows along the wall of the wind 

tunnel test section, air in the región of irrotational flow in the central 
portion of the test section accelerates in order to satisfy conservation of 
mass. The Reynolds number at the end of the test section is 


Re 


X 


Vx (2.0 m/s)(0.60 m) 

— = ---—-—-= 7.92x10 

v 1.516x10 5 m“/s 




FIGURE 1 

Cross-sectional views of the test section of 
the wind tunnel: (a) beginning of test 
section, and (b) end of test section. 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re x ,cr = 5 x 10 5 ; our valué of Re x is less than Re x>cr . In fací, Re x is lower than the critical Reynolds number, Re XiCr it¡cai ® 1 x 
10 5 , for a smooth fíat píate with a clean free stream. Since the walls are smooth and the flow is clean, we may assume that 
the boundary layer on the wall remains laminar throughout the length of the test section. We estímate the displacement 
thickness at the end of the test section. 


<J* 


\.12x 

V^T 


1.72(0.60 m) 

v - = 3.67x 10~ 3 m = 3.67 mm 
V7.92xl0 4 


( 1 ) 


Two cross-sectional views of the test section are sketched in Fig. 1, one at the beginning and one at the end of the test 
section. The effective radius at the end of the test section is reduced by <5* as calculated by Eq. 1. We apply conservation of 
mass to calcúlate the air speed at the end of the test section. 


VA = F A 

end end beginning beginning 


We plug in the numerical valúes to obtain 
Resulf. F cnd = (2.0 m/s) 


—> V =V 

end beginning 


kR 


(0.20 m ) 2 


(0.20 m-3.67xl0~ 3 m)' 


7t{R-s*y 


= 2.08 m/s 


( 2 ) 


(3) 


Thus the air speed increases by approximately 4% through the test section, due to the effect of displacement thickness. 


Discussion The same displacement thickness technique may be applied to turbulent boundary layers; however, a 
different equation for <5*(x) is required. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-83 

Solution The acceleration of air through the square test section of a wind tunnel is to be calculated and compared to 
that through a round wind tunnel test section. 


Assumptions 1 The flow is steady and incompressible. 2 The walls are 
smooth, and disturbances and vibrations are kept to a mínimum. 3 The 
boundary layers is laminar. 

Properties The kinematic viscosity of air at 20°C is v= 1.516 x 10" 5 
m 2 /s. 


Analysis (a) As the boundary layer grows along the walls of the 
wind tunnel test section, air in the región of irrotational flow in the central 
portion of the test section accelerates in order to satisfy conservation of 
mass. The Reynolds number at the end of the test section is 


Re 


x 


Vx (2.0 m/s)(0.60 m) , 

— = ^ , - = 7.92x10 
v 1.516x10 5 m“/s 



1 


^ d 



FIGURE 1 

Cross-sectional views of the test section of 
the wind tunnel: (a) beginning of test 
section, and (b) end of test section. 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re xcr = 5 x 10 5 ; our valué of Re, is less than Re x>cr . In fací. Re, is lower than the critical Reynolds number, Re, : cr i t i ca i * 1 x 
10 5 , for a smooth fíat píate with a olean free stream. Since the walls are smooth and the flow is clean, we may assume that 
the boundary layer on the wall remains laminar throughout the length of the test section. We estímate the displacement 
thickness at the end of the test section. 




1.72x 


1.72(0.60 m) 
V7.92xl0 4 


3.67 xl0~ 3 m = 3.67 mm 


( 1 ) 


Two cross-sectional views of the test section are sketched in Fig. 1, one at the beginning and one at the end of the test 
section. The effective dimensions at the end of the test section are reduced by 2 ¿P. We apply conservation of mass to 
calcúlate the air speed at the end of the test section. 


VA =V A 

end end beginning beginning 


_» v = v 

end beginning 


(a-2S*y 


( 2 ) 


We plug in the numerical valúes to obtain 


Result 


V c „¡¡ = (2.0 m/s) 


(0.40 m) 2 


[0.40m-2(3.67xl0- 3 m)T 


= 2.08 m/s 


(3) 


Thus the air speed increases by approximately 4% through the test section, due to the effect of displacement thickness. 

The result for the square test section is identical to that of the round test section. We might have expected the 
square test section to do better since its cross-sectional area is larger than that of the round test section. However, the square 
test section also has more wall surface area than does the round test section, and thus, the acceleration due to displacement 
thickness on the walls is the same in both cases. 

Discussioit The same displacement thickness technique may be applied to turbulent boundary layers; however, a 
different equation for <5*(x) is required. 
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10-84 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
The height of a boundary layer scoop in a wind tunnel test section is to be calculated. 


Assumptions 1 The flow is steady and incompressible. 2 The walls are smooth. 3 The boundary layers starts growing at x 

0. 


Properties The kinematic viscosity of air at 20°C is v= 1.516 x 10" 5 m 2 /s. 


Analysis (o) As the boundary layer grows along the wall of the wind tunnel test section, the Reynolds number 
increases. The Reynolds number at location x is 


Rey. 


Re, 


Vx (65.0 m/s)(l.45 m) 

— = ■*-—r—- = 6.22x10 

v 1.516xl0~ 5 m 2 /s 


Since Re, is greater than the transition Reynolds number, Re xtransit j on «3 x 10 6 , we assume that the boundary layer is 
turbulent throughout the length of the test section. We estímate the boundary layer thickness at the location of the scoop, 


Table 10-4 a: 


8 « 


0.16x 

KT 


0.16(1.45 m) 

--- -E = 2.48 x 10~ 2 m = 24.8 mm 

(6.22xl0 6 ) 


( 1 ) 


or, 

Table 10-4b: 


8 


0.38* 


0.38(1.45 m) 

--- I7 f = 2.41xl0 -2 m = 24.1 mm 

(6.22xl0 6 ) " 


( 1 ) 


We design the scoop height to be greater than or equal to the boundary layer thickness at the location of the scoop. Thus, 

we set ~ 25. mm, or about an inch. 


Discussion The suction pressure of the scoop must be adjusted carefully so as not to suck too much or too little - 
otherwise it would disturb the flow. Since the early portion of the boundary layer is laminar, the actual boundary layer 
thickness will be somewhat lower than that calculated here. Thus, our calculation represents an upper limit. However, some 
of the large turbulent eddies in the boundary layer may actually exceed height 8, so our calculated h may actually not be 
sufficient to remove the complete boundary layer. 
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10-85E 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
The acceleration of air through the round test section of a wind tunnel is to be calculated. 


Assumptions 1 The flow is steady and incompressible. 2 The walls are 
smooth, and disturbances and vibrations are kept to a mínimum. 3 The 
boundary layers is laminar. 

Properties The kinematic viscosity of air at 70°F is v= 1.643 x 10" 4 
ft“/s. 


Analysis (o) As the boundary layer grows along the wall of the 
wind tunnel test section, air in the región of irrotational flow in the central 
portion of the test section accelerates in order to satisfy conservation of 
mass. The Reynolds number at the end of the test section is 


Vx (5.0 ft/s)(l0.0 in) f lfl ^ 
v ~ 1.643xl0^ft 2 /s y 12 in J 


2.54xl0 4 




FIGURE 1 

Cross-sectional views of the test section of 
the wind tunnel: (a) beginning of test 
section, and (b) end of test section. 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re x ,cr = 5 x 10 5 ; our valué of Re x is less than Re x>cr . In fact, Re* is lower than the critical Reynolds number, Re* iCr ¡i¡ ca i « 1 x 
10 5 , for a smooth fíat píate with a clean free stream. Since the walls are smooth and the flow is clean, we may assume that 
the boundary layer on the wall remains laminar throughout the length of the test section. We estímate the displacement 
thickness at the end of the test section. 


S* 


l.72x 

VReJ 


1.72(10.0 in) _ 
V2.54xl0 4 


( 1 ) 


Two cross-sectional views of the test section are sketched in Fig. 1, one at the beginning and one at the end of the test 
section. The effective radius at the end of the test section is reduced by ó* as calculated by Eq. 1. We apply conservation of 
mass to calcúlate the air speed at the end of the test section. 


V A =V A 

end end beginning beginning 


y - y 

end beginning 


7tR 


-(R-s*y 


( 2 ) 


We plug in the numerical valúes to obtain 


Result : 


F cnd =(5.0ft/s) 


(6.0 in)" 


(6.0 in-0.108 in)" 


= 5.18 ft/s (3) 


Thus the air speed increases by approximately 4% through the test section, due to the effect of displacement thickness. 

To elimínate this acceleration, the engineers can either diverge the test section walls, or add some suetion 
along the sides to remove some air. 


Discussion The same displacement thickness technique may be applied to turbulent boundary layers; however, a 
different equation for <S*(x) is required. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-86E 

Solution We are to determine if a boundary layer is laminar, turbulent, or transitional, and then compare the laminar 
and turbulent boundary layer thicknesses. 


Properties The kinematic viscosity of air at 70°F is v= 1.643 x 10" 4 ft 2 /s. 


Analysis First, we calcúlate the Reynolds number at the end of the píate, 


Re x , end of píate : 


Re, 


Vx (15.5 ft/s)(l0.6ft 

— = -i- ; = l.OOxlO 6 

v 1.643x10 ft'/s 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re x ,cr — 5 x 10 5 ; our valué of Re* is greater than Re xcr , leading us to suspect that the boundary layer is turbulent. Flowever, 
Re* is lower than the transition Reynolds number, Re* itr ansition « 3 x 10 6 , for a smooth fíat píate with a clean free stream. 
Thus, we suspect that this boundary layer is laminar at the front of the píate, and then transitional farther 
downstream. If the píate is vibrating and/or the freestream is noisy, the boundary layer may possibly be fully turbulent by 
the end of the píate. 

If the boundary layer were to remain laminar to the end of the píate, its thickness woidd be 


Laminar : 


4.9 b: 

Vr^T 


4.91(10.6 ft) 

v ' = 0.0520 ft = 0.625 in 
Vl.OOxlO 6 


(1) 


If the boundary layer at the end of the píate were fully turbulent (and turbulent from the beginning of the píate), its 
thickness would be 

0.16* 0.16(10.6 ft) 

Turbulent, Table 10-4a: 5 ~ - — =- -p- = 0.236 ft = 2.83 in ( i \ 

(Re*)’' 7 (l.OOxlO 6 ) 1 ' 7 

or, 

0.38x 0.38(10.6 ft) 

Turbulent, Table 10-4b\ S ~ -— =-— = 0.254 ft = 3.05 in n \ 

(Re*) 1 ' 5 (l.OOxlO 6 ) 1 ' 5 

Thus, the turbulent boundary layer thickness is about 4.5 to 4.9 times thicker than the corresponding laminar boundary 
layer thickness at the same Reynolds number. We expect the actual boundary layer thickness to lie somewhere between 
these two extremes. 


Discussion The difference between the two turbulent boundary layer equations for 8 is about 7 or 8 percent. This is 
larger than we might hope, but keep in mind that at Re* = 1.00 x 10 6 , the boundary layer is not yet fully turbulent, and the 
equations for 8 are not accurate at such low Reynolds numbers. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-87 

Solution The apparent thickness of a fíat píate is to be calculated. 


Assumptions 1 The flow is steady and incompressible. 2 The walls are smooth. 3 The boundary layers starts growing at x 
- 0 . 


Properties The kinematic viscosity of air at 20°C is v= 1.516 x 10" 5 m 2 /s. 


Analysis (o) As the boundary layer grows along the píate, the Reynolds number increases. The Reynolds number at 
location x is 


Re x \ 


Re, 


Vx (5.0 m/s)(0.25 m) 
v ~ 1.516xl0~ 5 m7s 


8.2454 xlO 4 


The engineering valué of critical Reynolds number for transition to a turbulent boundary layer in real engineering flows is 
Re XjCr = 5 x 10 5 ; our valué of Re x is less than Re x>cr . In fact, Re r is lower than the critical Reynolds number, Re riCm i ca i « 1 x 
10\ for a smooth flat píate with a clean free stream. Since Re* is lower than the critical Reynolds number, and since the 
walls are smooth and the flow is clean, we may assume that the boundary layer on the wall remains laminar, at least to 
location x. We estímate the displacement thickness at x = 25 cm, 

1.72* 1.72(0.25 m) 

= 1.4975 xlQ~ 3 m = 0.14975 cm m 

VRe, V8.2454xl0 4 

This “extra” thickness is seen by the outer flow. Since the píate is 0.75 cm thick, and since a similar boundary layer forms 
on the bottom as on the top, the total apparent thickness of the píate is 

Apparent thickness : /¡ apparcnt =h + 28* = 0.75 cm + 2(0.14975 cm) = 1.05cm 


Discussion We have kept 5 digits of precisión in intermedíate steps, but report our final answer to three significant 
digits. The Reynolds number is pretty cióse to critical. If the freestream air flow were noisy and/or the píate were rough or 
vibrating, we might expect the boundary layer to be transitional, and then the apparent thickness would be greater. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


10-88 [Also solvedusiitg EES on enclosedDVü\ 

Solution We are to plot the mean boundary layer profile u(y) at the 
end of a fíat píate using three different approximations. 

Assumptions 1 The píate is smooth. 2 The boundary layer is turbulent 
ffom the beginning of the píate. 3 The flow is steady in the mean. 4 The 
píate is infinitesimally thin and is aligned parallel to the freestream. 

Properties The kinematic viscosity of air at 20°C is v = 1.516 x 10" 5 
m 2 /s. 


Analysis 


First we calcúlate the Reynolds number at x = L, 


Re. 


Vx (80.0 m/s)(l7.5 m) 

-= y - -9.23xl0 7 

v 1.516x10 : m~/s 


This valué of Re v is well above the transitional Reynolds number for a 
fíat píate boundary layer, so the assumption of turbulent flow from the 
beginning of the píate is reasonable. 

Using the column (a) valúes of Table 10-4, we estímate the 
boundary layer thickness and the local skin friction coefficient at the end 
of the píate, 


0.16x 

(*>.f 


= 0.204 m 


C 


f 


0.027 

(Re,f 


= 1.97x10“ 


(1) 


We calcúlate the friction velocity by using the definition of Cf x , 



Comparison of turbulent fíat píate boundary 
layer profile expressions in physical 
variables at Re x = 9.23 x 10 7 : one-seventh- 
power approximation, log law, and 
Spalding’s law of the wall. 


u. = s¡f w /p =U^C fx /2 =(80.0 m/s)^(l.97xl0“ 3 )/2 =2.51m/s (2) 


where U(x) =V = constant for a fíat píate. It is trivial to generate a plot of the one-seventh-power law. We follow Example 
10-13 to plot the log law, namely, 



(3) 


Since we know that u varíes from 0 at the wall to U at the boundary layer edge, we are also able to plot the log law velocity 
profile in physical variables. Finally, Spalding’s law of the wall is also written in terms of v as a function of u. We plot all 
three pro files on the same plot for comparison (Fig. 1). All three are cióse, and we cannot distinguish the log law from 
Spalding’s law on this scale. 

Discussion Neither the one-seventh-power law ñor the log law are valid real cióse to the wall, but Spalding’s law is 
valid all the way to the wall. Flowever, on the scale shown in Fig. 1, we cannot see the differences between the log law and 
the Spalding law very cióse to the wall. 


10-89 

Solution We are to discuss the difference between a favorable and an adverse pressure gradient. 

Analysis When the pressure decreases downstream, the boundary layer is said to experience to a favorable 

pressure gradient. When the pressure increases downstream, the boundary layer is subjected to an adverse pressure 
gradient. The term “favorable” is used because the boundary layer is unlikely to sepárate off the wall. On the other hand, 
“adverse” or “unfavorable” indicates that the boundary layer is more likely to sepárate off the wall. 

Discussion A favorable pressure gradient occurs typically at the front of a body, whereas an adverse pressure gradient 
occurs typically at the back portion of a body. 
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10-90 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to discuss the role of an inflection point in a boundary layer profde. 

Analysis As sketched in Fig. 10-124, the existence of an inflection point in the boundary layer profile indicates 
an adverse or unfavorable pressure gradient. The reason for this is due to the fact that the second derivative of the 
velocity profile u(y) at the wall is directly proportional to the pressure gradient (Eq. 10-86). In an adverse pressure gradient 
field, dP/dx is positive, and thus, d 2 u/dy 2 ) y = 0 is also positive. However, since d 2 u/dy 2 must be negative as u approaches U(x) 
at the edge of the boundary layer, there has to be an inflection point ( d 2 u/dy 2 = 0) somewhere in the boundary layer. 

Discussion If the adverse pressure gradient is large enough, the boundary layer separates off the wall, leading to reverse 
ílow near the wall. 


10-91 

Solution We are to compare laminar and turbulent boundary layer separation, and explain why golf balls have 
dimples. 

Analysis Turbulent boundary layers are more “full” than are laminar boundary layers. Because of this, a 
turbulent boundary layer is mueh less likely to sepárate compared to a laminar boundary layer under the same 
adverse pressure gradient. A smooth golf hall, for example, would maintain a laminar boundary layer on its surface, and 
the boundary layer would sepárate fairly easily, leading to large aerodynamic drag. Golf balls have dimples (a type of 
surface roughness) in order to create an early transition to a turbulent boundary layer. Flow still separates from the 
golf hall surface, but mueh farther downstream in the boundary layer, resulting in significantly reduced aerodynamic drag. 

Discussion Turbulent boundary layers have more skin friction drag than do laminar boundary layers, but this effect is 
less significant than the pressure drag caused by flow separation. Thus, a rough golf hall (at appropriate Reynolds numbers) 
ends up with less overall drag, compared to a smooth golf hall at the same conditions. 


10-92 

Solution We are to generate expressions for ¿i* and 0. and compare to Blasius. 


Analysis First, we set U(x) = V = constant for a fíat píate. We intégrate using the definition of ó*, 


II 

1 

8 

II 

* 

\-y 

dy = 

2 

y-^ 

J0 f UJ J0 

8 _ 


28 


We intégrate only to y = 8 , since beyond that, the integrand is identically zero. After substituting the limits of integration, 
we obtain 8* as a function of 8, 


Similarly, 


<5* = [¿>-<5/2]-[0-0] = <5/2 


-> ó* = ól 2 






y=S 

y =0 


After substituting the limits of integration, we obtain 0 as a function of S, 

<9 = [¿>/2-<5/3]-[0-0] = <y/6 -> 0 = 316 

The ratios are S k !8= 1/2 = 0.500, and 0/8= 1/6 = 0.167, to three significant digits. We compare these approximate 
results to those obtained from the Blasius solution, i.e., 8*/S= 1.72/4.91 = 0.350, and 0/8= 0.664/4.91 = 0.135. Thus, our 

approximate velocity profile yields 8 k /S to about 43% error, and 0/8 to about 23% error. 


Discussion The linear approximation is not very accurate. 
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10-93 

Solution 


Analysis 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to generate an expression for 8/x, and compare to Blasius. 

By defmition of local skin friction coefficient C/ x , 


C,= 


2 r, 


2 

{ du ^ 


2 

u~\ 

pU 2 

l d yj 

y =o 

“ PU 2 

E — 
8 


2p 


( 1 ) 


For a fíat píate, the Kármán integral equation reduces to 

dO (l'sdS 


r . = 2_= 2 

1 ’' dx 


6 ) dx 


( 2 ) 


where we have used the expression for 0 as a function of 8 from Problem 10-92. Substitution of Eq. 1 into Eq. 2 gives 


™=3C f =-^~ 
dx ' pUS 


We sepárate variables and intégrate, 


SdS = ^—dx -» 
pU 


2 


^x 

pU 




£ 

JC 



E 

jOf/x 


or, collecting terms, rounding to three digits, and setting pUx!p = Re*, 

8 3.46 

x 7 

Compared to the Blasius result, S/x = 4.91/^Re r , our approximation based on the sine function velocity profile yields less 
than 30% error. 


Discussion The Kármán integral equation is useful for obtaining 
approximate relations, and is “forgiving” because of the integration. 
Even so, the linear approximation is not very good. Nevertheless, a 30% 
error is sometimes reasonable for “back of the envelope” calculations. 
The sine wave approximation does much better, as in the next problem. 


10-94 

Solution We are to compare the sine wave approximation to the 
Blasius velocity profile. 




Analysis We plot both profiles in Fig. 1. There is not much 
difference between the two, and thus, the sine wave profile is a very 
good approximation of the Blasius profile. 


Discussion The slope of the two profiles at the wall is 
indistinguishable on the plot (Fig. 1); thus, the sine wave approximation 
should yield reasonable results for skin friction (shear stress) along the wall as well. 


u/U 

FIGURE 1 

Comparison of Blasius and sine wave 
velocity profiles. 
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10-95 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


We are to generate expressions for <5* and 9. and compare to Blasius. 


Analysis First, we set U(x) = V = constant for a fíat píate. We intégrate using the definition of <5*, 


O) 

* 

II 

8 

1 

II 

1-siní—^-T 

dy = 

( k y' 
y + cos- 

25 

jo ^ jjy jo 

V2 8J\ 


Uíj 

K 


We intégrate only to y = 8, since beyond that, the integrand is identically zero. After substituting the limits of integration, 
we obtain <3* as a function of 8, 


< 3 * = [<3 + 0 ]- 


0 + ^ 
n 



-y ó* = 0.3634d 


Similarly, 



dy 



2 S_ 
n 


z 

2 





where we obtained the integral for sin 2 from integration tables. After substituting the limits of integration, we obtain 9 as a 
function of 8, 


9 = 



28 


---[o-o] \ = ~+— 


K 


8 28 


n 


-> 0 = O.1366<5 


The ratios are 8 k /8= 0.363, and 918= 0.137, to three significant digits. We compare these approximate results to 
those obtained from the Blasius solution, i.e., 8*18 = 1.72/4.91 = 0.350, and 9/8 = 0.664/4.91 = 0.135. Thus, our 

approximate velocity profile yields 8 k IS to less than 4% error, and 918 to about 1% error. 


Discussion Integration is “forgiving”, and reasonable results can be obtained from integration, even when the velocity 
profile shape is not exact. 
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10-96 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Analysis 


We are to generate an expression for S/x, and compare to Blasius. 
By definition of local skin friction coefficient Cj x , 


C 


f.X 


2 r w 
~pÜ~ 2 


2 

f du) 2 

TT (k y\ n 

2 p 

n 

pU 2 

Vdy) y __ ü pU 2 

LlU COS-- 

U SJ2S_ 

,=o ~PÜ 

_28 


pn 
pU 8 


For a fíat píate, the Kármán integral equation reduces to 


C /, 



2(0.1366) 


dS_ 

dx 


( 1 ) 


( 2 ) 


where we have used the expression for 0 as a function of 8 from Problem 10-95. Substitution of Eq. 1 into Eq. 2 gives 

dS C fx _ pn 
¿7“ 2(0.1366) “ Q.2122pUS 

We sepárate variables and intégrate, 

, S 2 pn 8 I 2n p~ 

2 0.2732/7(7 x ]¡ 0.2732 pUx 

setting pUx/p= Re x , 

8 _ 4.80 

x 7 

Compared to the Blasius result, 8/x = 4.91/^Re,. , the approximation yields less than 3% error. 


8dS =-—- 

0.2732/7(7 

Collecting terms, rounding to three digits, and 


Discussion The Kármán integral equation is useful for approximations, and is “forgiving” because of the integration. 


10-97 

Solution 

Analysis 

Shape factor. 


We are to compare H for laminar vs. turbulent boundary layers, and discuss its significance. 
Shape factor 77 is defined as the ratio of displacement thickness to momentum thickness. Thus, 

( 1 ) 

9 9/x 


For the laminar boundary layer on a fíat píate, Eq. 1 becomes 

8*/x _ 1.72/^/Re7 


Laminar. 


77 = - 


9h 


0.664 /^ReJ 


2.59 


For the turbulent boundary layer, using both columns for comparison, Eq. 1 yields 


Table 10-4a : 


77 = 


8*/x _ 0.020/(Re t )' 


91 x 0.016/(Re r ) 


= 1.25 


Table 10-4b: 


H = 


5*h 

9/x 


0.048/(Re t )‘ /5 
0.037/(Re ,.) 1/5 


Thus, the shape factor for a laminar boundary layer is about twice that of turbulent boundary layer. This implies that 
the smaller the valué of 77, the more full is the boundary layer. We may also infer that the smaller the valué of 77, the less 
likely is the boundary layer to sepárate. H depends on the shape of the velocity profile - henee its ñame, shape factor. 

Discussion In fact, at the separation point of a laminar boundary layer, 77» 3.5. 
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10-98 

Solution 

Analysis 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to calcúlate H for an infinitesimally thin boundary layer. 

By definition, 


Shape factor. 



(1) 


But for the limiting case under consideration, u!U = 1 through the entire boundary layer, yielding ó* = 0 and 6=0. To 
calcúlate the ratio in Eq. 1, we use THopitaTs míe, where the variable u approaches U in the limit, 



In other words, H is always greater than unity for any real boundary layer. 


Discussion Since turbulent boundary layers are fuller than laminar boundary layers, it is no surprise that / / lur buicnt is 
closer to unity than is //laminar- 


10-99 

Solution We are to intégrate an expression for 5. 


Analysis We start with Eq. 5 of Example 10-14, 


— = — 0.027(Re r V ,/7 =0.139Í— 
dx 14 v xJ 1 ■' 


v v 


Integration with respect to x yields 


,te' 

v 6/7 

- 

-> 

— = O.I 62 Í 

'Ux V 

l y . 

J u 


v l 

. V J 


or, collecting terms, rounding to two digits, and setting Ux/v= Re x 


S_ 0.16 
x 


( R e,) 


Discussion This approximate result is based on the l/7 th power law. 
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10-100 

Solution 

Analysis 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 

We are to generate an expression for 51:c. 

For a fíat píate, the Kármán integral equation reduces to 

C fx = 2—= 2(0.097) — 
f ’ x dx v ’ dx 


where we have used the given expression for 0 as a function of 5. Substitution of the given expression for Cf x gives 


dó 


C 


f,x 


_ _ QQ59(Re r ) 

dx 2(0.097) 0.194 

Integration with respect to x yields 


-1/5 ✓ ^ -1/5 

= 0.3041 — ' 


i?)' 


Í^\ L — 

-> 

— = 0.38o( 

'Ux 

\ 4/ 5 

- 

U J u 


x l 


J Ux 


or, collecting terms, rounding to two digits, and setting Ux/v= Re x 


5 _ 0.38 


The result is identieal to that of Table 10-4, column (b). 

Discussion The Kármán integral equation is useful for obtaining approximate relations like those of Table 10-4. 


Review Problems 


10-101C 

Solution 

(a) Truc. We do not have to make the 2-D approximation in order to define the velocity potential function - <¡) can be 
defined for any flow if the vorticity is zero. 

(h) False: The stream function is definable for any two-dimensional flow field, regardless of the valué of vorticity. 

(c) Truc. The velocity potential function is valid only for irrotational flow regions where the vorticity is zero. 

(d) Truc. The stream function is defined from the continuity equation, and is valid only for two-dimensional flows. Note 
that some researchers have defined three-dimensional forms of the stream function, but these are beyond the scope of 
the present introductory text book. 
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10-102 

Solution 

Assumptions 

Analysis 

Viscous terms: 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to compute the viscous te mi for the given velocity field, and show that the tlow is rotational. 

1 The tlow is steady. 2 The flow is two-dimensional in the r-Aplane. 

We consider the viscous terms of the 6 1 component of the Navier-Stokes equation, 

E 


= E 


d 

du e 

u e , 1 

d 2 u e 

2 du r 

P 2 "N 

O u e 

dr 

{ dr ) 

2 2 

r r 

de 2 

r 2 de 

1 dz 2 ) 


co 

r 


+ 0 


-0 


+ 0 =0 


The viscous terms are zero, implying that there are no net viscous forces acting on fluid elements. This does not 
necessarily mean that the flow is inviscid - it could also mean that the flow is irrotational, since the viscous terms disappear 
in both inviscid and irrotational flows. We obtain the z component of vorticity in cylindrical coordinates from Chap. 4, 


z component of vorticity. = 


d(ru g ) _du r 
~dr ~dd 




dr 


-0 


= 2 co 


Thus, since the vorticity is non-zero, this flow field is rotational. Finally, since the flow is not irrotational, the only other 
way that the net viscous forcé can be zero is if the flow is inviscid. We conclude, then, that this flow field is also inviscid. 


Discussion The vorticity is twice the angular velocity, as discussed in Chap. 4. 


10-103 

Solution We are to calcúlate the viscous stress tensor for a given velocity field. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-6plane. 


Analysis 


The viscous stress tensor is given in Chap. 9 as 


Viscous stress tensor in cylindrical coordinates'. 


T :j = 


2 .^ 

dr 


E 


dr 


1 du 

+ -- 

r d6 


E 


f du du, ^ 
— + —- 
dz dr 


E 


r g r.. \ 


dr 


*e 


V V ' 
r 

2/j 

\ 


u 

r 

1 du 


1 du r 

+-- 

r d6 


e 


r dO r 


E 


v 


du e 1 du z 
dz r de 


E 


E 


I" du 

f du e 1 du 


du, 
+—- 
l dz dr 


dz r de j 

. du, 

2 u —— 
dz 


(1) 


We plug in the velocity field from Problem 10-102 into Eq. 1, and we get 



'*rr 

*re 

T ^ 

rz 


"0 

0 

0" 

T iJ = 

*er 

T ee 


= 

0 

0 

0 


J--r 

V_ e 



v° 

0 

°J 


( 2 ) 


Thus, we conclude that there are no viscous stresses in this flow field (solid body rotation). Thus, this flow can be 
considered inviscid. 


Discussion Since the fluid moves as a solid body, no fluid partióles move relative to any other fluid partióles; henee we 
expect no viscous stresses. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to compute the viscous term for the velocity field and show that the flow is irrotational. 

Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r- 0 plañe. 

First, we write out and simplify the viscous terms of the 6 component of the Navier-Stokes equation, 

p —— r— - " = ju\ -7-- +0 -0 +0 [ = 0 


10-104 

Solution 


Analysis 


í 1 d 

du e ^ 

u e 1 d 2 u e 

2 du r 

-¡2 > 
o u d 

-p{ 

r 

r 

y dr 

l dr J 

r 2 + r 2 dd 2 

r 2 de 

1 0 z 2 y 


2 nr 2 

2 nr 2 


The viscous terms are zero, implying that there are no net viscous forces aeting on fluid elements. This does not 
necessarily mean that the flow is inviscid - it could also mean that the flow is imotational, since the viscous terms disappear 
in both inviscid and irrotational flows. 

We obtain the z component of vorticity in cylindrical coordinates from Chap. 4, 


z component of vorticity. 


r 


d ( ru g ) du i 


\ 


dr 


dd 


= —( 0 - 0 ) = 0 


v y 

Thus, since the vorticity is zero, this flow field is irrotational. 

Discussioit We cannot say for sure whether the flow is inviscid unless we calcúlate the viscous shear stresses, as in the 
following problem. 


10-105 

Solution We are to calcúlate the viscous stress tensor for a given velocity field. 
Assumptions 1 The flow is steady. 2 The flow is two-dimensional in the r-^plane. 


Analysis 


The viscous stress tensor in cylindrical coordinates is given in Chap. 9 as 


* rr ‘■rO * n 


v Or l ee L ez 


2p 


du r 

dr 


P 


' r d 

u e 

+ 1 dU r 

p 

f du r du, 

_ 1 _ _|_£_ 

\ 

v dr 

ItJ 

r de j 

K dz dr y 





y dr y 


1 du r 
~-~dd 


_ (1 du„ 

2 p 6 

v 


+ — 

r dG r 


P 


du,. du, 
—- +—- 
dz dr 


P 


du„ 1 du, 
6 +- 


dz 


dd 


P 


du„ 1 du, 

—- +-£ 

v dz r dd j 

2, 

dz 


(i) 


We plug in the velocity field from Problem 10-104 into Eq. 1, and we get 


F 

E—J 


í er L ee í Oz 


■W 


r 

m— 

7 ir 

0 


Tur 

0 

0 


( 2 ) 


Thus, we conclude that there are indeed some non-zero viscous stresses in this flow field. Henee, this flow is not inviscid, 
even though it is irrotational. 


Discussion The fluid particles move relative to each other, generating viscous shear stresses. However, the net viscous 
forcé on a fluid partióle is zero since the flow is irrotational. 
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10-106 

Solution 


Chapter 10 Approximate Solutions of the Navier-Stokes Equation 
We are to calcúlate modified pressure P' and sketch profiles of F at two vertical locations in the pipe. 


Assumptions 1 The flow is incompressible. 2 Gravity acts vertically downward. 
3 There are no free surface effects in this flow field. 


Analysis By definition, modified pressure P' = P + pgz. So we add 
hydrostatic pressure component pgz to the given profile P = P Mm to obtain the 
profile for F. At any z location in the pipe, 

Modified pressure : P' = P+ pgz —» F = P atm + pgz 

We see that P is uniform at any vertical location (F does not vary radially), but P' 
varíes with elevation z. At z = z u 


Modified pressure at z¡\ 
and at z = z 2 , 

Modified pressure at z 2 . 


p i= p ^ + Pg z i 


P 2= P *m+Pg Z 2 


( 1 ) 

( 2 ) 


z = z 2 


Z = Z1 



PIPI |pp A 

Comparing Eqs. 1 and 2, the modified pressure is higher at location z 2 since z 2 is 

higher in elevation than z,. In this problem there is no forced pressure gradient in 0 , 1 * le P ressure P 10 ^ 1 es at two 

terms of actual pressure. However, in terms of modified pressure, there is a linearly vertical locations in the pipe, 
decreasing modified pressure along the axis of the pipe. In other words, there is a forced pressure gradient in terms of 
modified pressure. 


Discussion Since modified pressure eliminates the gravity term from the Navier-Stokes equation, we have replaced the 
effect of gravity by a gradient of modified pressure P'. 


10-107 

Solution We are to calcúlate the required pressure drop between two axial locations of a horizontal pipe that would 
yield the same volume flow rate as that of the vertical pipe of Problem 10-106. 


Assumptions 1 The flow is incompressible. 2 Gravity acts vertically 
downward. 3 There are no free surface effects in this flow field. 

Analysis For the vertical case of Problem 10-106, we know that at 

z = z u 

Modified pressure atz¡\ P t '= P tm + pgz x (1) 



and at z = z 2 , 

Modified pressure at z 2 : P 2 = P alm + pgz 2 (2) 


FIGURE 1 

Modified pressure profiles at two horizontal 
locations in the pipe. 


Since modified pressure effectively eliminates gravity from the problem, we expect that at the same volume flow rate, the 
difference in modified pressure from z 2 to z, does not change with changes in the orientation of the pipe. From Eqs. 1 and 2, 


Change in modified pressure from z 2 to z¡\ P' - P¡= pg (z 2 - z,) (3) 


The modified pressure profiles at two axial locations in the horizontal pipe are sketched in Fig. 1. We convert the modified 
pressures in Eq. 3 to actual pressures using the definition of modified pressure, P = F - pgz. We note however, that for the 
horizontal pipe, z does not change along the pipe. Thus we conclude that the required difference in actual pressure is 


Change in pressure from location 2 to location P. 


P 2- P l= Pg{z 2 -Z ¡ ) 


( 4 ) 


where z 2 and z¡ are the elevations of the vertical pipe case. 


Discussion In order to achieve the same flow rate, the forced pressure gradient in the horizontal case must be the same 
as the hydrostatic pressure difference supplied by gravity in the vertical case. 
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Chapter 10 Approximate Solutions of the Navier-Stokes Equation 


Design and Essay Problem 


10-108 

Solution We are to discuss the velocity overshoot in Fig. 10-136. 

Analysis The velocity overshoot is a direct result of the displacement effect and the effect of inertia. At very low 
valúes of Reí (less than about 10 1 ), where the displacement effect is most prominent, the velocity overshoot is almost non- 
existent. This can be explained by the lack of inertia at these low Reynolds numbers. Without inertia, there is no 
mechanism to accelerate the tlow around the píate; rather, viscosity retarás the flow everywhere in the vicinity of the píate, 
and the intluence of the píate extends tens of píate lengths beyond the píate in all directions. At modérate valúes of 
Reynolds number (Re¿ between about 10 1 and 10 4 ), the displacement effect is significant, and inertial terms are no longer 
negligible. Henee, fluid is able to accelerate around the píate and the velocity overshoot is significant. At very high valúes 
of Reynolds number (Reí > 10 4 ), inertial terms domínate viscous terms, and the boundary layer is so thin that the 
displacement effect is almost negligible - the small displacement effect leads to very small velocity overshoot at high 
Reynolds numbers. 

Discussion We can imagine that the fíat píate appears thicker from the point of view of the outer flow, and therefore, 
the flow must accelerate around this “fat” píate. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


Drag, Lift, and Drag Coefficients of Common Geometries 


11-1C 

Solution We are to explain when a flow is 2-D, 3-D, and axisymmetric. 

Analysis The flow over a body is said to be two-dimensional when the body is very long and of constant cross- 
section, and the flow is normal to the body (such as the wind blowing over a long pipe perpendicular to its axis). There is 
no significant flow along the axis of the body. The flow along a body that possesses symmetry aiong an axis in the flow 
direction is said to be axisymmetric (such as a bullet piercing through air). Flow over a body that eannot be modeled as 
two-dimensional or axisymmetric is three-dimensional. The flow over a car is three-dimensional. 

Discussion As you might expect, 3-D flows are much more difficult to analyze than 2-D or axisymmetric flows. 


11-2C 

Solution We are to discuss the difference between upstream and free-stream velocity. 

Analysis The velocity of the fluid relative to the immersed solid body sufficiently far away from a body is called 

the free-stream velocity, V. The upstream (or approach) velocity V is the velocity of the approaching fluid far ahead of 
the body. These two velocities are equal if the flow is uniform and the body is small relative to the scale of the free-stream 
flow. 

Discussion This is a subtle difference, and the two terms are often used interchangeably. 


11-3C 

Solution We are to discuss the difference between streamlined and blunt bodies. 

Analysis A body is said to be streamlined if a conscious effort is made to align its shape with the anticipated 
streamlines in the flow. Otherwise, a body tends to block the flow, and is said to be blunt. A tennis hall is a blunt body 
(unless the velocity is very low and we have “creeping flow”). 

Discussion In creeping flow, the streamlines align themselves with the shape of any body - this is a much different 
regime than our normal experiences with flows in air and water. A low-drag body shape in creeping flow looks much 
different than a low-drag shape in high Reynolds number flow. 


11-4C 

Solution We are to discuss applications in which a large drag is desired. 

Analysis Some applications in which a large drag is desirable: parachuting, sailing, and the transport of pollens. 

Discussion When sailing efficiently, however, the lift forcé on the sail is more important than the drag forcé in 

propelling the boat. 


11-5C 

Solution We are to define drag and discuss why we usually try to minimize it. 

Analysis The forcé a flowing fluid exerts on a body in the flow direction is cabed drag. Drag is caused by 

friction between the fluid and the solid surface, and the pressure difference between the front and back of the body. 

We try to minimize drag in order to reduce fuel consumption in vehicles, improve safety and durability of structures 
subjected to high winds, and to reduce noise and vibration. 

Discussion In some applications, such as parachuting, high drag rather than low drag is desired. 
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Chapter 11 Flow Over Bodies: Drag and Lift 

11-6C 

Solution We are to define lift, and discuss its cause and the contribution of wall shear to lift. 

Analysis The forcé a flowing fluid exerts on a body in the normal direction to flow that tends to move the body 

in that direction is called lift. It is caused by the components of the pressure and wall shear forces in the direction 
normal to the flow. The wall shear contributes to lift (unless the body is very slim), but its contribution is usually small. 

Discussion Typically the nonsymmetrical shape of the body is what causes the lift forcé to be produced. 


11-7C 

Solution We are to explain how to calcúlate the drag coefficient, and discuss the appropriate area. 


Analysis When the drag forcé Fd, the upstream velocity V. and the fluid density p are measured during flow over a 
body, the drag coefficient is determined from 



where A is ordinarily the frontal area (the area projected on a plañe normal to the direction of flow) of the body. 


Discussion In some cases, however, such as fíat plates aligned with the flow or airplane wings, the planform area is 
used instead of the frontal area. Planform area is the area projected on a plañe parallel to the direction of flow and normal to 
the lift forcé. 


11-8C 

Solution We are to explain how to calcúlate the lift coefficient, and discuss the appropriate area. 

Analysis When the lift forcé F l , the upstream velocity V, and the fluid density p are measured during flow over a 

body, the lift coefficient can be determined from 



where A is ordinarily the planform area, which is the area that would be seen by a person looking at the body from above 
in a direction normal to the body. 

Discussion In some cases, however, such as fíat plates aligned with the flow or airplane wings, the planform area is 
used instead of the frontal area. Planform area is the area projected on a plañe parallel to the direction of flow and normal to 
the lift forcé. 


11-9C 

Solution We are to define the frontal area of a body and discuss its applications. 

Analysis The frontal area of a body is the area seen by a person when looking from upstream (the area projected 

on a plañe normal to the direction of flow of the body). The frontal area is appropriate to use in drag and lift calculations for 
blunt bodies such as cars, cylinders, and spheres. 

Discussion The drag forcé on a body is proportional to both the drag coefficient and the frontal area. Thus, one is able 
to reduce drag by reducing the drag coefficient or the frontal area (or both). 
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Chapter 11 Flow Over Bodies: Drag and Lift 

11-10C 

Solution We are to define the planform area of a body and discuss its applications. 

Analysis The planform area of a body is the area that would be seen by a person looking at the body from above 
in a direction normal to flow. The planform area is the area projected on a plañe parallel to the direction of flow and 
normal to the lift forcé. The planform area is appropriate to use in drag and lift calculations for slender bodies such as fíat 
píate and airfoils when the frontal area is very small. 

Discussioit Consider for example an extremely thin fíat píate aligned with the flow. The frontal area is nearly zero, and 
is therefore not appropriate to use for calculation of drag or lift coefficient. 


11-11C 

Solution We are to define and discuss terminal velocity. 

Analysis The máximum velocity a free falling body can attain is called the terminal velocity. It is determined by 
setting the weight of the body equal to the drag and buoyancy forces, W=F D + F B . 

Discussioit When discussing the settling of small dust particles, terminal velocity is also called terminal settling speed 
or settling velocity. 


11-12C 

Solution We are to discuss the difference between skin friction drag and pressure drag, and which is more significant 
for slender bodies. 

Analysis The parí of drag that is due directly to wall shear stress r„, is called the skin friction drag F D friction since 
it is caused by frictional effects, and the parí that is due directly to pressure P and depends strongly on the shape of 
the body is called the pressure drag F D , pressure . For slender bodies such as airfoils, the friction drag is usually more 
significant. 

Discussioit For blunt bodies, on the other hand, pressure drag is usually more significant than skin friction drag. 


11-13C 

Solution We are to discuss the effect of surface roughness on drag coefficient. 

Analysis The friction drag coefficient is independent of surface roughness in laminar flow, but is a strong function 
of surface roughness in turbulent flow due to surface roughness elements protruding farther into the viscous sublayer. 

Discussioit If the roughness is very large, however, the drag on bodies is increased even for laminar flow, due to 
pressure effects on the roughness elements. 


11-14C 

Solution We are to discuss how drag coefficient varíes with Reynolds number. 

Analysis (o) In general, the drag coefficient decreases with Reynolds number at low and modérate Reynolds 
numbers. ( b ) The drag coefficient is nearly independent of Reynolds number at high Reynolds numbers (Re > 10 4 ). 

Discussioit When the drag coefficient is independent of Re at high valúes of Re, we cali this Reynolds number 
independence. 
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Chapter 11 Flow Over Bodies: Drag and Lift 

11-15C 

Solution We are to discuss the effect of adding a fairing to a circular cylinder. 

Aitalysis As a result of attaching fairings to the front and back of a cylindrical body at high Reynolds numbers, (a) 

friction drag increases, ib) pressure drag decreases, and (c) total drag decreases. 

Discussion In creeping flow (very low Reynolds numbers), however, adding a fairing like this would actually increase 
the overall drag, since the surface area and therefore the skin friction drag would increase significantly. 


11-16C 

Solution We are to discuss the effect of streamlining, and its effect on friction drag and pressure drag. 

Aitalysis As a result of streamlining, ( a ) friction drag increases, ( b ) pressure drag decreases, and (c) total drag 

decreases at high Reynolds numbers (the general case), but increases at very low Reynolds numbers (creeping flow) since 
the friction drag dominates at low Reynolds numbers. 

Discussion Streamlining can significantly reduce the overall drag on a body at high Reynolds number. 


11-17C 

Solution We are to define and discuss flow separation. 

Aitalysis At sufficiently high velocities, the fluid stream detaches itself from the surface of the body. This is 
called separation. It is caused by a fluid flowing over a curved surface at a high velocity (or technically, by adverse 
pressure gradient). Separation increases the drag coefficient drastically. 

Discussion A boundary layer has a hard time resisting an adverse pressure gradient, and is likely to sepárate. A 
turbulent boundary layer is in general more resilient to flow separation than a laminar flow. 


11-18C 

Solution We are to define and discuss drafting. 

Aitalysis Drafting is when a moving body follows another moving body by staying cióse behind in order to 
reduce drag. It reduces the pressure drag and thus the drag coefficient for the drafted body by taking advantage of the 
low pressure wake región of the moving body in front. 

Discussion We often see drafting in automobile and bicycle racing. 


11-19C 

Solution We are to compare the fuel efficiency of two cars. 

Aitalysis The car that is contoured to resemble an ellipse has a smaller drag coefficient and thus smaller air 
resistance, and thus the elliptical car is more likely to be more fuel efíicient than a car with sharp corners. 

Discussion However, sharp corners promote a fixed flow separation location, whereas rounded corners can lead to 
unsteadiness in the flow. For this reason, rounding is usually, but not always the best solution. 


11-20C 

Solution We are to compare the speed of two bicyclists. 

Aitalysis The bicyclist who leans down and brings his body closer to his knees goes faster since the frontal area 
and thus the drag forcé is less in that position. The drag coefficient also goes down somewhat, but this is a secondary effect. 

Discussion This is easily experienced when riding a bicycle down a long hill. 


11-5 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 
















11-21 


Chapter 11 Flow Over Bodies: Drag and Lift 


Solution The drag forcé acting on a car is measured in a wind tnnnel. The drag coefficient of the car at the test 
conditions is to be determined. 


Assumptions 1 The flow of air is steady and incompressible. 2 The cross-section of the tunnel is large enough to simúlate 
free flow over the car. 3 The bottom of the tunnel is also moving at the speed of air to approximate actual driving 
conditions or this effect is negligible. 4 Air is an ideal gas. 


Properties The density of air at 1 atm and 25°C is p = 

1.164 kg/m 3 . 

Aitalysis The drag forcé acting on a body and the drag 
coefficient are given by 


f d =c d a- 


pV / 


and 


C D = 


2 F d 
pAV 7 


Wind tunnel 



where A is the frontal area. Substituting and noting that 1 m/s = 3.6 km/h, the drag coefficient of the car is determined to be 


Cn = 


2x(350N) 


° (1.164 kg/m 3 )(1.40 x 1.65 m 2 )(90 / 3.6 m/s) 2 


lkg-m/s 

1N 


2 A 


= 0.42 


Discussion Note that the drag coefficient depends on the design conditions, and its valué will be different at different 
conditions. Therefore, the published drag coefficients of different vehicles can be compared meaningfully only if they are 
determined under identical conditions. This shows the importance of developing standard testing procedures in industry. 


11-22 

Solution A car is moving at a constant velocity. The upstream velocity to be used in fluid flow analysis is to be 
determined for the cases of calm air, wind blowing against the direction of motion of the car, and wind blowing in the same 
direction of motion of the car. 

Analysis In fluid flow analysis, the velocity used is the 
relative velocity between the fluid and the solid body. 

Therefore: 

(a) Calm air: V= V car = 80 km/h 

(b) Wind blowing against the direction of motion: 

V— V c¡¡1 + V wind = 80 + 30 = 110 km/h 

(c) Wind blowing in the same direction of motion: 

V = Fca r - F wind = 80 - 50 = 30 km/h 

Discussion Note that the wind and car velocities are added when they are in opposite directions, and subtracted when 
they are in the same direction. 



11-23 

Solution The resultant of the pressure and wall shear forces acting on a body is given. The drag and the lift forces 
acting on the body are to be determined. 

Analysis The drag and lift forces are determined by decomposing 
the resultant forcé into its components in the flow direction and the 
normal direction to flow, 

Drag forcé: F D = F R eos 6 = (700 N) eos 35° = 573 N 

Lift forcé: F, = F R sin d = (700 N) sin 35° = 402 N 

Discussion Note that the greater the angle between the resultant forcé and the flow direction, the greater the lift. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-24 

Solution The total drag forcé acting on a spherical body is measured, and the pressure drag acting on the body is 
calcLilatcd by integrating the pressure distribution. The friction drag coefficient is to be determined. 

Assumptions 1 The tlow of air is steady and incompressible. 2 The surface of the sphere is smooth. 3 The flow over the 
sphere is turbulent (to be verified). 

Properties The density and kinematic viscosity of air at 1 atm and 5°C are p = 1.269 kg/m 3 and v= 1.382xl0" 5 m 2 /s. 
The drag coefficient of sphere in turbulent flow is C/, = 0.2, and its frontal area is A = nD 2 /4 (Table 11-2). 


Analysis 


The total drag forcé is the sum of the friction and pressure drag forces. Therefore, 


friction ^D 


■F D ,pressure =5.2-4.9 = 0.3 N 


where f d =c d a- 


pv l 


and 


F — C A - 

1 D, friction v -' D, friction ^ 


pv ¿ 


Taking the ratio of the two relations above gives 

F, 

C 


Air 

V 


" D, friction 


D, friction £ ^ = (Q 2 ) = Q.01 1 5 


1 d 5.2 N 

Now we need to verify that the flow is turbulent. This is done by calculating the flow velocity 
from the drag forcé relation, and then the Reynolds number: 


Fn=C n A 


pV ¿ 


V = 


1 2 F o I 

2(5.2 N) 

1 kg-m/s 2 ' 

\pC D A ]¡ 

(1.269 kg/m 3 )(0.2)[^(0.12m) 2 / 4] 

l 1N J 



= 60.2 m/s 


Re= KD = ( 6 0.2m/s)(0.12m)^ 5 23xl()5 

v 1.382xl0‘ 5 m 2 Is 

which is greater than 2x1 ()', Therefore, the flow is turbulent as assumed. 


Discussion Note that knowing the flow regime is important in the solution of this problem since the total drag 
coefficient for a sphere is 0.5 in laminar flow and 0.2 in turbulent flow. 
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Chapter 11 FIow Over Bodies: Drag and Lift 


11-25E 

Solution The frontal area of a car is reduced by redesigning. The amount of fuel and money saved per year as a result 
are to be determined. 


Assumptions 1 The car is driven 12,000 miles a year at an average speed of 55 
km/h. 2 The effect of reduction of the frontal area on the drag coefficient is 
negligible. 

Properties The densities of air and gasoline are given to be 0.075 lbm/ft 3 
and 50 lbm/ft 3 , respectively. The heating valué of gasoline is given to be 20,000 
Btu/lbm. The drag coefficient is C D = 0.3 for a passenger car (Table 11-2). 



Analysis The drag forcé acting on a body is determined from 

rl 


f d = c d a 


pV ¿ 


where A is the frontal area of the body. The drag forcé acting on the car before redesigning is 


F d = 0.3(18 ft 2 ) (0, ° 75 lbm/ft )(55 mph) 


1.4667 ft/s 
1 mph 


llbf 


32.2 lbm- ft/s“ 


= 40.9 lbf 


Noting that work is forcé times distance, the amount of work done to overeóme this drag forcé and the required energy 
input for a distance of 12,000 miles are 


Y 5280 ft 1 

í 1 Btu 

1 lmile J 

t 778.169 lbf ft J 


W, h 


r ^drag 3.33xlO 6 Btu/year 7 

E in = -=-= 1.041x10 Btu/year 

/7 C ar 0.32 

Then the amount and costs of the fuel that supplies this much energy are 


= 3.33xlO 6 Btu/year 


Amont of fuel = Wfüel 
Píplq\ 


^,n/HV 

/^fuel 


(1.041 x 10 7 Btu/year) /(20,000 Btu/lbm) 
50 lbm/ft 3 


= 10.41 ft 3 /year 


f 

Cost = (Amount of fuel)(Unit cost) = (10.41 ft 3 /year)($2.20/gal) 

v 


7.4804 gal ) 

lft 3 J 


$171.3/year 


That is, the car uses 10.41 ft 3 = 77.9 gallons of gasoline at a cost of $171.3 per year to overeóme the drag. 

The drag forcé and the work done to overeóme it are directly proportional to the frontal area. Then the percent 
reduction in the fuel consumption due to reducing frontal area is equal to the percent reduction in the frontal area: 


A — A 18 — 15 

Reduction ratio =-^ =-- = 0.167 

A 18 

Amount reduction = (Reduction ratio)( Amount) 


= 0.167(77.9 gal/year) = 13.0 gal/year 
Cost reduction = (Reduction ratio)(Cost) = 0.167($171.3/year) = $28.6/year 


Therefore, reducing the frontal area reduces the fuel consumption due to drag by 16.7%. 

Discussion Note from this example that significant reductions in drag and fuel consumption can be achieved by 
reducing the frontal area of a vehicle. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


¡SI 

11-26E ^2 


Solution The previous problem is reconsidered. The effect of frontal area on the annual fuel consumption of the car 
as the frontal area varied from 10 to 30 ft 2 in increments of 2 ft 2 are to be investigated. 


Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 


CD=0.3 

rho=0.075 "Ibm/ft3" 

V=55* 1.4667 "ft/s" 

Eff=0.32 

Pr¡ce=2.20 "$/gal" 
efuel=20000 "Btu/lbm" 
rho_gas=50 "Ibm/ft3" 

L= 12000*5280 "ft" 
FD=CD*A*(rho*V A 2)/2/32.2 "Ibf 
Wdrag=FD*L/778.169 "Btu" 
E¡n=Wdrag/Eff 
m=Ein/efuel "Ibm" 
Vol=(m/rho_gas)*7.4804 "gal" 
Cost=Vol*Pr¡ce 


en 

</) 

o 

O 



10 14 18 22 26 30 

A, ft 2 


A, ft 2 

F’drag lbf 

Amount, gal 

Cost, $ 

10 

22.74 

43.27 

95.2 

12 

27.28 

51.93 

114.2 

14 

31.83 

60.58 

133.3 

16 

36.38 

69.24 

152.3 

18 

40.92 

77.89 

171.4 

20 

45.47 

86.55 

190.4 

22 

50.02 

95.2 

209.4 

24 

54.57 

103.9 

228.5 

26 

59.11 

112.5 

247.5 

28 

63.66 

121.2 

266.6 

30 

68.21 

129.8 

285.6 


Discussioit As you might expect, the cost goes up linearly with area, since drag forcé goes up linearly with area. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-27 \Also solved using EES on enclosed D VD] 

Solution A circular sign is subjected to high winds. The drag forcé acting on the sign and the bending moment at the 
bottom of its pole are to be determined. 


Assumptions 1 The flow of air is steady and incompressible. 2 The drag forcé on the pole is negligible. 3 The flow is 
turbulent so that the tabulated valué of the drag coefficient can be used. 


Properties The drag coefficient for a thin circular disk is C D = 1.1 (Table 11- 
2). The density of air at 100 kPa and 10°C = 283 K is 


P _ 100 kPa 

RT (0.287 kPa-m 3 /kg.K)(283K) 


1.231kg/m 3 


Analysis The frontal area of a circular píate subjected to normal flow is A 
= nD 2 /4. Then the drag forcé acting on the sign is 


f d =c d a 


pV ¿ 


= (1.DM0.5m) 2 /4] (l-231kg/m 3 )(150/3.6m/s)- 


1N 


\ 


lkg-m/s" 


= 231 N 



Noting that the resultant forcé passes through the center of the stop sign, the 
bending moment at the bottom of the pole becomes 

M hottom = F d xL = (231 N)(1.5 + 0.25) m = 404 Nm 


Discussion Note that the drag forcé is equivalent to the weight of over 23 kg of mass. Therefore, the pole must be 
strong enough to withstand the weight of 23 kg hanged at one of its end when it is held from the other end horizontally. 


11-28E 

Solution A rectangular billboard is subjected to high winds. The drag forcé acting on the billboard is to be 
determined. 


Assumptions 1 The flow of air is steady and incompressible. 2 The 
drag forcé on the supporting poles are negligible. 3 The flow is 
turbulent so that the tabulated valué of the drag coefficient can be used. 

Properties The drag coefficient for a thin rectangular píate for 
normal flow is C D = 2.0 (Table 11-2). The density of air at 14.3 psia 
and 40°F = 500 R is 



Analysis 


14.3 psia 

(0.3704 psia • ft 3 /lbm.R)(500 R) 


= 0.0772 lbm/ft 3 


The drag forcé acting on the billboard is determined from 


90 mph 



20 ft 


BILLBOARD 





F =C 

1 D '•'D 


nV 2 , . Í0.0772 lbm/ft 3 )(90x1.4667 ñ/s) 2 

A^-— = (2.0) (8x20 ft 2 )-- ] - - L 


1 lbf 


32.2 lbm-ft/s" 


= 6684 lbf = 6680 lbf 


Discussion Note that the drag forcé is equivalent to the weight of about 6680 lbm of mass. Therefore, the support bars 
must be strong enough to withstand the weight of 6680 lbm hanged at one of their ends when they are held from the other 
end horizontally. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-29 

Solution An advertisement sign in the form of a rectangular block that has the same frontal area from all four sides is 
mounted on top of a taxicab. The increase in the annual fuel cost due to this sign is to be determined. 


Assumptions 1 The flow of air is steady and incompressible. 2 The car is 
driven 60,000 km a year at an average speed of 50 km/h. 3 The overall 
efficiency of the engine is 28%. 4 The effect of the sign and the taxicab on 
the drag coefficient of each other is negligible (no interference), and the 
edge effects of the sign are negligible (a crude approximation). 5 The flow 
is turbulent so that the tabulated valué of the drag coefficient can be used. 

Properties The densities of air and gasoline are given to be 1.25 kg/m 3 
and 0.75 kg/L, respectively. The heating valué of gasoline is given to be 
42,000 kJ/kg. The drag coefficient for a square rod for normal flow is C'/¡ = 
2.2 (Table 11-1). 



Analysis 


Noting that 1 m/s = 3.6 km/h, the drag forcé acting on the sign is 


f d = c d a 


pv 2 


= (2.2)(0.9x0.3 m ) 


2 (1.25 kg/m 3 )(50/3.6 m/s)‘ 


IN 


lkg-m/s" 


= 71.61 N 


V A ” y 

Noting that work is forcé times distance, the amount of work done to overeóme this drag forcé and the required energy input 
for a distance of 60,000 km are 


W áT¡¡¡¡ = f d l = (71.61 N)(60,000km/year) = 4.30xlO 6 kJ/year 

„ ^dra g 4.30xlO 6 kJ/year t C/1 ,„ 7 , T/ 

E in =-=-= 1.54x10 kJ/year 

n rar 0.28 


Then the amount and cost of the fuel that supplies this much energy are 

Amom of tal - SüL = LdA . d-54xi0’ kj/yea,)/(42,000 kj/kg) = 48g Uyear 
Pfuel P fuel 0.75 kg/L 

Cost = (Amount of fuel)(Unit cost) = (489 L/year)($0.50/L) = $245/year 

That is, the taxicab will use 489 L of gasoline at a cost of $245 per year to overeóme the drag generated by the 
advertisement sign. 


Discussion Note that the advertisement sign increases the ñiel cost of the taxicab significantly. The taxicab operator 
may end up losing money by installing the sign if he/she is not aware of the major increase in the fuel cost, and negotiate 
accordingly. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-30 

Solution The water needs of a recreational vehicle (RV) are to be met by installing a cylindrical tank on top of the 
vehicle. The additional power requirements of the RV at a specified speed for two orientations of the tank are to be 
determined. 


Assumptions 1 The flow of air is steady and incompressible. 2 The effect of the 
tank and the RV on the drag coefficient of each other is negligible (no interference). 
3 The flow is turbulent so that the tabulated valué of the drag coefficient can be used. 

Properties The drag coefficient for a cylinder corresponding to LID = 2/0.5 = 4 
is C'/j = 0.9 when the circular surfaces of the tank face the front and back, and C D = 
0.8 when the circular surfaces of the tank face the sides of the RV (Table 11-2). The 
density of air at the specified conditions is 


P 87 kPa 

RT (0.287 kPa-m 3 /kg.K)(295K) 


1.028 kg/m 3 


2 m 



Analysis (a) The drag forcé acting on the tank when the circular surfaces face the front and back is 

2 2 V3.6km/hy ^lkg-m/s J 

Noting that power is forcé times velocity, the amount of additional power needed to overeóme this drag forcé is 

lkW 


IRdrag = F d V = (63.3 NX95/3.6 m/s)] 


1000 N-m/s 


= 1.67 kW 


(b) The drag forcé acting on the tank when the circular surfaces face the sides of the RV is 
F D =C D A^ = (0.8P.5X2m 2 ] kg/m 3 )(9 5 km/h) 2 

Then the additional power needed to overeóme this drag forcé is 

/ lkW 1 = 7.55 kW 


í lm/s V 

í 1N 1 

V3.6 km/h J 

v l kg • m/s 2 , 


= 286 N 


IRdrag = F d V = (286 N)(95/3.6 m/s)] 


u 000 N-m/s 


Therefore, the additional power needed to overeóme the drag caused by the tank is 1.67 kW and 7.55 W for the two 
orientations indicated. 

Discussion Note that the additional power requirement is the lowest when the tank is installed such that its circular 
surfaces face the front and back of the RV. This is because the frontal area of the tank is mínimum in this orientation. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-31E 

Solution A person who normally drives at 55 mph now starts driving at 75 mph. The percentage increase in fuel 
consumption of the car is to be determined. 

Assumptions 1 The fuel consumption is approximately proportional to the drag forcé on a level road (as stated). 2 The 
drag coefficient remains the same. 

Aitalysis The drag forcé is proportional to the square of the velocity, and power is forcé times velocity. Therefore, 

pV 2 ■ pV 2 

F d =C d A and W ámg =F D V = C D AF— 

l ly 

Then the ratio of the drag forcé at V 2 = 75 mph to the drag 
forcé at V¡ = 55 mph becomes 
F V ^ 75 2 

—— = —= —— = 1 .86 , an increase of 86%. 

Fm V 2 55 2 

Therefore, the power to overeóme the drag forcé and thus fuel consumption per unit time nearly doubles as a result of 
increasing the velocity from 55 to 75 mph. 

Discussioit This increase appears to be large. This is because all the engine power is assumed to be used entirely to 
overeóme drag. Still, the simple analysis above shows the strong dependence of the fuel consumption on the cruising speed 
of a vehicle. A better measure of fuel consumption is the amount of fuel used per unit distance (rather than per unit time). 
A car cruising at 55 mph will travel a distance of 55 miles in 1 hour. But a car cruising at 75 mph will travel the same 

distance at 55/75 = 0.733 h or 73.3% of the time. Therefore, for a given distance, the increase in fuel consumption is 

1.86x0.733 = 1.36 - an increase of36%. This is still large, especially with the high cost ofgasoline these days. 



11-32 

Solution A plástic sphere is dropped into water. The terminal velocity of the sphere in water is to be determined. 
Assumptions 1 The fluid flow over the sphere is laminar (to be verified). 2 The drag coefficient remains constant. 

Properties The density of plástic sphere is 1150 kg/m’. The density and dynamic viscosity of water at 20°C are p = 
998 kg/m 3 and p = 1.002xl0" 3 kg/m-s, respectively. The drag coefficient for a sphere in laminar flow is Cu = 0.5. 

Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object less the buoyancy forcé applied by the fluid, 

p f V 2 

F d =W-F b where F D =C D A ^ , W = p s gV, and F tt = p fg V 


Here A = kD 2 /4 is the frontal area and V= kD 2 /6 is the volume of the sphere. Substituting and simplifying. 


C d A 


PfV ¿ 


= P s gV -PfgV -» C L 


7jD 2 PfV 1 


= (Ps -Pf)g 


nD 


-> C r 


Ps 

Pf 


\ 


-1 


gD 

6 


Solving for V and substituting, 

¡4gD(p s /p f -l) |4(9.81 m/s 2 )(0.004 m)(l 150/998-1) 

~]j 3 C D "V 3x0.5 ~ ' 

The Reynolds number is 

_ pVD _ (998 kg/m 3 )(0.126 m/s)(4x 10" 3 m) _ ^ 
p 1.002xl0' 3 kg-m/s 

which is less than 2xl0\ Therefore, the flow is laminar as assumed. 



Discussioit This problem can be solved more accurately using a trial-and-error approach by using Cu data from Fig. 11- 
34 (the Cu valué corresponding to Re = 503 is about 0.6. Repeating the calculations for this valué gives 0.115 m/s for the 
terminal velocity. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-33 

Solution A semi truck is exposed to winds from its side surface. The wind velocity that will tip the truck over to its 
side is to be determined. 


Assumptions 1 The ílow of air in the wind is steady and incompressible. 2 The edge effects on the semi truck are 
negligible (a crude approximation), and the resultant drag forcé acts through the center of the side surface. 3 The ílow is 
turbulent so that the tabulated valué of the drag coefficient can be used. 4 The distance between the wheels on the same 
axle is also 2 m. 5 The semi truck is loaded uniformly so that its weight acts through its center. 

Properties The density of air is given to be p = 1.10 kg/m ’. The drag coefficient for a body of rectangular cross-section 
corresponding to LID = 2/2 = 1 is C D = 2.2 when the wind is normal to the side surface (Table 11-2). 


Analysis When the truck is first tipped, the wheels on the wind-loaded side of the truck will be off the ground, and 
thus all the reaction forces from the ground will act on wheels on the other side. Taking the moment about an axis passing 
through these wheels and setting it equal to zero gives the required drag forcé to be 


Z M 


wheels 


= 0 F d x (1 m) - IT x (1 m) = 0 -> F D =W 


Substituting, the required drag forcé is determined to be 

f ... x 


F d = mg = (5000 kg)(9.81 m/s 2 ) 


1N 


lkg-m/s" 


= 49,050 N 


The wind velocity that will cause this drag forcé is determined to be 

pV 


F d =C d A1 


-» 49,050 N = (2.2)(2x 8 m 2 ) (L10kg/m )V 


1N 


lkg-m/s* 


8 m 


1.8 m 


--- 

5,000 kg 



- ^ 


2 m 


0.75 m 


-> V = 50.3 m/s 


which is equivalent to a wind velocity of V= 50.3x3.6 = 181 km/h. 

Discussion This is very high velocity, and it can be verified easily by calculating the Reynolds number that the ílow is 
turbulent as assumed. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-34 

Solution A bicyclist is riding his bicycle downhill on a road with a specified slope without pedaling or breaking. The 
terminal velocity of the bicyclist is to be determined for the upright and racing positions. 

Assumptions 1 The rolling resistance and bearing friction are negligible. 2 The drag coefficient remains constant. 3 The 
buoyancy of air is negligible. 

Properties The density of air is given to be p = 1.25 kg/m 3 . The frontal area and the drag coefficient are given to be 
0.45 m 2 and 1.1 in the upright position, and 0.4 m 2 and 0.9 on the racing position. 


Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the component of the 
total weight (bicyclist + bicycle) in the flow direction. 


F D = ^total s in 0 


pv 

-» c d a ~^ = «total &md 


2 g«total sin 6 


Solving for V gives V = 

C D Ap 

The terminal velocities for both positions are obtained by substituting the 
given valúes: 


Upright position: 


1 2(9.81 m/s 2 )(80 + 15kg)sinl2° 
\ 1.1(0.45 m 2 )(1.25 kg/m 3 ) 


= 25.0m/s = 90 km/h 



Racing position: 


V = 


2(9.81 m/s 2 )(80+ 15 kg)sinl2° 
I 0.9(0.4 m 2 )(1.25 kg/m 3 ) 


= 29.3 m/s = 106 km/h 


Discussion Note that the position of the bicyclist has a significant effect on the drag forcé, and thus the terminal 
velocity. So it is no surprise that the bicyclists maintain the racing position during a race. 


11-35 

Solution The pivot of a wind turbine with two hollow hemispherical cups is stuck as a result of some malfunction. 
For a given wind speed, the máximum torque applied on the pivot is to be determined. 

Assumptions 1 The flow of air in the wind is steady and incompressible. 2 The air 
flow is turbulent so that the tabulated valúes of the drag coefficients can be used. 

Properties The density of air is given to be p = 1.25 kg/m’. The drag coefficient 
for a hemispherical cup is 0.4 and 1.2 when the hemispherical and plain surfaces are 
exposed to wind flow, respectively. 

Analysis The máximum torque occurs when the cups are normal to the wind since the length of the moment arm is 
máximum in this case. Noting that the frontal area is kD~/4 for both cups, the drag forcé acting on each cup is determined to 
be 

Convex side: F m = C m A^- = (0.4)[;r(0.08 m) 2 /4] (L25k g /m ^ )(15m/s) 

Concave side: F m = C m A^~ = (1.2)[;r(0.08 m) 2 14] (1 - 25k g /m ^( 15m/s ) 

**" " y 

The moment ann for both forces is 12.5 cm since the distance between the centers of the two cups is given to be 25 cm. 
Taking the moment about the pivot, the net torque applied on the pivot is determined to be 

M max = F D2 L - F m L = (F d 2 - F m ) L = (0.848 “ 0.283 N)(0.125 m) = 0.0706 Nm 

Discussion Note that the torque varíes between zero when both cups are aligned with the wind to the máximum valué 
calculated above. 


IN 


lkg-m/s~ 

IN 


= 0.283 N 




1 kcr • in/s 2 


= 0.848 N 
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Chapter 11 Flow Over Bodies: Drag and Lift 



Solution The previous problem is reconsidered. The effect of wind speed on the torque applied on the pivot as the 
wind speed varíes from 0 to 50 m/s in increments of 5 m/s is to be investigated. 


Analysis The EES Equations window is 
printed below, along with the tabulated and plotted 
results. 

CD1=0.40 "Curved bottom" 

CD2=1.2 "Plain frontal area" 
"rho=density(A¡r, T=T, P=P)" "kg/m A 3" 
rho=1.25 "kg/m3" 

D=0.08 "m" 

L=0.25 "m" 

A=pi*D A 2/4 "m A 2" 
FD1=CD1*A*(rho*V A 2)/2 "N" 
FD2=CD2*A*(rho*V A 2)/2 "N" 
FD_net=FD2-FD1 
Torque=(FD2-FD1)*L/2 



V, m/s 

F drag, net? N 

Torque, Nm 

0 

0.00 

0.000 

5 

0.06 

0.008 

10 

0.25 

0.031 

15 

0.57 

0.071 

20 

1.01 

0.126 

25 

1.57 

0.196 

30 

2.26 

0.283 

35 

3.08 

0.385 

40 

4.02 

0.503 

45 

5.09 

0.636 

50 

6.28 

0.785 


Discussion 


Since drag forcé grows as velocity squared, the torque also grows as velocity squared. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-37E 

Solution A spherical tank completely submerged in fresh water is being towed by a ship at a specified velocity. The 
required towing power is to be determined. 

Assumptions 1 The flow is turbulent so that the tabulated valué of the drag coefficient can 
be used. 2 The drag of the towing bar is negligible. 

Properties The drag coefficient for a sphere is C'/j = 0.2 in turbulent flow (it is 0.5 for 
laminar flow). We take the density of water to be 62.4 lbm/ft 3 . 

Analysis The frontal area of a sphere is A = nD : /4. Then the drag forcé acting on 
the spherical tank is 



Water 


^ =C D A^- = (0.2)[,(5 ft) 2 / 4] ( 62 -4 lbm/ft 3 )(!2 ft/s) 2 


llbf 


32.2 lbm • ft/s" 


= 548 lbf 


12 ft/s 

-► 


Since power is forcé times velocity, the power needed to overeóme this drag forcé during towing is 

lkW 


^Towmg - ^drag = F D V = (548 lbf)(12 ft/s) 


v 737.56 lbf - ft/s 


= 8.92 kW = 12.0 hp 


Therefore, the additional power needed to tow the tank is 12.0 hp. 


Discussion Note that the towing power is proportional the cube of the velocity. Therefore, the towing power can be 
reduced to one-eight (which is 1.5 hp) by reducing the towing velocity by half to 6 ñ/s. But the towing time will double this 
time for a given distance. 


11-38 

Solution The power delivered to the wheels of a car is used to overeóme aerodynamic drag and rolling resistance. 
For a given power, the speed at which the rolling resistance is equal to the aerodynamic drag and the máximum speed of the 
car are to be determined. 


Assumptions 1 The air flow is steady and incompressible. 2 The bearing friction is negligible. 3 The drag and rolling 
resistance coefficients of the car are constant. 4 The car moves horizontally on a level road. 


Properties The density of air is given to be p = 1.20 kg/m 3 . The drag and rolling 
C D = 0.32 and C RR = 0.04, respectively. 

Analysis (a) The rolling resistance of the car is 


f rr = C RR W = 0.04(950 kg)(9.8 lm/s 2 ) 


IN 


\ 


lkg-m/s" 


= 372.8 N 


resistance coefficients are given to be 



The velocity at which the rolling resistance equals the aerodynamic drag forcé is determined by setting these two forces 
equal to each other, 

rl „ a ?nha/m 3 W 2 í IN 

—> V = 32.8 m/s (or 118 km/h) 


F d = C d A^— -4 372.8 N = (0.32)(1.8 m 2 ) (L2 ° kg/m W 


1 kg - m/s 

( b) Power is forcé times speed, and thus the power needed to overeóme drag and rolling resistance is the product of the sum 
of the drag forcé and the rolling resistance and the velocity of the car, 


W t 


total 


= ^ s +W sr =(F d+ F rr )V = C d A 


pV - 


+ F m v 


Substituting the known quantities, the máximum speed corresponding to a wheel power of 80 kW is determined to be 


(0.32)(1.8m^) (L20k g /m3)F3 ' 


IN 


lkg-m/s" 


+ 372.8F = 80,000 W 


1N ■ m/s 
1W 


or, 0.3456F 3 +372.8F = 80,000 


whose solution is V= 55.56 m/s = 200 km/h. 


Discussion A net power input of 80 kW is needed to overeóme rolling resistance and aerodynamic drag at a velocity of 
200 km/h. About 75% of this power is used to overeóme drag and the remaining 25% to overeóme the rolling resistance. At 
much higher velocities, the fraction of drag becomes even higher as it is proportional to the cube of car velocity. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-39 



Solution The previous problem is reconsidered. The effect of car speed on the required power to overeóme (a) rolling 
resistance, (h) the aerodynamic drag, and (c) their combined effect as the car speed varíes from 0 to 150 km/h in increments 
of 15 km/h is to be investigated. 


Analysis The EES Equations window is 
printed below, along with the tabulated and 
plotted results. 


rho=1.20 "kg/m3" 

C_roll=0.04 
m=950 "kg" 
g=9.81 "m/s2" 

V=Vel/3.6 "m/s" 

W=m*g 

F_roll=C_roH*W 
A=1.8 "m2" 

C_D=0.32 

F_D=C_D*A*(rho*V A 2)/2 "N" 
Power_RR=F_roH*V/1000 "W" 
Power_Drag=F_D*V/1000 "W" 
Power_Total=Power_RR+Power_Drag 



V, m/s 

fkdragkW 

Rolling, kW 

JE,otal, kW 

0 

0.00 

0.00 

0.00 

15 

0.03 

1.55 

1.58 

30 

0.20 

3.11 

3.31 

45 

0.68 

4.66 

5.33 

60 

1.60 

6.21 

7.81 

75 

3.13 

7.77 

10.89 

90 

5.40 

9.32 

14.72 

105 

8.58 

10.87 

19.45 

120 

12.80 

12.43 

25.23 

135 

18.23 

13.98 

32.20 

150 

25.00 

15.53 

40.53 


Discussion Notice that the rolling power curve and drag power curve intersect at about 118 km/h (73.3 mph). So, near 
highway speeds, the overall power is split nearly 50% between rolling drag and aerodynamic drag. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-40 

Solution A submarine is treated as an ellipsoid at a specified length and diameter. The powers required for this 
submarine to cruise horizontally in seawater and to tow it in air are to be determined. 

Assumptions 1 The submarine can be treated as an ellipsoid. 2 The flow is turbulent. 3 The drag of the towing rope is 
negligible. 4 The motion of submarine is steady and horizontal. 

tnzr 


Properties The drag coefficient for an ellipsoid with L/D 
= 25/5 = 5 is C D = 0.1 in turbulent flow (Table 11-2). The 
density of sea water is given to be 1025 kg/m 3 . The density of 
air is given to be 1.30 kg/m 3 . 



40 km/h 


Submarine 



Analysis Noting that 1 m/s = 3.6 km/h, the velocity of the submarine is equivalent to V = 40/3.6 = 11.11 m/s. The 
frontal area of an ellipsoid is A = kD : /4. Then the drag forcé acting on the submarine becomes 


T „ „ ,pV 2 , A1 . r ..,(1025kg/m 3 )(11.11 m/s) 2 A 

In water. F D = C D A— -= (0.1)[/r(5 m) / 4] - 


lkN 


1000 kg-m/s 2 


= 124.2 kN 


T „ _ A pV 2 , A1 . r , 2 . (1.30 kg/m 3 )(11.11 m/s) 2 ^ 

In air. F D =C D A— -= (0.1)[/r(5m) /4]- 


1 kN 




1000 kg-m/s 2 


= 0.158 kN 


Noting that power is forcé times velocity, the power needed to overeóme this drag forcé is 

f 1 kW 'i 

In water. W árdí! =F D V = (124.2 kN)(l 1.11 m/s) - =1380 kW 

B yl kN -m/s J 


In air. 


W, 


drag =F 0 F = (0.158 kNXll.ll m/s) I- 


kN • m/s, 


= 1.75 kW 


Therefore, the power required for this submarine to cruise horizontally in seawater is 1380 kW and the power required to 
tow this submarine in air at the same velocity is 1.75 kW. 

Discussioit Note that the power required to move the submarine in water is about 800 times the power required to move 
it in air. This is due to the higher density of water compared to air (sea water is about 800 times denser than air). 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-41 

Solution A garbage can is found in the morning tipped over due to high winds the night before. The wind velocity 
during the night when the can was tipped over is to be determined. 


Assumptions 1 The flow of air in the wind is steady and incompressible. 2 The ground effect on the wind and the drag 
coefficient is negligible (a crude approximation) so that the resultant drag forcé acts through the center of the side surface. 3 
The garbage can is loaded uniformly so that its weight acts through its center. 


Properties The density of air is given to be p = 1.25 kg/rn, and the average 
density of the garbage inside the can is given to be 150 kg/m 3 . The drag 
coefficient of the garbage can is given to be 0.7. 


Analysis 


The volume of the garbage can and the weight of the garbage are 


V = [ttD 2 / 4 ]H = [tt( 0.80 m) 2 / 4](1.2 m) = 0.6032 m 2 


W = mg = pgV =(150kg/m 3 )(9.81m/s 2 )(0.6032m 3 ) 


IN 


lkg-m/s^ 


= 887.6 N 


Garbage 
can 


-> 



1.2 m 


When the garbage can is first tipped, the edge on the wind-loaded side of the can will be off the ground, and thus all the 
reaction forces from the ground will act on the other side. Taking the moment about an axis passing through the contact 
point and setting it equal to zero gives the required drag forcé to be 


X M —=0 -> F d x (H / 2) -W x (D / 2) = 0 


Fd 


WD 

H 


(887.6 N)(0.80m) g91?N 

1.2 m 


Noting that the frontal area is DF[, the wind velocity that will cause this drag forcé is determined to be 

t 2 „ f , X 


F d = C d A^— 591.7 N = (0.7)[1.2x0.80m 2 ] (L25kg/m )V 


IN 


lkg-m/s* 


-> V = 37.5 m/s 


which is equivalent to a wind velocity of V= 37.5x3.6 = 135 km/h. 

Discussion The analysis above shows that under the stated assumptions, the wind velocity at some moment exceeded 
135 km/h. But we cannot tell how high the wind velocity has been. Such analysis and predictions are commonly used in 
forensic engineering. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-42E 

Solution The drag coefficient of a sports car increases when the sunroof is open, and it requires more power to 
overeóme aerodynamic drag. The additional power consumption of the car when the sunroof is opened is to be determined 
at two different velocities. 

Assumptions 1 The car moves steadily at a constant velocity on a straight path. 2 The effect of velocity on the drag 
coefficient is negligible. 

Properties The density of air is given to be 0.075 lbm/ff. The drag 
coefficient of the car is given to be C D = 0.32 when the sunroof is closed, and 
C D = 0.41 when it is open. 

Analysis (o) Noting that 1 mph = 1.4667 ft/s and that power is forcé 
times velocity, the drag forcé acting on the car and the power needed to 
overeóme it at 35 mph are: 



^ (0.0751bm/ft 3 )(35xl.4667ft/s) 2 

Open sunroof. F m = 0.32(18 ñ ) -- 


llbf 


^dragi = F m V = (17.7 lbf)(35x 1.4667 ft/s)] 
Closed sunroof. F m = 0.41(18 ft 2 ) 


lkW 


737.56 lbf - ft/s 


2 , (0.075 lbm/ft J )(35x 1.4667 ft/s)' 


32.2 lbm • ft/s 
= 1.23 kW 

llbf 


= 17.7 lbf 


lkW 


32.2 lbm • ft/s 
= 1.58 kW 


= 22.7 lbf 


W. d rag 2 =F m V= (22.7 lbf)(35x 1.4667 ft/s)| 
drag2 D ~ \ 737.56 lbf-ft/s, 

Therefore, the additional power required for this car when the sunroof is open is 

~ = 1.58 -1.23 = 0.350 kW (at 35 mph) 


(b) We now repeat the calculations for 70 mph: 

^ ^ m wlor2 , (0.075lbm/ft 3 )(70x 1.4667ft/s) 2 

Open sunroof F m = 0.32(18 ft“)- 


llbf 


32.2 lbm • ft/s 2 


= 70.7 lbf 


Ifdragi =F m V = (70.7 lbf)(70x 1.4667 ft/s)] 


lkW 


737.56 lbf-ft/s 


„ , , „ . /1 , /1or 2a(0.0751bm/ft J )(70xl.4667ft/s)‘ 

Closed sunroof. F m = 0.41(18 ft )- 


^drag2 - F m V = (90.6 lbf)(70x 1.4667 ft/s)] 


lkW 


737.56 lbf-ft/s 


= 9.82 kW 

llbf 

32.2 lbm • ft/s 2 
= 12.6 kW 


= 90.6 lbf 


Therefore, the additional power required for this car when the sunroof is open is 

^extra = « d,ag2 ~ ^drag2 = 12.6 - 9.82 = 2.78 kW (at 70 mph) 

Discussioit Note that the additional drag caused by open sunroof is 0.35 kW at 35 mph, and 2.78 kW at 70 mph, which 
is an increase of 8 folds when the velocity is doubled. This is expected since the power consumption to overeóme drag is 
proportional to the cube of velocity. 


11-21 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 


















Chapter 11 Flow Over Bodies: Drag and Lift 


Flow over Fiat Plates 


11-43C 

Solution We are to discuss the fluid property responsible for the development of a boundary layer. 

Analysis The fluid viscosity is responsible for the development of the velocity boundary layer. Velocity forces the 

boundary layer closer to the wall. Therefore, the higher the velocity (and thus Reynolds number), the lower the thickness of 
the boundary layer. 

Discussion All fluids have viscosity - a measure of frictional forces in a fluid. There is no such thing as an inviscid 
fluid, although there are regions, called inviscid flow regions, in which viscous effects are negligible. 


11-44C 

Solution We are to define and discuss the friction coefficient for flow over a fíat píate. 

Analysis The friction coefficient represents the resistance to fluid flow over a fíat píate. It is proportional to the 
drag forcé acting on the píate. The drag coefficient for a fíat surface is equivalent to the mean friction coefficient. 

Discussion In flow over a fíat píate aligned with the flow, there is no pressure (form) drag - only friction drag. 


11-45C 

Solution We are to discuss how the local skin friction coefficient changes with position along a fíat píate in laminar 
flow. 


Analysis The local friction coefficient decreases with downstream distance in laminar flow over a fíat píate. 

Discussion At the front of the píate, the boundary layer is very thin, and thus the shear stress at the wall is large. As the 

boundary layer grows downstream, however, the boundary layer grows in size, decreasing the wall shear stress. 


11-46C 

Solution We are to define and discuss the average skin friction coefficient over a fíat píate. 

Analysis The average friction coefficient in flow over a fíat píate is determined by integrating the local friction 

coefficient over the entire length of the píate, and then dividing it by the length of the píate. Or, it can be determined 
experimentally by measuring the drag forcé, and dividing it by the dynamic pressure. 

Discussion For the case of a fíat píate aligned with the flow, there is no pressure drag, only skin friction drag. Thus, the 
average friction coefficient is the same as the drag coefficient. This is not true for other body shapes. 
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Chapter 11 Flow Over Bodies: Drag and Lift 

11-47E 

Solution Light oil flows over a fíat píate. The total drag forcé per unit width of the píate is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5 x 10 5 . 3 The surface of 
the píate is smooth. 


Properties The density and kinematic viscosity of light oil at 75°F are p = 55.3 lbm/ft 3 and v= 7.751x10 3 ft 2 /s. 
Analysis Noting that L= 15 ft, the Reynolds number at the end of the píate is 


Reí = — = 


VL 

v 


(6 ft/s)(15 ft) 
7.751x 10~ 3 ft 2 /s 


= 1.161x10 


which is less than the critical Reynolds number. Thus we have laminar flow 
over the entire píate, and the average friction coefficient is determined from 

C f = 1.328 Re i 0 ' 5 = 1.328x(1.161xl0 4 )~°' 5 =0.01232 

Noting that the pressure drag is zero and thus C D = C ¡ for a fíat píate, the 
drag forcé acting on the top surface of the píate per unit width becomes 



pV 1 


F D =C f A — = 0.01232x(15xlft 2 ) (56 - 81bm/ft3 ^ 6ft/s ) 2 


1 lbf 


32.2 lbm - ft/s~ 


= 5.87 lbf 


The total drag forcé acting on the entire píate can be determined by multiplying the valué obtained above by the width of 
the píate. 

Discussion The forcé per unit width corresponds to the weight of a mass of 5.87 lbm. Therefore, a person who applies 
an equal and opposite forcé to the píate to keep it from moving will feel like he or she is using as much forcé as is necessary 
to hold a 5.87 lbm mass from dropping. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-48 

Solution Air flows over a plañe surface at high elevation. The drag forcé acting on the top surface of the píate is to be 
determined for flow along the two sides of the píate. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5xl0 5 . 3 Air is an ideal 
gas. 4 The surface of the píate is smooth. 


Properties The dynamic viscosity is independent of pressure, and for air at 25°C it is // = 1.849x10° kg/m-s. The air 
density at 25°C = 298 K and 83.4 kPa is 



_ 83.4 kPa _ 

(0.287 kPa • m 3 /kg • K)(298 K) 


0.9751 kg/m 3 


Analysis (a) If the air flows parallel to the 8 m side, the 
Reynolds number becomes 

Re, = ^ = (0-9751 kg/m 3 )(6 m/s)(8 m) =2 531x1q6 
p 1.849x10 5 kg/m-s 



which is greater than the critical Reynolds number. Thus we have combined laminar and turbulent flow, and the friction 
coefficient is determined to be 


0.074 1742 _ 0.074 _ 1742 

Re ^ 5 Re, (2.531xl0 6 ) 1/5 2.531xl0 6 


0.003189 


Noting that the pressure drag is zero and thus C D = C , for a fíat píate, the drag forcé acting 
on the top surface of the píate becomes 


F D —C f A - 


,pV‘ 


-^0.003189x(8x2.5m 3 ) (0 - 9751k g /m3)(6m/s ) 2 ' 

2 


1N 


lkg-m/s‘ 


= 1.12 N 


(b) If the air flows parallel to the 2.5 m side, the Reynolds number is 


Re, = 


pVL (0.9751 kg/m J )(6m/s)(2.5m) 


l 1 


= 7.910x1o 3 


1.849x10 kg/m-s 

which is greater than the critical Reynolds number. Thus we have combined laminar and turbulent flow, and the friction 
coefficient is determined to be 

0.074 1742 0.074 1742 


C/=- 


Re^ 5 Re, (7.910x1o 3 ) 1 ' 3 7.910xl0 3 
Then the drag forcé acting on the top surface of the píate becomes 

r 2 


= 0.002691 


F D — C f A 


pV ¿ 


= 0.002691x(8x2.5m 2 ) ( °- 9751kg/m3)(6m/s)2 ' 


1N 


\ 


lkg-m/s" 


= 0.94 N 


Discussion Note that the drag forcé is proportional to density, which is proportional to the pressure. Therefore, the 
altitude has a major influence on the drag forcé acting on a surface. Commercial airplañes take advantage of this 
phenomenon and cruise at high altitudes where the air density is much lower to save fuel. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-49 

Solution Wind is blowing parallel to the side wall of a house. The drag forcé acting on the wall is to be determined 
for two different wind velocities. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re c , = 5xl0 5 . 3 Air is an ideal 
gas. 4 The wall surface is smooth (the actual wall surface is usually very rough). 5 The wind blows parallel to the wall. 

Properties The density and kinematic viscosity of air at 1 atm and 5°C are p = 1.269 kg/m’ and v= 1.382x10 ^ m 2 /s . 
Analysis The Reynolds number is 

VL [(55/3.6) m/s](10 m) 

1.382 xl0~ 5 m 2 /s 

which is greater than the critical Reynolds number. Thus we have combined 
laminar and turbulent flow, and the friction coefficient is 


Re¿ = — = 

v 


- = 1.105xl0 7 


C/ = 


0.074 1742 


0.074 


1742 


Re¿ 5 Re¿ (1.105xl0 7 ) 1/s 1.105xl0 7 


= 0.002730 



Noting that the pressure drag is zero and thus C D = C. for a fíat píate, the drag forcé acting on the wall surface is 


F D =C f A- 


pV- 


= 0.00273 x (10 x 4 m ¿ ) 


2 . (1-269kg/m 3 )(55/3.6 m/s) 2 f 


1N 


1 kg-m/s^ 


16.2 N 


(b) When the wind velocity is doubled to 110 km/h, the Reynolds number becomes 
VL [(110/3.6) m/s](10 m) 


Re¿ = — = - 

v 


1.382x10 m 2 /s 


= 2.211x10' 


which is greater than the critical Reynolds number. Thus we have combined laminar and turbulent flow, and the friction 
coefficient and the drag forcé become 


C/ = 


0.074 1742 


0.074 


1742 


Re[ /5 Re¿ (2.211xl0 , ) 1,: ’ 2.211x10 


7\l/5 


= 0.002435 


F n =C f A- 


P v- 


■ = 0.002435 x (10x 4 m ) 


2 (1.269kg/m 3 )(110/ 3.6 m/s) 2 f 


1N 


lkg-m/s' 


= 57.7 N 


Treating flow over the side wall of a house as flow over a fíat píate is not quite realistic. When flow hits a bluff body like a 
house, it separates at the sharp comer and a separation bubble exists over most of the side panels of the house. Therefore, 
fíat plat boundary layer equations are not appropriate for this problem, and the entire house should considered in the 
solution instead. 


Discussion Note that the actual drag will probably be much higher since the wall surfaces are typically very rough. 
Also, we can solve this problem using the turbulent flow relation (instead of the combined laminar-turbulent flow relation) 
without much loss in accuracy. Finally, the drag forcé nearly quadruples when the velocity is doubled. This is expected 
since the drag forcé is proportional to the square of the velocity, and the effect of velocity on the friction coefficient is 
small. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-50E 



Solution Air ílows over a fíat píate. The local friction coefficients at intervals of 1 ft is to be determined and plotted 
against the distance from the leading edge. 


Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5xl0 5 . 3 Air is an ideal 
gas. 4 The surface of the píate is smooth. 

Properties The density and kinematic viscosity of air at 1 atm and 70°F are p = 0.07489 lbm/ft 3 and v= 0.5913 ft 2 /h = 
1.643x10"* ft 2 /s. 


Analysis 


Re 


L 


For the First 1 ft interval, the Reynolds number is 


VL _ (25 ft/s)(l ft) 
v ~ 1.643x10"* ft 2 /s 


1.522xl0 5 


which is less than the critical valué of 5 x 10 5 . Therefore, the flow is 
laminar. The local friction coefficient is 


C 


/,* ~ 


0.664 

R¡^ 


0.664 

(1.522xl0 5 ) 0 ' 5 


0.001702 



We repeat calculations for all 1 -ft intervals. The EES Equations window is printed below, along with the tabulated and 
plotted results. 


rho=0.07489 "Ibm/ft3" 
nu=0.5913/3600 "ft2/s" 
V=25 

“Local Re and C_f 
Re=x*V/nu 
"f=0.664/Re A 0.5" 
f=0.059/Re A 0.2 


X, ft 

Re 

Cf 

1 

1.522E+05 

0.001702 

2 

3.044E+05 

0.001203 

3 

4.566E+05 

0.000983 

4 

6.088E+05 

0.004111 

5 

7.610E+05 

0.003932 

6 

9.132E+05 

0.003791 

7 

1.065E+06 

0.003676 

8 

1.218E+06 

0.003579 

9 

1.370E+06 

0.003496 

10 

1.522E+06 

0.003423 



1 23456789 10 


X, ft 


Discussion Note that the Reynolds number exceeds the critical valué for x > 3 ft, and thus the flow is turbulent over 
most of the píate. For x > 3 ft, we used CA = 0.074/Re¿ 5 -1742/Re i for friction coefficient. Note that C/ decreases with 
Re in both laminar and turbulent flows. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-51 

Solution Air flows on both sides of a continuous sheet of plástic. The drag forcé air exerts on the plástic sheet in the 
direction of flow is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cl = 5xl0 5 . 3 Air is an ideal 
gas. 4 Both surfaces of the plástic sheet are smooth. 5 The plástic sheet does not víbrate and thus it does not induce 
turbulence in air flow. 


The density and kinematic viscosity of air at 1 atm and 60°C are p = 1.059 kg/m’ and v= 1.896 x 10 5 m 2 /s . 


Properties 

Analysis The length of the cooling section is 
L = F sheet Ai = [(15 / 60) m/s](2 s) = 0.5 m 
The Reynolds number is 


Re, = — = 


(3 rn/s)(1.2 m) 


= 1.899x10 


1.896 xl0“ 5 m7s 

which is less than the critical Reynolds number. Thus the flow is 
laminar. The area on both sides of the sheet exposed to air flow is 

A = 2wL = 2(1.2 m)(0.5 m) = 1.2 m 2 
Then the friction coefficient and the drag forcé become 
1.328 1.328 


C/ = 


Re 


0.5 


(1.899xl0 5 ) 05 


= 0.003048 


F D - C f A 


pV~ 


= (0.003048)(1.2m ) 


2 . (1.059kg/m 3 )(3m/s) 2 


15 m/min 


= 0.0174 N 


Air 

V„ = 3 m/s 


///// 



2 2 
Discussion Note that the Reynolds number remains under the critical valué, and thus the flow remains laminar over the 
entire píate. In reality, the flow may be turbulent because of the motion of the plástic sheet. 


11-52 

Solution A train is cruising at a specified velocity. The drag forcé acting on the top surface of a passenger car of the 
train is to be determined. 


Assumptions 1 The air flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5x 1 () '. 3 Air is an 
ideal gas. 4 The top surface of the train is smooth (in reality it can be rough). 5 The air is calm (no significant winds). 


Properties 


The density and kinematic viscosity of air at 1 atm and 25°C are p = 


1.184 kg/m 3 and v= 1.562xl0~ 5 m 2 /s . 


Analysis The Reynolds number is 

VL [(70/3.6) m/s](8m) 
L ~ v ~ 1.562x 10~ 5 m 2 /s 


9.959xl0 6 


which is greater than the critical Reynolds number. Thus we have 
combined laminar and turbulent flow, and the friction coefficient is 
determined to be 


0.074 1742 _ 0.074 1742 

Re[ /5 Re¿ (9.959xl0 6 ) 1/5 9.959xl0 6 


0.002774 


Air, 25 °C 



Noting that the pressure drag is zero and thus C D = C f for a fíat píate, the drag forcé acting on the surface becomes 


F D - C f A- 


pV ¿ 


- = 0.002774x (8x 3.2 m ) 


2 . (1.184kg/m 3 )(70/3.6m/s) 2 f 


IN 


lkg-m/s" 


15.9 N 


Discussion Note that we can solve this problem using the turbulent flow relation (instead of the combined laminar- 
turbulent flow relation) without much loss in accuracy since the Reynolds number is much greater than the critical valué. 
Also, the actual drag forcé will probably be greater because of the surface roughness effects. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-53 

Solution The weight of a thin fíat píate exposed to air flow on both sides is balanced by a counterweight. The mass of 
the counterweight that needs to be added in order to balance the píate is to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cl = 5xl0 5 . 3 Air is an ideal 
gas. 4 The surfaces of the píate are smooth. 

Properties The density and kinematic viscosity of air at 1 atm and 25°C are p = 1.184 kg/nr’ and v= 1.562xl(T 5 m 2 /s . 


Analysis 


The Reynolds number is 


VL (10 m/s)(0.5 m) , 

Re, = — = ± -— D- = 3.201x10 

v 1.562x10 5 m'/s 

which is less than the critical Reynolds number of 5xl0 5 . Therefore the flow is 
laminar. The average friction coefficient, drag forcé and the corresponding mass are 
1.328 1.328 


Air, 10 m/s 


C/ = 


Re 


0.5 


(3.201x10 ) 


5 \ 0.5 


= 0.002347 



50 cm 


F D =C f A 


pV 2 


= (0.002347)[(2x0.5x0.5) m ] 


i (1.184 kg/m 3 )(10m/s) 2 


0.0695 kg-m/s 2 = 0.0695 N 


The mass whose weight is 0.0695 N is 


m = ■ 


0.0695 kg.m/s 2 


0.0071 kg = 7.1 g 


g 9.81 m/s 

Therefore, the mass of the counterweight must be 7.1 g to counteract the drag forcé acting on the píate. 


Discussion Note that the apparatus described in this problem provides a convenient mechanism to measure drag forcé 
and thus drag coefficient. 


11-54 

Solution Laminar flow of a fluid over a fíat píate is considered. The change in the drag forcé is to be determined 
when the free-stream velocity of the fluid is doubled. 


Analysis 


For the laminar flow of a fluid over a fíat píate the drag forcé is given by 


Fm=C f A 


P v- 


where C * = 


1.328 


Re 


0.5 


Therefore 


_ 1.328 pV 

Dl Re 0 ' 5 2 

Substituting Reynolds number relation, we get 


-> V 
-> 

-> 

-> 


Fd i = 


-A-^— = 0.664V 3/2 A° 


0.5 


0.5 


0.5 


When the free-stream velocity of the fluid is doubled, the new valué of the drag 
forcé on the píate becomes 

1.328 


F [)2 ~ 


((2 V)L) 


0.5 


2 0.5 

3/2 ¿V _ 

A j 0.5 


A P (2F) =0.664(2F) 


V v J 


The ratio of drag forces corresponding to V and 2 V is 


m 
di 


. = 2 3/2 =2.83 


p t ^ 3/2 

r ni 

Discussion Note that the drag forcé increases almost three times in laminar flow when the fluid velocity is doubled. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-55E 

Solution A refrigeration truck is traveling at a specified velocity. The drag forcé acting on the top and side surfaces 
of the truck and the power needed to overeóme it are to be determined. 

Assuinptions 1 The process is steady and incompressible. 2 The airílow over the entire outer surface is turbulent because 
of constant agitation. 3 Air is an ideal gas. 4 The top and side surfaces of the truck are smooth (in reality they can be 
rough). 5 The air is calm (no significant winds). 

Properties The density and kinematic viscosity of air at 1 atm and 80°F are p = 0.07350 lbm/ft 3 and v= 0.6110 ft 2 /s = 
1.697x10^ ft 2 /s. 


Analysis The Reynolds number is 

r ^. [(65x1.4667) «*](20») . 1124<10 , 

V 1.697x10 ft /s 

The air flow over the entire outer surface is assumed to be turbulent. T 
friction coefficient becomes 8 ft 

0.074 0.074 


20 ft 


C/ = 


Re¿ 5 (1.124 x10 7 ) 1/5 


= 0.002878 


Refrigeration 

truck 




Air 

65 mph 


X¡V 


M. 


The area of the top and side surfaces of the truck is 
A =A top + 2A S i¿ e = 9x20+2x8x20 =500 ft 2 

Noting that the pressure drag is zero and thus C D = C , for a plañe surface, the drag forcé acting on these surfaces becomes 

1 lbf 


F d = C fA f—— = 0.002878x(500ft 2 ) (0-073501bm/ft-)(65x 1 .4667ft/s)- 


32.2 lbm- ft/s" 


= 14.9 lbf 


Noting that power is forcé times velocity, the power needed to overeóme this drag forcé is 


ffdrag =F d V = (14.9 lbf)(65x 1.4667 ñ/s)| 


lkW 


737.56 lbf -ft/s 


= 1.93 kW 


Discussion Note that the calculated drag forcé (and the power required to overeóme it) is very small. This is not 
surprising since the drag forcé for blunt bodies is almost entirely due to pressure drag, and the friction drag is practically 
negligible compared to the pressure drag. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


¡j^l 

11-56E 


Solution The previous problem is reconsidered. The effect of tmck speed on the total drag forcé acting on the top and 
side surfaces, and the power required to overeóme as the tmck speed varies from 0 to 100 mph in increments of 10 mph is 
to be investigated. 


Analysis The EES Equations window is 
printed below, along with the tabulated and plotted 
results. 


rho=0.07350 "Ibm/ft3" 
nu=0.6110/3600 "ft2/s" 
V=Vel*1.4667 "ft/s" 

L=20 "ft" 

W=2*8+9 
A=L*W 
Re=L*V/nu 
Cf=0.074/Re A 0.2 
g=32.2 "ft/s2" 

F=Cf*A*(rho*V A 2)/2/32.2 "Ibf" 
Pdrag=F*V/737.56 "kW" 



V, mph 


V, mph 

Re 

F’drag, lbf 

ídrag, kW 

0 

0 

0.00 

0.000 

10 

1.728E+06 

0.51 

0.010 

20 

3.457E+06 

1.79 

0.071 

30 

5.185E+06 

3.71 

0.221 

40 

6.913E+06 

6.23 

0.496 

50 

8.642E+06 

9.31 

0.926 

60 

1.037E+07 

12.93 

1.542 

70 

1.209E+07 

17.06 

2.375 

80 

1.382E+07 

21.69 

3.451 

90 

1.555E+07 

26.82 

4.799 

100 

1.728E+07 

32.42 

6.446 


Discussion The required power increases rapidly with velocity - in fact, as velocity cubed. 
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11-57 

Solution Air is flowing over a long fíat píate with a specified velocity. The distance from the leading edge of the 
píate where the tlow becomes turbulent, and the thickness of the boundary layer at that location are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5xl0 5 . 3 Air is an ideal 
gas. 4 The surface of the píate is smooth. 


Properties The density and kinematic viscosity of air at 1 atm and 25°C are 
p= 1.184 kg/m 3 and v= 1.562x10 5 m 2 /s . 

Analysis The critical Reynolds number is given to be Re cr = 5x 1 (T. The 
distance from the leading edge of the píate where the flow becomes turbulent is 
the distance x CI where the Reynolds number becomes equal to the critical 
Reynolds number, 


Re = 


Vx„ 




vRe, 


=- 


(l.562xl0“ 5 m 2 /s)(5xl0 5 ) 


V 


8 m/s 


= 0.976 m 


■> V 
-> 


> 



The thickness of the boundary layer at that location is obtained by substituting this valué of x into the laminar boundary 
layer thickness relation, 


S v ,x = 


4.9Lc 


Re 


1/2 




4.9Lc„ 


Re 


1/2 


4.91(0.976 m) 
(5 x10 5 ) 1/2 


= 0.00678 m = 0.678 cm 


Discussion When the flow becomes turbulent, the boundary layer thickness starts to increase, and the valué of its 
thickness can be determined from the boundary layer thickness relation for turbulent flow. 


11-58 

Solution Water is flowing over a long fíat píate with a specified velocity. The distance from the leading edge of the 
píate where the flow becomes turbulent, and the thickness of the boundary layer at that location are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The critical -> y 

Reynolds number is Re cr = 5x 10 5 . 3 The surface of the píate is smooth. > 

-> 

Properties The density and dynamic viscosity of water at 1 atm 

and25°C are p= 997 kg/m 3 and p= 0.891xl(T 3 kg/m-s. - 1 

%cr 

Analysis The critical Reynolds number is given to be Re cr = 5xlO\ *- 

The distance from the leading edge of the píate where the flow becomes 
turbulent is the distance x cr where the Reynolds number becomes equal to 
the critical Reynolds number, 

pVx cr A Re (0.891xl0~ 3 kg/m-s)(5xl0 5 ) ncc 

Re,,,. =- — > x rr = -=- ; - = 0.056 m 

p pV (997 kg/m 3 )(8 m/s) 


The thickness of the boundary layer at that location is obtained by substituting this valué of x into the laminar boundary 
layer thickness relation, 


S v,x = 


5x 


Re 


1/2 




4-91x cr 
Re 17 2 

cr 


4.91(0.056 m) 
(5 x10 5 ) 1/2 


= 0.00039 m = 0.39 mm 


Therefore, the flow becomes turbulent after about 5.6 cm from the leading edge of the píate, and the thickness of the 
boundary layer at that location is 0.39 mm. 

Discussion When the flow becomes turbulent, the boundary layer thickness starts to increase, and the valué of its 
thickness can be determined from the boundary layer thickness relation for turbulent flow. 


11-31 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 






































Chapter 11 Flow Over Bodies: Drag and Lift 


Flow across Cylinders and Spheres 


11-59C 

Solution We are to discuss why the drag coefficient suddenly drops when the flow becomes turbulent. 

Analysis Turbulence moves the fluid separation point further back on the rear of the body, reducing the size of 

the wake, and thus the magnitude of the pressure drag (which is the dominant mode of drag). As a result, the drag 
coefficient suddenly drops. In general, turbulence increases the drag coefficient for fíat surfaces, but the drag coefficient 
usually remains constant at high Reynolds numbers when the flow is turbulent. 

Discussioit The sudden drop in drag is sometimes referred to as the drag crisis. 


11-60C 

Solution We are to discuss how pressure drag and friction drag differ in flow over blunt bodies. 

Analysis Friction drag is due to the shear stress at the surface whereas pressure drag is due to the pressure 

differential between the front and back sides of the body because of the wake that is formed in the rear. 

Discussioit For a blunt or bluff body, pressure drag is usually greater than friction drag, while for a well-streamlined 
body, the opposite is true. For the case of a fíat píate aligned with the flow, all of the drag is friction drag. 


11-61C 

Solution We are to discuss why flow separation is delayed in turbulent flow over circular cylinders. 

Analysis Flow separation in flow over a cylinder is delayed in turbulent flow because of the extra mixing due to 
random fluctuations and the transverse motion. 

Discussioit As a result of the turbulent mixing, a turbulent boundary layer can resist flow separation better than a 
laminar boundary layer can, under otherwise similar conditions. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-62E 

Solution A pipe is Crossing a river while remaining completely immersed in water. The drag forcé exerted on the 
pipe by the river is to be determined. 


Assumptions 1 The outer surface of the pipe is smooth so that Fig. 11-34 
can be used to determine the drag coefficient. 2 Water ílow in the river is 
steady. 3 The turbulence in water tlow in the river is not considered. 4 The 
direction of water flow is normal to the pipe. 

Properties The density and dynamic viscosity of water at 70°F are p = 
62.30 lbm/ff and p = 2.36 lbm/ft h = 6.556xl0" 4 lbm/ft s. 

Analysis Noting that D = 1.2 in = 0.1 ft, the Reynolds number for flow 

over the pipe is 


VD _ pVD 
v p 


(62.30 lbm/ft 3 )(10ft/s)(0.1ft) 
6.556xl0~ 4 lbm/fts 


9.50x 10 4 


River water 
V= lOñ/s 
T = 70°F 


ZZD 

Pipe 

£>=1.2 in 
£=105 ft 


The drag coefficient corresponding to this valué is, from Fig. 11-34, C D = 1.1. Also, the frontal area for flow past a cylinder 
is A = LD. Then the drag forcé acting on the cylinder becomes 


Fp — C d A^—— = l.lx(105x0.1 ft 2 ) ^ 62,3( ^ lbm/ ft 3 )( 1Q ft/s) 4 


llbf 


32.2 lbm- ft/s" 


1120 Ibf 


Discussion Note that this forcé is equivalent to the weight of a 1120 lbm mass. Therefore, the drag forcé the river exerts 
on the pipe is equivalent to hanging a mass of 1120 lbm on the pipe supported at its ends 70 ft apart. The necessary 
precautions should be taken if the pipe cannot support this forcé. Also, the fluctuations in water flow may reduce the drag 
coefficients by inducing turbulence and delaying flow separation. 


11-63 

Solution A pipe is exposed to high winds. The drag forcé exerted on the pipe by the winds is to be determined. 


Assumptions 1 The outer surface of the pipe is smooth so that Fig. 11-34 can be used to determine the drag coefficient. 2 
Air flow in the wind is steady and incompressible. 3 The turbulence in the wind is not considered. 4The direction of wind is 
normal to the pipe. 


Properties The density and kinematic viscosity of air at 1 atm and 
5°C are p= 1.269 kg/m 3 and v= 1.382xl0 -5 m 2 /s. 

Analysis Noting that D = 0.08 m and 1 m/s = 3.6 km/h, the 
Reynolds number for flow over the pipe is 


Wind 

V= 50 km/h 
£„= 5°C 

///// 


Re ,^,(50/3.6m/,)(0.08ml, ogMOxloi 
V 1.382xl0~ 5 m~/s 

The drag coefficient corresponding to this valué is, from Fig. 11-34, C'o = 
1.0. Also, the frontal area for flow past a cylinder is A = LD. Then the 
drag forcé becomes 


D 


Pipe 

D = 8 cm 
£ = 1 m 


f d = c d a 


pv 1 


= 1.0(1 x 0.08 m) 


(1.269 kg/m 3 )(50/ 3.6 m/s) ¿ 


IN 


lkg-m/s" 


= 9.79 N (per m length) 


Discussion Note that the drag forcé acting on a unit length of the pipe is equivalent to the weight of 1 kg mass. The 
total drag forcé acting on the entire pipe can be obtained by multiplying the valué obtained by the pipe length. It should be 
kept in mind that wind turbulence may reduce the drag coefficients by inducing turbulence and delaying flow separation. 


11-33 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 


























Chapter 11 Flow Over Bodies: Drag and Lift 


11-64E 

Solution A person extends his uncovered arms into the windy air outside. The drag forcé exerted on both arms by the 
wind is to be determined. 


Assumptions 1 The surfaces of the arms are smooth so that Fig. 11-34 can be used to determine the drag coefficient. 2 Air 
flow in the wind is steady and incompressible. 3 The turbulence in the wind is not considered. 4The direction of wind is 
normal to the arms. 5 The arms can be treated as 2-ft-long and 3-in.-diameter cylinders with negligible end effects. 


Properties The density and kinematic viscosity of air at 1 atm and 60°F are p = 0.07633 
lbm/ft 3 and v= 0.5718 ft 2 /h = 1.588xl0 -4 ft 2 /s. 

Aitalysis Noting that D — 3 in = 0.25 ft and 1 mph = 1.4667 ft/s, the Reynolds number 
for flow over the arm is 


VD _ (20 x 1.4667 ñ/s)(0.25ft) 
v 1.588xl0~ 4 ft 2 /s 


4.618xl0 4 


Air 


60°F, 20 mph 



The drag coefficient corresponding to this valué is, from Fig. 11-34, Cu = 1.0. Also, the frontal area for flow past a cylinder 
is A = LD. Then the total drag forcé acting on both arms becomes 


f d =c d 


t pV~ in „ n cA \ (0-07633 lbm/ft 3 )(20x 1.4667 ft/s)‘ 
A -= 1.0x(2x2x0.25 ft )- 


llbf 


32.2 lbm- ft/s" 


= 1.02 Ibf 


Discussion Note that this forcé is equivalent to the weight of 1 lbm mass. Therefore, the drag forcé the wind exerts on 
the arms of this person is equivalent to hanging 0.5 lbm of mass on each arm. Also, it should be kept in mind that the wind 
turbulence and the surface roughness may affect the calculated result significantly. 


11-65 

Solution Wind is blowing across the wire of a transmission line. The drag forcé exerted on the wire by the wind is to 
be determined. 

Assumptions 1 The wire surfaces are smooth so that Fig. 11-34 can be used to determine the drag coefficient. 2 Air flow 
in the wind is steady and incompressible. 3 The turbulence in the wind is not considered. 4The direction of wind is normal 
to the wire. 


Properties The density and kinematic viscosity of air at 1 atm and 15°C 
are p= 1.225 kg/m 3 and v= 1.470xl0' 5 m 2 /s. 

Aitalysis Noting that D = 0.006 m and 1 m/s = 3.6 km/h, the 
Reynolds number for the flow is 

Re = jP = (40/3.6 m/s)(0.006m) =4 535xl0 3 
v 1.470xl0~ 5 m 2 /s 

The drag coefficient corresponding to this valué is, from Fig. 11-34, C D = 
1.0. Also, the frontal area for flow past a cylinder is A = LD. Then the drag 
forcé becomes 


Wind 

F= 40 km/h 
T= 15°C 

-> 

-> 

-> 

-> 

-> 


Fn=C n A 


pv z 


= 1.0(120 x 0.006 m“) 


2 . (1.225kg/m 3 )(40/3.6 m/s) 2 f 


IN 


\ 


lkg-m/s" 


= 54.4 N 



Transmission 

wire, 

D = 0.6 cm 
L= 120 m 


Therefore, the drag forcé acting on the wire is 54.4 N, which is equivalent to the weight of about 5.4 kg mass hanging on 
the wire. 


Discussion It should be kept in mind that wind turbulence may reduce the drag coefficients by inducing turbulence and 
delaying flow separation. 
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Chapter 11 FIow Over Bodies: Drag and Lift 


11-66 

Solution Spherical hail is falling freely in the atmosphere. The terminal velocity of the hail in air is to be determined. 

Assuinptions 1 The surface of the hail is smooth so that Fig. 11-34 can be used to determine the drag coefficient. 2 The 
variation of the air properties with altitude is negligible. 3 The buoyancy forcé applied by air to hail is negligible since p a ¡ r 
« p hail (besides, the uncertainty in the density of hail is greater than the density of air). 4 Air llow over the hail is steady 
and incompressible when terminal velocity is established. 5 The atmosphere is calm (no winds or drafts). 

Properties The density and kinematic viscosity of air at 1 atm and 5°C are p = 1.269 kg/m 3 and v= 1.382xl0" 5 m 2 /s. 
The density of hail is given to be 910 kg/m 3 . 


Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object less the buoyancy forcé applied by the fluid, which is negligible in this case, 

PfV 2 3 

F d =W-F b where F D =C D A —-—, W = mg = p s gV = p s g(xD /6), and F B = 0 

and A = nD 2 /4 is the frontal area. Substituting and simplifying, 


C n A 


p f l 


■=W -> C, 


TtD 2 PfV 2 


tcD 2 4 D 

= Psg— -> C D P f V =P s g — 


Solving for V and substituting, 

(/ 1 4 gp s D | 4(9.81m/s 2 )(910kg/m 3 )(0.008m) 8.662 

~pC D p f ~y 3 C d (1.269kg/m 3 ) 

The drag coefficient C D is to be determined from Fig. 11-34, but it requires the 
Reynolds number which cannot be calculated since we do not know velocity. 
Therefore, the solution requires a trial-error approach. First we express the Reynolds 
number as 


VD _ F(0.008m) 

v 1.382x 10~ 5 m 2 /s 


-» Re = 578.9F 


( 2 ) 


Hail 

D = 0.3 cm 



I Air 
T=5 ° c 


Now we choose a velocity in m/s, calcúlate the Re from Eq. 2, read the corresponding C), from Fig. 11-34, and calcúlate V 
from Eq. 1. Repeat calculations until the assumed velocity matches the calculated velocity. With this approach the terminal 
velocity is determined to be 

F = 13.7 m/s 


The corresponding Re and Co valúes are Re = 7930 and C n = 0.40. Therefore, the velocity of hail will remain constant 
when it reaches the terminal velocity of 13.7 m/s = 49 km/h. 

Discussioit The simple analysis above gives us a reasonable valué for the terminal velocity. A more accurate answer 
can be obtained by a more detailed (and complex) analysis by considering the variation of air properties with altitude, and 
by considering the uncertainty in the drag coefficient (a hail is not necessarily spherical and smooth). 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-67 

Solution A spherical dust particle is suspended in the air at a fixed point as a result of an updraft air motion. The 
magnitude of the updraft velocity is to be determined using Stokes law. 

Assumptions 1 The Reynolds number is low (at the order of 1) so that Stokes law is applicable (to be verified). 2 The 
updraft is steady and incompressible. 3 The buoyancy forcé applied by air to the dust particle is negligible since p ;m « p dust 
(besides, the uncertainty in the density of dust is greater than the density of air). (We will solve the problem without 
utilizing this assumption for generality). 

Properties The density of dust is given to be p s = 2.1 g/cm 3 = 2100 kg/nT. The density and dynamic viscosity of air at 
1 atm and 25°C are Pf = 1.184 kg/m 3 and p= 1.849xl0" 5 kg/m-s. 

Aitalysis The terminal velocity of a free falling object is reached (or the suspensión of an object in a flow stream is 
established) when the drag forcé equals the weight of the solid object less the buoyancy forcé applied by the surrounding 
fluid, 

F d = W-F b where F D = 3 npVD (Stokes law), W = p s gV , and F B = p^gV 
Here V= nD 2 /6 is the volume of the sphere. Substituting, 

nD 3 

3 xpVD = p s gV-p f gV InpVD = (p s - p f )g — 

Solving for the velocity V and substituting the numerical valúes, the updraft velocity 
is determined to be 

_gD 2 {p s -p f ) (9.81m/s 2 )(0.0001m) 2 (2100-1.184)kg/m 3 

V — -—---— 0.619 rn/s 

18// 18(1.849xl0' 5 kg/m-s) 

The Reynolds number in this case is 

Re - pVD - (1-184 kg/m 3 )(0.619 m/s)(0.0001 m) _ 4 Q 
p 1.849xl0' 5 kg-m/s 

which is in the order of 1. Therefore, the creeping flow idealization and thus Stokes law is applicable, and the valué 
calculated is valid. 

Discussion Flow separation starts at about Re = 10. Therefore, Stokes law can be used as an approximation for 
Reynolds numbers up to this valué, but this should be done with care. 



11-36 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 













Chapter 11 Flow Over Bodies: Drag and Lift 


11-68 

Solution Dust particles that are unsettled during high winds rise to a specified height, and start falling back when 
things calm down. The time it takes for the dust particles to fall back to the ground and their velocity are to be determined 
using Stokes law. 

Assuinptions 1 The Reynolds number is low (at the order of 1) so that Stokes law is applicable (to be verified). 2 The 
atmosphere is calm during fall back (no winds or drafts). 3 The initial transient period during which the dust particle 
accelerates to its terminal velocity is negligible. 4 The buoyancy forcé applied by air to the dust particle is negligible since 
Pair« Pdust (besides, the uncertainty in the density of dust is greater than the density of air). (We will solve this problem 
without utilizing this assumption for generality). 

Properties The density of dust is given to be p s = 1.8 g/cm 3 = 1800 kg/m 3 . The density and dynamic viscosity of air at 
1 atm and 15°C are Pf= 1.225 kg/m 3 and p= 1.802xl0" 5 kg/m-s. 

Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object less the buoyancy forcé applied by the surrounding fluid, 

F d = W-F b where F D = 3 npVD (Stokes law), W = p s gV , and F B = p f gV 


Here V= nD 3 /6 is the volume of the sphere. Substituting, 


ZnpVD = p s gV -p fg V -> 3 7ipVD = (p s -p f )g 


xD 



0.05 mm 



Dust 



Solving for the velocity V and substituting the numerical valúes, the terminal velocity is determined to be 

T/ . gD 2 {p s -p f ) (9.81 m/s 2 )(5 x 10~ 5 m) 2 (1800-1.225) kg/m 3 . 

18// 18(1.802xl0' 5 kg/m-s) 

Then the time it takes for the dust particle to travel 350 m at this velocity becomes 

. L 350m _ 

At = — =-= 2573 s = 42.9 min 

V 0.136 m/s 

The Reynolds number is 

Re _ pVD _ (1.225 kg/m 3 )(0.136 m/s)(5xl0' 5 m) _ ^ 
p 1.802xl0' 5 kg-m/s 

which is in the order of 1. Therefore, the creeping flow idealization and thus Stokes law is applicable. 


Discussion Note that the dust particle reaches a terminal velocity of 0.136 m/s, and it takes about an hour to fall back to 
the ground. The presence of drafts in air may significantly increase the settling time. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-69 \Also solved using EES on enclosed D VD] 

Solution A cylindrical log suspended by a crane is subjected to normal winds. The angular displacement of the log 
and the tensión on the cable are to be determined. 


Assumptions 1 The surfaces of the log are smooth so that Fig. 11-34 can be used to determine the drag coefficient (not a 
realistic assumption). 2 Air flow in the wind is steady and incompressible. 3 The turbulence in the wind is not considered. 
4The direction of wind is normal to the log, which always remains horizontal. 5 The end effects of the log are negligible. 6 
The weight of the cable and the drag acting on it are negligible. 7 Air is an ideal gas. 


Properties The dynamic viscosity of air at 5°C (independent of pressure) is // = 1.754xl0" 5 kg/m-s. Then the density 
and kinematic viscosity of air are calculated to be 


P 88 kPa 

RT (0.287 kPa-m 3 /kg-K)(278K) 


1.103 kg/m 3 


li _ 1.754xl0~ 5 kg/m-s 
p 1.103 kg/m 3 


1.590x 10~ 5 m 2 /s 


Analysis Noting that D = 0.2 m and 1 m/s = 3.6 km/h, the 
Reynolds number is 


VD _ (40/3.6 m/s)(0.2 m) 
v 1.590xl0~ 5 m 2 /s 


1.398xl0 5 



The drag coefficient corresponding to this valué is, from Fig. 11-34, Cd = 1.2. Also, the frontal area for flow past a cylinder 
is A = LD. Then the total drag forcé acting on the log becomes 


E n =C n A 


pV 1 


= 1.2(2x0.2 m ) 


2 (1.103 kg/m 3 )(40/3.6 m/s) 2 f 


IN 


\ 


lkg-m/s~ 


= 32.7 N 


The weight of the log is 

W = mg = pgV = pg 


= (513 kg/m > )(9.81 m/s J ' 


IN 


1 kg-m/s' 


= 316 N 


Then the resultant forcé acting on the log and the angle it makes with the horizontal become 

F log =R=tJw 2 +F¿ =V32.7 2 +316 2 =318 N 
W 316 

1an0 = —= -— = 9.66 -> 9 = 84° 

F d 32.7 


Drawing a free body diagram of the log and doing a forcé balance will show that the magnitude of the tensión on the cable 
must be equal to the resultant forcé acting on the log. Therefore, the tensión on the cable is 318 N and the cable makes 84° 
with the horizontal. 


Discussion Note that the wind in this case has rotated the cable by 6 o from its vertical position, and increased the 
tensión action on it somewhat. At very high wind speeds, the increase in the cable tensión can be very significant, and wind 
loading must always be considered in bodies exposed to high winds. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-70 

Solution A ping-pong ball is suspended in air by an upward air jet. The velocity of the air jet is to be determined, and 
the phenomenon that the ball returns to the center of the air jet after a disturbance is to be explained. 

Assumptions 1 The surface of the ping-pong ball is smooth so that Fig. 11-34 can be used to determine the drag 
coefficient. 2 Air flow over the ball is steady and incompressible. 


Properties The density and kinematic viscosity of air at 1 atm and 25°C are p = 1.184 
kg/m 3 and v= 1.562xl0" 5 m 2 /s. 

Analysis The terminal velocity of a free falling object is reached when the drag forcé 
equals the weight of the solid object less the buoyancy forcé applied by the fluid, 

p f V 2 

F d =W-F b where F D =C D A ——, W = mg, and F B =p f gV 

Here A = nD 2 /4 is the frontal area and V = nD 3 /6 is the volume of the sphere. Also, 

W = mg = (0.0026 kg)(9.81 m/s 2 ) = 0.0255 kg • m/s 2 = 0.0255 N 

F b = p fg —— = (1.184 kg/m 3 )(9.81 m/s 2 ) 2r(Q - 038m) = 0.000334 kg ■ m/s 2 =0.000334N 
6 6 

Substituting and solving for V, 

c nD 2 P f V 2 w F ; ]r I 8(ir-F¿T . Í 8(0.0255-0.000334)kg-m/s 2 ) } y 6.122 

° 4 2 B y j:D z C d p f ^ x(0.038m) 2 C D (L184kg/m 3 ) 



( 1 ) 


The drag coefficient C D is to be determined from Fig. 11-34, but it requires the Reynolds number which cannot be 
calculated since we do not know velocity. Therefore, the solution requires a trial-error approach. First we express the 
Reynolds number as 


VD F(0.038m) 
v ~ 1.562xl0“ 5 m 2 /s 


Re = 2433V 


( 2 ) 


Now we choose a velocity in m/s, calcúlate the Re from Eq. 2, read the corresponding C D from Fig. 11-34, and calcúlate V 
from Eq. 1. Repeat calculations until the assumed velocity matches the calculated velocity. With this approach the velocity 
of the fluid jet is determined to be 

V = 9.3 m/s 


The corresponding Re and C n valúes are Re = 22,600 and Cd = 0.43. Therefore, the ping-pong ball will remain suspended 
in the air jet when the air velocity reaches 9.3 m/s = 33.5 km/h. 

Discussion 

1 If the ball is pushed to the side by a finger, the ball will come back to the center of the jet (instead of falling off) due to 
the Bernoulli effect. In the core of the jet the velocity is higher, and thus the pressure is lower relative to a location away 
from the jet. 

2 Note that this simple apparatus can be used to determine the drag coefficients of certain object by simply measuring the 
air velocity, which is easy to do. 

3 This problem can also be solved roughly by taking Cd = 0.5 from Table 11-2 for a sphere in laminar flow, and then 
verifying that the flow is laminar. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


Lift 


11-71C 

Solution We are to discuss why the contribution of viscous effects to lift of airfoils is usually negligible. 

Analysis The contribution of viscous effects to lift is usually negligible for airfoils since the wall shear is nearly 

parallel to the surfaces of such devices and thus nearly normal to the direction of lift. 

Discussioit However, viscous effects are extremely important for airfoils at high angles of attack, since the viscous 
effects near the wall (in the boundary layer) cause the flow to sepárate and the airfoil to stall, losing significant lift. 


11-72C 

Solution We are to discuss the lift and drag on a symmetrical airfoil at zero angle of attack. 

Analysis When air flows past a symmetrical airfoil at zero angle of attack, (a) the lift is zero, but (b) the drag aeting 

on the airfoil is nonzero. 

Discussioit In this case, because of symmetry, there is no lift, but there is still skin friction drag, along with a small 
amount of pressure drag. 


11-73C 

Solution We are to discuss the lift and drag on a nonsymmetrical airfoil at zero angle of attack. 

Analysis When air flows past a nonsymmetrical airfoil at zero angle of attack, both the (a) lift and ( b ) drag aeting 

on the airfoil are nonzero. 

Discussioit Because of the lack of symmetry, the flow is different on the top and bottom surfaces of the airfoil, leading 
to lift. There is drag too, just as there is drag even on a symmetrical airfoil. 


11-74C 

Solution We are to discuss the lift and drag on a symmetrical airfoil at 5 o angle of attack. 

Analysis When air flows past a symmetrical airfoil at an angle of attack of 5 o , both the (a) lift and ( b ) drag aeting 

on the airfoil are nonzero. 

Discussioit Because of the lack of symmetry with respect to the free-stream flow, the flow is different on the top and 
bottom surfaces of the airfoil, leading to lift. There is drag too, just as there is drag even at zero angle of attack. 


11-75C 

Solution We are to define and discuss stall. 

Analysis The decrease of lift with an increase in the angle of attack is called stall. When the flow separates over 
nearly the entire upper half of the airfoil, the lift is reduced dramatically (the separation point is near the leading edge). Stall 
is caused by flow separation and the formation of a wide wake región over the top surface of the airfoil. Commercial 
aircraft are not allowed to fly at velocities near the stall velocity for safety reasons. Airfoils stall at high angles of attack 
(flow cannot negotiate the curve around the leading edge). If a plañe stalls, it loses mush of its lift, and it can crash. 

Discussioit At angles of attack above the stall angle, the drag also increases significantly. 
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Chapter 11 Flow Over Bodies: Drag and Lift 

11-76C 

Solution We are to discuss which increases at a greater rate - lift or drag - with increasing angle of attack. 

Aitalysis Both the lift and the drag of an airfoil increase with an increase in the angle of attack, but in general, the lift 

increases at a much higher rate than does the drag. 

Discussioit In other words, the lift-to-drag ratio increases with increasing angle of attack - at least up to the stall angle. 


11-77C 

Solution We are to why flaps are used on aircraft during takeoff and landing. 

Aitalysis Flaps are used at the leading and trailing edges of the wings of large aircraft during takeoff and landing to 
alter the shape of the wings to maximize lift and to enable the aircraft to land or takeoff at low speeds. An aircraft can 
take off or land without flaps, but it can do so at very high velocities, which is undesirable during takeoff and landing. 

Discussioit In simple terms, the planform area of the wing increases as the flaps are deployed. Thus, even if the lift 
coefficient were to remain constant, the actual lift would still increase. In fact, however, flaps increase the lift coefficient as 
well, leading to even further increases in lift. Lower takeoff and landing speeds lead to shorter runway length requirements. 


11-78C 

Solution We are to discuss how flaps affect the lift and drag of airplane wings. 

Aitalysis Flaps increase both the lift and the drag of the wings. But the increase in drag during takeoff and landing 
is not much of a concern because of the relatively short time periods involved. This is the penalty we pay willingly to take 
off and land at safe speeds. 

Discussioit Note, however, that the engine must opérate at nearly full power during takeoff to overeóme the large drag. 


11-79C 

Solution We are to discuss the effect of wing tip vórtices on drag and lift. 

Aitalysis The effect of wing tip vórtices is to increase drag (induced drag) and to decrease lift. This effect is also 

due to the downwash, which causes an effectively smaller angle of attack. 

Discussioit Induced drag is a three-dimensional effect; there is no induced drag on a 2-D airfoil since there are no tips. 


11-80C 

Solution We are to discuss induced drag and how to minimize it. 

Aitalysis Induced drag is the additional drag caused by the tip vórtices. The tip vórtices have a lot of kinetic 
energy, all of which is wasted and is ultimately dissipated as heat in the air downstream. Induced drag can be reduced by 
using long and narrow wings, and by modifying the geometry of the wing tips. 

Discussioit Birds are designed with feathers that fan out at the tips of their wings in order to reduce induced drag. 


11-81C 

Solution We are to discuss the lift on a spinning and non-spinning ball. 

Aitalysis When air is flowing past a spherical ball, the lift exerted on the ball is zero if the ball is not spinning, and 

it is nonzero if the ball is spinning about an axis normal to the free stream velocity (no lift is generated if the ball is 

spinning about an axis parallel to the free stream velocity). 

Discussioit In the parallel spinning case, however, a side forcé would be generated (e.g., a curve ball). 
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11-82 

Solution 


Chapter 11 Flow Over Bodies: Drag and Lift 


A tennis ball is hit with a backspin. It is to be determined if the ball will fall or rise after being hit. 


Assumptions 1 The outer surface of the ball is smooth enough for Fig. 11-53 to be applicable. 2 The ball is hit 
horizontally so that it starts its motion horizontally. 


Properties The density and kinematic viscosity of air at 1 atm and 25°C are p = 
1.184 kg/m 3 and v= 1.562xl0' 5 m 2 /s. 

Analysis The ball is hit horizontally, and thus it would normally fall under the 
effect of gravity without the spin. The backspin will generate a lift, and the ball will 
rise if the lift is greater than the weight of the ball. The lift can be determined from 


Fl=C l A 


pV ¿ 


where A is the frontal area of the ball, A = ttD / 4 . The regular and angular velocities of the ball are 



92 km/h 


V = (92 km/h) 


lm/s 

^3.6 km/h J 


= 25.56 m/s 


and 


co = (4200 rev/min) 


2 n rad Y1 min ) 


lrev A 60 s ) 


= 440 rad/s 


Then, 


coD (440 rad/s)(0.064 m) 


= 0.551 rad 


2V 2(25.56 m/s) 

From Fig. 11-53, the lift coefficient corresponding to this valué is C¡, = 0.11. Then the lift acting on the ball is 

1N 


7t( 0.064m) 2 (1.184kg/m 3 )(25.56m/s) 2 r 


F L = (0-H) 


The weight of the ball is W = mg = (0.057 kg)(9.81 m/s ) 


\ 


1 kg-m/s~ 


= 0.14 N 


1N 


= 0.56 N 


1 kg-m/s 2 

which is more than the lift. Therefore, the ball will drop under the combined effect of gravity and lift due to spinning after 
hitting, with anet forcé of 0.56 - 0.14 = 0.42 N. 


Discussion The Reynolds number for this problem is Re, =-= 


VD _ (25.56m/s)(0.064 m) 


1.562x10 m/s 


= 1.05xl0 5 , which is cióse 


enough to 6x10 4 for which Fig. 11-53 is prepared. Therefore, the result should be cióse enough to the actual answer. 


11-83 

Solution The takeoff speed of an aircraft when it is fully loaded is given. The required takeoff speed when the weight 
of the aircraft is increased by 20% as a result of overloading is to be determined. 


Assumptions 1 The atmospheric conditions (and thus the properties of air) remain the same. 2 The settings of the plañe 
during takeoff are maintained the same so that the lift coefficient of the plañe remains the same. 


Analysis An aircraft will takeoff when lift equals the total weight. Therefore, 

W = F l 


W = \C L pV A 




v = 


2 W 


pC L A 


We note that the takeoff velocity is proportional to the square root of the weight 
of the aircraft. When the density, lift coefficient, and area remain constant, the 
ratio of the velocities of the overloaded and fully loaded aircraft becomes 

pw 2 / P c L A jw; 


V , 


V i pfV,/ pC L A jw; 
ing, the takeoff velocity of the 

F 2 = V, = (190 km/h)Vk2 = 


v 2 =v. 


Substituting, the takeoff velocity of the overloaded aircraft is determined to be 

208 km/h 


Takeoff 
V= 190 km/h 



Discussion A similar analysis can be performed for the effect of the variations in density, lift coefficient, and planform 
area on the takeoff velocity. 


11-42 

PROPRIETARY MATERIAL . © 2006 The McGraw-FIill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 

www.elsolucionario.net 












































Chapter 11 Flow Over Bodies: Drag and Lift 


11-84 

Solution The takeoff speed and takeoff time of an aircraft at sea level are given. The required takeoff speed, takeoff 
time, and the additional runway length required at a higher elevation are to be determined. 

Assumptions 1 Standard atmospheric conditions exist. 2 The settings of the plañe during takeoff are maintained the same 
so that the lift coefficient of the plañe and the planform area remain constant. 3 The acceleration of the aircraft during 
takeoff remains constant. 

Properties The density of standard air is p\ = 1.225 kg/m 3 at sea level, aná pi = 1.048 kg/m 3 at 1600 m altitude. 

Aitalysis (o) An aircraft will takeoff when lift equals the total weight. Therefore, 


w,f l - w-pc LP vU - v = ^— 


We note that the takeoff speed is inversely proportional to the square root of air density. When the weight, lift coefficient, 
and area remain constant, the ratio of the speeds of the aircraft at high altitude and at sea level becomes 


E 2 pW/p 2 C L A ^ 
V i pW/ Pl C L A ~ 


—> 


V2=Vl. 


1 225 

= (220 km/h). |—- 

<p 2 V1-048 


238 km/h 


Therefore, the takeoff velocity of the aircraft at higher altitude is 238 km/h. 


( b ) The acceleration of the aircraft at sea level is 


AV 

a =- 

At 


220km/h-0f lm/s A 
15 s V 3.6 km/h J 


= 4.074 m/s 2 


which is assumed to be constant both at sea level and the higher altitude. 
Then the takeoff time at the higher altitude becomes 

AV AV 238 km/h -OÍ lm/s 3 .. . 

a = - -> A t = -=-— - =16.2 s 

At a 4.074 m/s" 1,3.6 km/h ) 


Takeoff 


V= 220 km/h 



(c) The additional runway length is determined by calculating the distance traveled during 
takeoff for both cases, and taking their difference: 

L| =\cit\ = {(4.074 m/s 2 )(15s) 2 =458m 


L 2 =\at¡ = 4(4.074 m/s 2 )(16.2 s) 2 =535m 


A L=L 2 -L x = 535-458 = 77m 

Discussion Note that altitude has a significant effect on the length of the runways, and it should be a major 
consideration on the design of airports. It is interesting that a 1.2 second increase in takeoff time increases the required 
runway length by about 100 m. 
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Chapter 11 FIow Over Bodies: Drag and Lift 


11-85E 

Solution The rate of fuel consumption of an aircraft while flying at a low altitude is given. The rate of fuel 
consumption at a higher altitude is to be determined for the same flight velocity. 

Assuinptions 1 Standard atmospheric conditions exist. 2 The settings of the plañe during takeoff are maintained the same 
so that the drag coefficient of the plañe and the planform area remain constant. 3 The velocity of the aircraft and the 
propulsive efficiency remain constant. 4 The fuel is used primarily to provide propulsive power to overeóme drag, and thus 
the energy consumed by auxiliary equipment (lights, etc) is negligible. 

Properties The density of standard air is p\ = 0.05648 lbm/ft’ at 10,000 ft, and p 2 = 0.02866 lbm/ft’ at 30,000 ft 
altitude. 

Analysis When an aircraft cruises steadily (zero acceleration) at a constant altitude, the net forcé acting on the aircraft 
is zero, and thus the thmst provided by the engines must be equal to the drag forcé. Also, power is forcé times velocity 
(distance per unit time), and thus the propulsive power required to overeóme drag is equal to the thrust times the cruising 
velocity. Therefore, 

Cruising 

^propulsive = Thrust x V = F d V = C d A^-V = C D A^ 

The propulsive power is also equal to the product of the rate of fuel energy 
supplied (which is the rate of fuel consumption times the heating valué of the 
fuel, /i/| UL ,| HV ) and the propulsive efficiency. Then, 

pV 3 

^prop = ^prop w &el HV C D A ~^~ = '7prop ? «íuel HV 



We note that the rate of fuel consumption is proportional to the density of air. When the drag coefficient, the wing area, the 
velocity, and the propulsive efficiency remain constant, the ratio of the rates of fuel consumptions of the aircraft at high and 
low altitudes becomes 


'«fuel, 2 
'« fuel, 1 


C[,Ap 2 V 3 !2r¡ pmp HV 
C D Ap x V 3 I Ir, pmp HV 


p 2 . . p 2 ,, ,, . . 0.02866 _ ... 

— -> '«fuel,2 = «h'uel.i — = (5 gal/min) = 2.54 gal/min 

p x p x 0.05648 


Discussion Note the fuel consumption drops by half when the aircraft flies at 30,000 ft instead of 10,000 ft altitude. 
Therefore, large passenger planes routinely fly at high altitudes (usually between 30,000 and 40,000 ft) to save fuel. This is 
especially the case for long flights. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-86 

Solution The takeoff speed of an aircraft when it is fully loaded is given. The required takeoff speed when the 
aircraft has 100 empty seats is to be determined. 


Assumptions 1 The atmospheric conditions (and thus the properties of air) remain the same. 2 The settings of the plañe 
during takeoff are maintained the same so that the lift coefficient of the plañe remains the same. 3 A passenger with 
luggage has an average mass of 140 kg. 

Takeoff 

Analysis An aircraft will takeoff when lift equals the total weight. Therefore, (/= 250 km/h 


W = F L W = \C L pV 2 A 


-» 



We note that the takeoff velocity is proportional to the square root of the weight 
of the aircraft. When the density, lift coefficient, and wing area remain constant, 
the ratio of the velocities of the under-loaded and fully loaded aircraft becomes 

V 2 _ y¡2W 2 ! pC L A _ _ -Jm^g _ 

V\ ~ V 2 ^i ' pe la ~ V^T ” fihg - 




where m 2 = m l - w U nused capad ty = 400,000 kg - (140 kg/passanger) x (100 passengers) = 386,000 kg 


Substituting, the takeoff velocity of the overloaded aircraft is determined to be 


V 2 



= (250 km/h) 


386,000 

400,000 


= 246 km/h 


Discussion Note that the effect of empty seats on the takeoff velocity of the aircraft is small. This is because the most 
weight of the aircraft is due to its empty weight (the aircraft itself rather than the passengers and their luggage.) 


11-87 

Solution The previous problem is reconsidered. The effect of empty passenger count on the takeoff speed of the 
aircraft as the number of empty seats varíes from 0 to 500 in increments of 50 is to be investigated. 



Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 


m_passenger=140 "kg" 

mi=400000 "kg" 

m2=m 1 -N_em pty*m_passenger 

VI =250 "km/h" 

V2=V1*SQRT(m2/m1) 


Empty 

seats 

"*airplane,b 

kg 

^airplane,l> 

kg 

V takeoff, 

m/s 

0 

400000 

400000 

250.0 

50 

400000 

393000 

247.8 

100 

400000 

386000 

245.6 

150 

400000 

379000 

243.3 

200 

400000 

372000 

241.1 

250 

400000 

365000 

238.8 

300 

400000 

358000 

236.5 

350 

400000 

351000 

234.2 

400 

400000 

344000 

231.8 

450 

400000 

337000 

229.5 

500 

400000 

330000 

227.1 



0 100 200 300 400 500 

Nempty seats 


Discussion As expected, the takeoff speed decreases as the number of empty seats increases. On the scale plotted, the 
curve appears nearly linear, but it is not; the curve is actually a small portion of a square-root curve. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-88 

Solution The wing area, lift coefficient at takeoff settings, the cruising drag coefficient, and total mass of a small 
aircraft are given. The takeoff speed, the wing loading, and the required power to maintain a constant cruising speed are to 
be determined. 


Assumptions 1 Standard atmospheric conditions exist. 2 The drag and lift produced by parts of the plañe other than the 
wings are not considered. 


Properties The density of standard air at sea level is p= 1.225 kg/m 3 . 

Analysis ( a ) An aircraft will takeoff when lift equals the total weight. Therefore, 


W = F l -» W = jC L pV 2 A -» V = 


Substituting, the takeoff speed is determined to be 


2 W 
pC L A 


takeoff 


2 mg 


PF L, takeoff 

= 57.6 m/s = 207 km/h 


2(2800 kg)(9.81m/s 2 ) 

A ]¡ (1.225 kg/m 3 )(0.45)(30m 2 ) 


-4 wing 30 111 


2800 kg 



G=0.45 


(b) Wing loading is the average lift per unit planform area, which is equivalent to the ratio of the lift to the planform area of 
the wings since the lift generated during steady cruising is equal to the weight of the aircraft. Therefore, 


„ F l W (2800 kg)(9.81 m/s 2 ) n(|£SMI „ 2 

loading ~“ ¡^2 = 


(c) When the aircraft is cruising steadily at a constant altitude, the net forcé acting on the aircraft is zero, and thus thrust 
provided by the engines must be equal to the drag forcé, which is 


f d =c d a 


pv 2 


= (0.035X30 m-) 


2 . (1.225kg/m 3 )(300/3.6m/s) 2 f 


lkN 


1000 kg • m/s" 


= 4.466 kN 


Noting that power is forcé times velocity, the propulsive power required to overeóme this drag is equal to the thrust times 
the cruising velocity, 


Power = Thrustx Velocity = F D V = (4.466 kN)(300/3.6 m/s) 


lkW ) 
1 kN • m/s J 


= 372 kW 


Therefore, the engines must supply 372 kW of propulsive power to overeóme the drag during cruising. 


Discussion The power determined above is the power to overeóme the drag that acts on the wings only, and does not 
inelude the drag that acts on the remaining parts of the aircraft (the fuselage, the tail, etc). Therefore, the total power 
required during cruising will be greater. The required rate of energy input can be determined by dividing the propulsive 
power by the propulsive efficiency. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-89 

Solution The total mass, wing area, cruising speed, and propulsive power of a small aircraft are given. The lift and 
drag coefficients of this airplane while cruising are to be determined. 


Assumptions 1 Standard atmospheric conditions exist. 2 The drag and lift produced 
by parts of the plañe other than the wings are not considered. 3 The fuel is used 
primarily to provide propulsive power to overeóme drag, and thus the energy 
consumed by auxiliary equipment (lights, etc) is negligible. 

Properties The density of standard air at an altitude of 4000 m is p= 0.819 kg/m\ 

Analysis Noting that power is forcé times velocity, the propulsive power 

required to overeóme this drag is equal to the thmst times the cruising velocity. Also, 
when the aircraft is cruising steadily at a constant altitude, the net forcé acting on the 
aircraft is zero, and thus thrust provided by the engines must be equal to the drag forcé. 
Then, 



W pmp = Thrust x Velocity = F n V -» 


^prop 190 kW (1000 N • m/s^i 

= =- - = 2443 N 

V 280/3.6 m/s V lkW ) 


Then the drag coefficient becomes 


F n =C n A 


pV ¿ 


—> c n - 


2 F D 
pAV 7 


2(2443 N) 


(0.819 kg/m 3 )(42m 2 )(280/3.6 m/s) 2 


r 1 kg • m/s 2 ' 
1N 


= 0.0235 


An aircraft cruises at constant altitude when lift equals the total weight. Therefore, 


w = f l =\c lP v a -> 


C L = 


2 W 
pV 2 A 


2(1800 kg)(9.81 m/s 2 ) 


(0.819kg/m 3 )(42m 2 )(280/3.6 m/s)^ 


0.17 


Therefore, the drag and lift coefficients of this aircraft during cruising are 0.0235 and 0.17, respectively, with a C L /C D ratio 
of 7.2. 


Discussion The drag and lift coefficient determined are for cruising conditions. The valúes of these coefficient can be 
very different during takeoff because of the angle of attack and the wing geometry. 


11-90 

Solution An airfoil has a given lift-to drag ratio at 0 o angle of attack. The angle of attack that will raise this ratio to 
80 is to be determined. 

Analysis The ratio CJCd for the given airfoil is plotted against the angle of attack in Fig. 11-43. The angle of attack 
corresponding to C L /C D = 80 is 0= 3 o . 

Discussion Note that different airfoils have different CJCd vs. //charts. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-91 

Solution The wings of a light plañe resemble the NACA 23012 airfoil with no flaps. Using data for that airfoil, the 
takeoff speed at a specified angle of attack and the stall speed are to be determined. 

Assumptions 1 Standard atmospheric conditions exist. 2 The drag and lift produced by parts of the plañe other than the 
wings are not considered. 

Properties The density of standard air at sea level is p= 1.225 kg/m 3 . At an angle of attack of 5 o , the lift and drag 
coefficients are read from Fig. 11-45 to be C L = 0.6 and C D = 0.015. The máximum lift coefficient is C i max = 1.52 and it 
occurs at an angle of attack of 15°. 


Analysis An aircraft will takeoff when lift equals the total weight. Therefore, 


W =F, -4 W = jC L pV 2 A -4 


V = 


2 W 
pC L A 


Substituting, the takeoff speed is determined to be 


2(15,000 N) 


takeoff l| (i.225 kg/m 3 )(0.6)(46 m 2 ) 


f 1 kg • m/s 2 ^ 
1N 


= 29.8 m/s = 107 km/h 


since 1 m/s = 3.6 km/h. The stall velocity (the mínimum takeoff velocity 
corresponding the stall conditions) is determined by using the máximum lift 
coefficient in the above equation, 



= 


1 2W _ 

2(15,000 N) 

lkg-m/s 2 

\pC L , mm A ]] 

(1.225 kg/m 3 )(1.52)(46m 2 ) 

l 1N J 


= 18.7 m/s = 67.4 km/h 


Discussion The “safe” mínimum velocity to avoid the stall región is obtained by multiplying the stall velocity by 1.2: 
^min,safe =1 - 2 ^min = 1-2 x (18.7 m/s) = 22.4 m/s = 80.8 km/h 

Note that the takeoff velocity decreased from 107 km/h at an angle of attack of 5 o to 80.8 km/s under stall conditions with a 
safety margin. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-92 \Also solved using EES on enclosed D VD] 

Solution The mass, wing area, the máximum (stall) lift coefficient, the cruising speed and the cruising drag 
coefficient of an airplane are given. The safe takeoff speed at sea level and the thrust that the engines must deliver during 
cruising are to be determined. 


Assumptions 1 Standard atmospheric conditions exist 2 The drag and lift produced by parts of the plañe other than the 
wings are not considered. 3 The takeoff speed is 20% over the stall speed. 4 The fuel is used primarily to provide 
propulsive power to overeóme drag, and thus the energy consumed by auxiliary equipment (lights, etc) is negligible. 

Properties The density of standard air is p\ = 1.225 kg/m 3 at sea level, and pi = 0.312 kg/m 3 at 12,000 m altitude. The 
cruising drag coefficient is given to be C D = 0.03. The máximum lift coefficient is given to be C Lfmax = 3.2. 


Analysis (o) An aircraft will takeoff when lift equals the total weight. Therefore, 


W = F l W = jC L pV 2 A 




The stall velocity (the mínimum takeoff velocity corresponding the stall 
conditions) is determined by using the máximum lift coefficient in the above 
equation. 


2wg = 1 2(5Q - QQ0 y (9 - 81m/s2) I.28.9m/s.l04kin/h 
P\C L , max A (1.225 kg/m 3 )(3.2)(300 m 2 


since 1 m/s = 3.6 km/h. Then the “safe” mínimum velocity to avoid the stall 
región becomes 



^mm.safe = 1.2^ = 1.2x (28.9 m/s) = 34.7 m/s= 125 km/h 


ib) When the aircraft cruises steadily at a constant altitude, the net forcé acting on the aircraft is zero, and thus the thrust 
provided by the engines must be equal to the drag forcé, which is 


f d =c d a 


p 2 V 2 


= (0.03)(300 m 2 ) 


(0.312 kg/m 3 )(700/3.6 m/s) 2 f 


lkN 


A 


1000 kg-m/s ^ 


= 53.08 kN 


Noting that power is forcé times velocity, the propulsive power required to overeóme this drag is equal to the thrust times 
the cruising velocity. 


Power = Ttrustx Velocity = F D V = (53.08 kN)(700/3.6 m/s) 


lkW ') 
1 kN • m/s J 


= 10,300 kW 


Therefore, the engines must supply 10,300 kW of propulsive power to overeóme drag during cruising. 


Discussion The power determined above is the power to overeóme the drag that acts on the wings only, and does not 
inelude the drag that act on the remaining parts of the aircraft (the fuselage, the tail, etc). Therefore, the total power required 
during cruising will be greater. The required rate of energy input can be determined by dividing the propulsive power by the 
propulsive efficiency. 
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Chapter 11 FIow Over Bodies: Drag and Lift 


11-93E 

Solution A spinning ball is dropped into a water stream. The lift and drag forces acting on the ball are to be 
determined. 

Assuinptions 1 The outer surface of the ball is smooth enough for Fig. 11-53 to be applicable. 2 The ball is completely 
immersed in water. 

Properties The density and dynamic viscosity of water at 60°F are p = 62.36 lbm/ft 3 and // = 2.713 lbm/fth = 
7.536xl0' 4 lbm/ft-s. 


Analysis The drag and lift forces can be determined from 

pV 2 pV 2 

Fd=C d A^— and F L =C L A 


where A is the frontal area of the ball, which is A = ttD 2 / 4 , and D = 2.4/12 = 
0.2 ft. The Reynolds number and the angular velocity of the ball are 


Re = ^ 
l 1 


(62.36 lbm/ft 3 )(4ft/s)(0.2ft) 
7.536 xl0~ 4 ft 2 /s 


6.62xl0 4 


co = (500 rev/min) 


2 n rad 
1 rev 


1 min \ 

60 s J 


52.4 rad/s 


500 rpm 



Water 

f 2.4 in \ 

stream 



V Ball J 

4 ft/s 


and 


coD (52.4 rad/s)(0.2 ft) 

-—-— 1.31 reíd 

2V 2(4 ft/s) 

From Fig. 11-53, the drag and lift coefficients corresponding to this valué are C D = 0.56 and C¡ = 0.35. Then the drag and 
the lift acting on the ball are 


F d = (0.56) 


/r(0.2 ft) 2 (62.36lbm/ft 3 )(4 ft/s) 2 2 


1 lbf 


32.2 lbm- ft/s^ 


= 0.27 lbf 


F l = (0.35) 


;r(0.2ft) 2 (62.36lbm/ñ 3 )(4ft/s) 2 f 


1 lbf 


32.2 lbm - ft/s 2 


0.17 lbf 


Discussion The Reynolds number for this problem is 6.62xl0 4 which is cióse enough to 6xl0 4 for which Fig. 11-53 is 
prepared. Therefore, the result should be cióse enough to the actual answer. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


Review Problems 


11-94 

Solution An automotive engine is approximated as a rectangular block. The drag forcé acting on the bottom surface 
of the engine is to be determined. 


Assumptions 1 The air flow is steady and incompressible. 2 Air is an ideal gas. 3 The atmospheric air is calm (no 
significant winds). 3 The air flow is turbulent over the entire surface because of the constant agitation of the engine block. 
4 The bottom surface of the engine is a fíat surface, and it is smooth (in reality it is quite rough because of the dirt collected 
on it). 


Properties 


The density and kinematic viscosity of air at 1 atm and 15°C are p = 


1.225 kg/m 3 and v= 1.470xl(T 5 m 2 /s. 


Analysis 


The Reynolds number at the end of the engine block is 


VL r(85/3.6) m/s](0.7 m) 

Re, = — = ^----- = 1.124xl0 6 

v 1.470 xlO~ 5 m 2 /s 

The flow is assumed to be turbulent over the entire surface. Then the average 
friction coefficient and the drag forcé acting on the surface becomes 
0.074 0.074 


C f = 


Re 


1/5 


(1.124 x 10 6 ) 1/5 


= 0.004561 


F D — C f A 


pV ¿ 


= (0.004561)[0.6x 0.7 m" ] 


2 (1.225 kg/m 3 )(85/3.6 m/s) 2 f 


1N 


lkg.m/s 2 


Engine block 


Air 

V= 85 km/h 
T= 15°C 


0.65 N 


L = 0.7 m 


Discussion Note that the calculated drag forcé (and the power required to overeóme it) is very small. This is not 
surprising since the drag forcé for blunt bodies is almost entirely due to pressure drag, and the friction drag is practically 
negligible compared to the pressure drag. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-95 



Solution A fluid flows over a 2.5-m long fíat píate. The thickness of the boundary layer at intervals of 0.25 m is to be 
determined and plotted against the distance from the leading edge for air, water, and oil. 


Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5xl0 5 . 3 Air is an ideal 
gas. 4 The surface of the píate is smooth. 

Properties The kinematic viscosity of the three fluids at 1 atm and 20°C are: v— 1.516x 10 5 m 2 /s for air , v= p/p = 
(1.002x 10 -3 kg/m-s)/(998 kg/m 3 ) = 1.004xl0 -6 m 2 /s for water, and v= 9.429x1o -4 m 2 /s for oil. 


Analysis 


The thickness of the boundary layer along the flow for laminar and turbulent flows is given by 


Laminar flow: = 


4.91jc 


Re 


1/2 


Turbulent flow: ó’ = 


0.38x 


Re 


1/5 


(o) AIR: The Reynolds number and the boundary layer thickness at 
the end of the first 0.25 m interval are 


Re = —= 


Vx _ (3 m/s)(0.25 m) 


v 1.516x10 m /s 


= 0.495 xlO 5 



8 


X 


5x 

R¡f 


4.91x(0.25m) 
(0.495 xlO 5 ) 0 ' 5 


5.52xl0 -3 m 


We repeat calculations for all 0.25 m intervals. The 
EES Equations window is printed below, along with 
the tabulated and plotted results. 


V=3 "m/s" 

nul=1.516E-5 "m2/s, Air" 

Re1=x*V/nu1 

delta1=4.91*x*Re1 A (-0.5) "m, laminar flow" 
nu2=1.004E-6 "m2/s, water" 

Re2=x*V/nu2 

delta2=0.38*x*Re2 A (-0.2) "m, turbulent flow" 
nu3=9.429E-4 "m2/s, oil" 

Re3=x*V/nu3 

delta3=4.91 *x*Re3 A (-0.5) "m, laminar flow" 



x, cm 

Air 

Water 

Oil 


Re 

5, 

Re 

5, 

Re 

5, 

0.00 

0.000E+00 

0.0000 

0.000E+00 

0.0000 

0.000E+00 

0.0000 

0.25 

4.947E+04 

0.0055 

7.470E+05 

0.0064 

7.954E+02 

0.0435 

0.50 

9.894E+04 

0.0078 

1.494E+06 

0.0111 

1.591E+03 

0.0616 

0.75 

1.484E+05 

0.0096 

2.241E+06 

0.0153 

2.386E+03 

0.0754 

LOO 

1.979E+05 

0.0110 

2.988E+06 

0.0193 

3.182E+03 

0.0870 

1.25 

2.474E+05 

0.0123 

3.735E+06 

0.0230 

3.977E+03 

0.0973 

1.50 

2.968E+05 

0.0135 

4.482E+06 

0.0266 

4.773E+03 

0.1066 

1.75 

3.463E+05 

0.0146 

5.229E+06 

0.0301 

5.568E+03 

0.1152 

2.00 

3.958E+05 

0.0156 

5.976E+06 

0.0335 

6.363E+03 

0.1231 

2.25 

4.453E+05 

0.0166 

6.723E+06 

0.0369 

7.159E+03 

0.1306 

2.50 

4.947E+05 

0.0175 

7.470E+06 

0.0401 

7.954E+03 

0.1376 


Discussion Note that the flow is laminar for (a) and (c), and turbulent for (b). Also note that the thickness of the 
boundary layer is very small for air and water, but it is very large for oil. This is due to the high viscosity of oil. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-96E 

Solution The passenger compartment of a minivan is modeled as a rectangular box. The drag forcé acting on the top 
and the two side surfaces and the power needed to overeóme it are to be determined. 

Assuinptions 1 The air flow is steady and incompressible. 2 The air flow over the exterior surfaces is turbulent because of 
constant agitation. 3 Air is an ideal gas. 4 The top and side surfaces of the minivan are fíat and smooth (in reality they can 
be rough). 5 The atmospheric air is calm (no significant winds). 

Properties The density and kinematic viscosity of air at 1 atm and 80°F are p = 0.07350 lbm/ft 3 and v= 0.6110 ft 2 /h = 
1.697x10^ ft 2 /s. 


Analysis The Reynolds number at the end of the top and side surfaces is 

VL r(60xl.4667) ft/s](ll ft) 

Re, = — = ^- ! A i ' -- = 5.704xl0 6 

v 1.697x10 ft /s 

The air flow over the entire outer surface is assumed to be turbulent. Then the friction coefficient becomes 
0.074 0.074 - Minivan 


C/ = 


Re¿ 5 (5.704 xl0 6 ) 1/5 


= 0.00330 


The area of the top and side surfaces of the minivan is 
A = A top + 2A side = 6x 1 l+2x3.2x 11 = 136.4 ft 2 


Noting that the pressure drag is zero and thus C D = C, for a plañe surface, the drag forcé acting on these surfaces becomes 



Air 

60 mph 


llbf 


'f 

F n = C f A^—= 0.00330x (136.4 ft 2 ) ( Q,Q74 lbm ^ft 3 )( 6Qx 1 - 4 667 ft/s) 2 

f 2 2 ^32.2 lbm-ft/s" 

Noting that power is forcé times velocity, the power needed to overeóme this drag forcé is 

lkW 


= 4.0 Ibf 


ÍT dra g = F d V = (4.0 lbf)(60x 1.4667 ft/s) 


737.56 lbf-ft/s 


= 0.48 kW 


Discussion Note that the calculated drag forcé (and the power required to overeóme it) is very small. This is not 
surprising since the drag forcé for blunt bodies is almost entirely due to pressure drag, and the friction drag is practically 
negligible compared to the pressure drag. 


11-97 

Solution A large spherical tank located outdoors is subjected to winds. The drag forcé exerted on the tank by the 
winds is to be determined. 


Assumptions 1 The outer surfaces of the tank are smooth. 2 Air flow in the wind is steady and incompressible, and flow 
around the tank is uniform. 3 Turbulence in the wind is not considered. 4 The effect of any support bars on flow and drag is 
negligible. 


Properties The density and kinematic viscosity of air at 1 atm and 25°C are p = 
1.184 kg/m 3 and v= 1.562xl0' 5 m 2 /s. 

Analysis Noting that D = 1 m and 1 m/s = 3.6 km/h, the Reynolds number for 
the flow is 


Re 


VD r(35/3.6) m/s 1(1 m) 

— = - ’ -A - L = 6.224 X10 5 

v 1.562x 1(T 5 m 2 /s 


The drag coefficient for a smooth sphere corresponding to this Reynolds number is, 
from Fig. 11-36, Cd= 0.065. Also, the frontal area for flow past a sphere is A = 
tiD 2 /4. Then the drag forcé becomes 


V= 35 km/h 


T= 25°C 



F d =C d A 


pV 2 


= 0.065 


\jr(l m 2 )/ 4j 


(l.l84 kg/m 3 )(35/3.6 m/s)" 


IN 


1 kg - m/s" 


2.86 N 


Discussion Note that the drag coefficient is very low in this case since the flow is turbulent (Re > 2xl0 5 ). Also, it 
should be kept in mind that wind turbulence may affect the drag coefficient. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-98 

Solution A rectangular advertisement panel attached to a rectangular concrete block by two poles is to withstand high 
winds. For a given máximum wind speed, the máximum drag forcé on the panel and the poles, and the mínimum length L 
of the concrete block for the panel to resist the winds are to be determined. 

Assumptions 1 The flow of air is steady and incompressible. 2 The wind is normal to the panel (to check for the worst 
case). 3 The flow is turbulent so that the tabulated valué of the drag coefficients can be used. 

Properties In turbulent flow, the drag coefficient is C D = 0.3 for a circular rod, and C D = 2.0 for a thin rectangular píate 
(Table 11-2). The densities of air and concrete block are given to be p = 1.30 kg/m 3 and p, = 2300 kg/m 3 . 


Analysis (a) The drag forcé acting on the panel is 

pv 2 


Fd, panel “ F D A 


= (2.0)(2x4m 2 ) (1 - 30kg/m)(15 ° /3 - 6m/s) ~ 


1N 


lkg-m/s~ 


Fd, pole F qA 


18,000 N 

;e ac 
PV 7 


(b) The drag forcé acting on each pole is 

T 2 


= (0.3)(0.05x4m 2 ) ^ 30k g /m X 15 ° /3 - 6m/ ^ 


1N 


lkg-m/s~ 



= 68 N 

Therefore, the drag forcé acting on both poles is 68 x 2 = 136 N. Note that the drag forcé acting on poles is negligible 
compared to the drag forcé acting on the panel. 


(c) The weight of the concrete block is 


f 

W = mg = pgV =(2300kg/m 3 )(9.81m/s 2 )(Lx4mx0.15m) 

v 


1N 

1 kg- m/s 




2 

y 


= 13,540Z N 


Note that the resultant drag forcé on the panel passes through its center, the drag forcé on the pole passes through the center 
of the pole, and the weight of the panel passes through the center of the block. When the concrete block is first tipped, the 
wind-loaded side of the block will be lifted off the ground, and thus the entire reaction forcé from the ground will act on the 
other side. Taking the moment about this side and setting it equal to zero gives 

X M = 0 -> ^Apaneix(l + 4 + 0.15) + J F Apole x(2 + 0.15)-fFx(T/2) = 0 

Substituting and solving for L gives 

18,000x5.15 + 136x2.15-13,540ixi/2 = 0 -> L = 3.70m 


Therefore, the mínimum length of the concrete block must be L = 3.70. 

Discussion This length appears to be large and impractical. It can be reduced to a more reasonable valué by (a) 
increasing the height of the concrete block, (b) reducing the length of the poles (and thus the tipping moment), or (c) by 
attaching the concrete block to the ground (through long nails, for example). 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-99 

Solution The bottom surface of a plástic boat is approximated as a fíat surface. The friction drag exerted on the 

bottom surface of the boat by water and the power needed to overeóme it are to be determined. 

Assumptions 1 The flow is steady and incompressible. 2 The water is calm (no significant currents or waves). 3 The 
water flow is turbulent over the entire surface because of the constant agitation of the boat. 4 The bottom surface of the boat 
is a fíat surface, and it is smooth. 

Properties The density and dynamic viscosity of water at 15°C are p= 999.1 kg/m 3 and ju= 1.13 8 x 10 kg/m-s. 

Analysis The Reynolds number at the end of the bottom surface of the boat is 


Re¿ = 


pVL (999.1 kg/m 3 )(30/3.6 m/s)(2 m) , ^ in7 
p 1.138xl0~ 3 kg/m-s 

The flow is assumed to be turbulent over the entire surface. Then the 
average friction coefficient and the drag forcé acting on the surface 
becomes 

0.074 0.074 


30 km/h 


Boat 


C / = 


Re 


1/5 


(1.463x10 7 ) 1/5 


= 0.00273 


F d = C f A 


pV 1 


= (0.00273)[1.5x2m-] 


2 (999.lkg/m 3 )(30/3.6m/s) 2 í 


1N 


lkg.m/s‘ 


284.1 N 


Noting that power is forcé times velocity, the power needed to overeóme this drag forcé is 

lkW 


W ámg =F D V = (284.1 N)(30/ 3.6 m/s)| 


1000N-m/s 


= 2.37 kW 


Discussion Note that the calculated drag forcé (and the power required to overeóme it) is relatively small. This is not 
surprising since the drag forcé for blunt bodies (including those partially immersed in a liquid) is almost entirely due to 
pressure drag, and the friction drag is practically negligible compared to the pressure drag. 
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Chapter 11 Flow Over Bodies: Drag and Lift 



Solution The previous problem is reconsidered. The effect of boat speed on the drag forcé acting on the bottom 
surface of the boat and the power needed to overeóme as the boat speed varíes from 0 to 100 km/h in increments of 10 km/h 
is to be investigated. 


Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 

rho=999.1 "kg/m3" 
mu=1.138E-3 "m2/s" 

V=Vel/3.6 "m/s" 

L=2 "m" 

W=1.5 "m" 

A=L*W 


Re=rho*L*V/mu 
Cf=0.074/Re A 0.2 
g=9.81 "m/s2" 
F=Cf*A*(rho*V A 2)/2 "N" 
P_drag=F*V/1000 "kW" 


V, km/h 

Re 

c f 

Fdrag, N 

Rdrag,kW 

0 

0 

0 

0 

0.0 

10 

4.877E+06 

0.00340 

39 

0.1 

20 

9.755E+06 

0.00296 

137 

0.8 

30 

1.463E+07 

0.00273 

284 

2.4 

40 

1.951E+07 

0.00258 

477 

5.3 

50 

2.439E+07 

0.00246 

713 

9.9 

60 

2.926E+07 

0.00238 

989 

16.5 

70 

3.414E+07 

0.00230 

1306 

25.4 

80 

3.902E+07 

0.00224 

1661 

36.9 

90 

4.390E+07 

0.00219 

2053 

51.3 

100 

4.877E+07 

0.00215 

2481 

68.9 




V, km/h V, km/h 

Discussion The curves look similar at first glance, but in fact / 7 drag increases like V 2 , while F ir ag increases like V 3 . 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-101E \Also solved usingEES on en el o sed DVD] 

Solution Craising conditions of a passenger plañe are given. The mínimum safe landing and takeoff speeds with and 
without flaps, the angle of attack during craising, and the power required are to be determined 

Assumptions 1 The drag and lift produced by parís of the plañe other than the wings are not considered. 2 The wings are 
assumed to be two-dimensional airfoil sections, and the tip effeets are neglected. 4 The lift and drag characteristics of the 
wings can be approximated by NACA 23012 so that Fig. 11-45 is applicable. 

Propendes The densities of air are 0.075 lbm/ft 3 on the ground and 
0.0208 lbm/ft 3 at craising altitude. The máximum lift coefficients of the 
wings are 3.48 and 1.52 with and without flaps, respectively (Fig. 11-45). 

Analysis (o) The weight and craising speed of the airplane are 


W = mg = (150,000 lbm)(32.2 ft/s 2 ) 


llbf 


V = (550 mph) 


1,4667 ft/s 
lmph 


32.2 lbm-ft/s 2 
= 806.7 ft/s 


= 150,000 lbf 



Mínimum velocity corresponding the stall conditions with and without flaps are 

= 217 ft/s 


V= 550 mph 
m = 150,000 lbm 

4 w in g = 1800 m 2 


min 1 


2 W 


2(150,000 lbf) 


f 32.2 lbm - ft/s 2 ^ 


pe 


L, maxl 2 


1 (0.075 lbm/ft 3 )(1.52)(1800 ft 2 ) 


llbf 


V, 


min 2 


2 W 


2(150,000 lbf) 


PC 


¿,max 2 2 


1 (0.075 lbm/ft 3 )(3.48)(1800 ft 2 ) 


f 32.2lbm-ft/s 2 ^ 
ílbf 


= 143 ft/s 


The “safe” mínimum velocities to avoid the stall región are obtained by multiplying these valúes by 1.2: 

Without flaps : E minlsafe =1.2K minl = 1.2x(217 ft/s) = 260 ft/s = 178 mph 

With flaps: V min2Me =1.2V min2 = 1.2 x (143 ft/s) = 172 ft/s = 117 mph 

since 1 mph = 1.4667 ft/s. Note that the use of flaps allows the plañe to takeoff and land at considerably lower velocities, 
and thus at a shorter ranway. 

( b ) When an aircraft is craising steadily at a constant altitude, the lift must be equal to the weight of the aircraft, F L = W. 
Then the lift coefficient is determined to be 


C L = 


150,000 lbf 


kpV 2 A j (0.0208 lbm/ft 3 )(806.7 ft/s) 2 (1800 ft 2 ) 


( 32.2 lbm-ft/s 2 A 
ñbf 


= 0.40 


For the case of no flaps, the angle of attack corresponding to this valué of C, is determined from Fig. 11-45 to be about a = 
3.5°. 

(c) When aircraft craises steadily, the net forcé acting on the aircraft is zero, and thus thrast provided by the engines must 
be equal to the drag forcé. The drag coefficient corresponding to the craising lift coefficient of 0.40 is C/ } = 0.015 (Fig. 11- 
45). Then the drag forcé acting on the wings becomes 

F d =C D A^ = (0.015)0800 ft 2 ) ( Q - 0208lbm ^ft 3 )(806-7ft/s) 2 í llbf ) = ^ 

2 2 V32.2 lbm-ft/s ) 

Noting that power is forcé times velocity (distance per unit time), the power required to overeóme this drag is equal to the 
thrast times the craising velocity, 

( lkW / 

Power = Thrastx Velocity = F D V = (5675 lbf)(806.7 ft/s) - = 6200 kW 

V 737.56 lbf • ft/s yl 

Discussioit Note that the engines must supply 6200 kW of power to overeóme the drag during craising. This is the 
power required to overeóme the drag that acts on the wings only, and does not inelude the drag that acts on the remaining 
parts of the aircraft (the fuselage, the tail, etc). 
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Chapter 11 FIow Over Bodies: Drag and Lift 


11-102 

Solution A smooth ball is moving at a specifíed velocity. The increase in the drag coefficient when the ball spins is 
to be determined. 

Assumptions 1 The outer surface of the ball is smooth. 2 The air is calm (no winds or 
drafts). 

Properties The density and kinematic viscosity of air at 1 atm and 25°C are p = 

1.184 kg/m 3 and v= 1.562xl0' 5 m * 2 /s. 

Analysis Noting that D = 0.08 m and 1 m/s = 3.6 km/h, the regular and angular 
velocities of the ball are 


V = (36 km/h)í lm/s 1 = 10 m/s 
\ 3.6 km/h J 


and 


co = 


, ■ / In rad Y1 min / 
(3500 J 


= 367 rad/s 



36 km/h 


From these valúes, we calcúlate the nondimensional rate of rotation and the Reynolds number: 
coD _ (367 rad/s)(0.08 m) 

2V ~ 


= 1.468 rad and 


Re .TO. (10m/s)(0.08m) , 5J22xl „, 

V 


1.562xl0~ 5 m 2 /s 


2(10 m/s) 

Then the drag coefficients for the ball with and without spin are determined from Figs. 11-36 and 11-53 to be: 

Withoutspin : C fl = 0.49 (Fig. 11-36, smooth ball) 

With spin: C D = 0.58 (Fig. 11-53) 


Then the increase in the drag coefficient due to spinning becomes 

0.58-0.49 

'D 


C -C 

t • D.spin D, no spin 

Increase in C n = • 


c 


D, no spin 


0.49 


= 0.184 


Therefore, the drag coefficient in this case increases by about 18.4% because of spinning. 

Discussion Note that the Reynolds number for this problem is 5.122xl0 4 which is cióse enough to 6xl0 4 for which Fig. 
11-53 is prepared. Therefore, the result obtained should be fairly accurate. 


11-103 

Solution The total weight of a paratrooper and its parachute is given. The terminal velocity of the paratrooper in air is 
to be determined. 


Assumptions 1 The air flow over the parachute is turbulent so that the tabulated valué of the drag coefficient can be used. 

2 The variation of the air properties with altitude is negligible. 3 The buoyancy forcé applied by air to the person (and the 
parachute) is negligible because of the small volume occupied and the low air density. 

Properties The density of air is given to be 1.20 kg/m 3 . The drag coefficient of a parachute is C n = 1.3. 

Analysis The terminal velocity of a ffee falling object is reached when the drag forcé equals the weight of the solid 

object, less the buoyancy forcé applied by the fluid, which is negligible in this case, 


F n =W-F R 


where 


f d =c d a 


pf 


■ V 


W = mg = 950 N, and F B = 0 


where A = nD~/4 is the frontal area. Substituting and simplifying, 


C d A 


Pf V 


= w -> c, 


kD 2 P f V 2 


= w 


Solving for V and substituting, 


V = 


1 8 W 

8(950 N) 

lkg-m/s 2 ' 

C D nD 2 p f ]¡ 

1.3^(8 m) 2 (1.20 kg/m 3 ) 

l 1N J 


= 4.9 m/s 



950 N 


Therefore, the velocity of the paratrooper will remain constant when it reaches the terminal velocity of 4.9 m/s =18 km/h. 


Discussion The simple analysis above gives us a rough valué for the terminal velocity. A more accurate answer can be 
obtained by a more detailed (and complex) analysis by considering the variation of air density with altitude, and by 
considering the uncertainty in the drag coefficient. 
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Chapter 11 Flow Over Bodies: Drag and Lift 


11-104 

Solution A fairing is installed to the front of a rig to reduce the drag coefficient. The máximum speed of the rig after 
the fairing is installed is to be determined. 

Assuinptions 1 The rig moves steadily at a constant velocity on a straight path in calm weather. 2 The bearing friction 
resistance is constant. 3 The effect of velocity on the drag and rolling resistance coefficients is negligible. 4 The buoyancy 
of air is negligible. 5 The power produced by the engine is used to overeóme rolling resistance, bearing friction, and 
aerodynamic drag. 

Properties The density of air is given to be 1.25 kg/m 3 . The drag coefficient of the rig is given to be C D = 0.96, and 
decreases to C D = 0.76 when a fairing is installed. The rolling resistance coefficient is C RR = 0.05. 


Analysis The bearing friction resistance is given to be F bCílu „ e = 350 N. The rolling resistance is 


F rr =C m W = 0.05(17,000 kg)(9.81m/s) 


1N 


\ 


lkg-m/s’ 


= 8339 N 


The máximum drag occurs at máximum velocity, and its valué before the fairing is installed is 
' 2 2 (1.25 kg/m 3 )(110/ 3.6 m/s) 2 ^ 1 ' T ^ 


Fox = C d A 


pVx 


= (0.96)(9.2 m ) 


1N 


lkg-m/s" 


= 5154 N 


V A a y 

Power is forcé times velocity, and thus the power needed to overeóme bearing friction, drag, and 
rolling resistance is the product of the sum of these forces and the velocity of the rig, 


^total “ ^bearing + W drag + ^RR ~ (^bearing + F D + F )V 

lkW 


= (350 + 8339 + 5154)(110/3.6 m/s)| 
= 423 kW 


1000 N-m/s 


The máximum velocity the rig can attain at the same power of 423 kW after the fairing is installed is determined by setting 
the sum of the bearing friction, rolling resistance, and the drag forcé equal to 423 kW, 


^total - ^bearing + ^drag2 + ^RR “ (^bearing + F m + Frr)V 2 - 


f yl \ 

350 + C Z j2-4^- J - + 5154 F, 


Substituting the known quantities, 

1000 N- m/s 


(423 kW) 


lkW 


f 2 (1.25 kg/m 3 )F 2 2 

350 N + (0.76)(9.2 m 2 )----— 


í 1N ] 

X 

+ 5154 N 

V1 kg ■ m/s 2 J 

y 


F, 


or, 


423,000 = 5504F 2 +4.37F 2 3 


Solving it with an equation solver gives F 2 = 36.9 m/s = 133 km/h. 

Discussioit Note that the máximum velocity of the rig increases from 110 km/h to 133 km/h as a result of reducing its 
drag coefficient from 0.96 to 0.76 while holding the bearing friction and the rolling resistance constant. 
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11-105 

Solution A spherical object is dropped into a fluid, and its terminal velocity is measured. The viscosity of the fluid is 
to be determined. 

Assuinptions 1 The Reynolds number is low (at the order of 1) so that Stokes law is applicable (to be verified). 2 The 
diameter of the tube that contains the fluid is large enough to simúlate free fall in an unbounded fluid body. 3 The tube is 
long enough to assure that the velocity measured is the terminal velocity. 

Properties The density of glass ball is given to be p, = 2500 kg/nv. The density of the fluid is given to be p¡ = 875 
kg/m 3 . 

Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object, less the buoyancy forcé applied by the fluid, 

F d = W -F b where F D = 3 npVD (Stokes law), W = p s gV , and F B = PfgV 


Here V= nD 3 /6 is the volume of the sphere. Substituting and simplifying, 


3 n/uVD = p s gV - p f gV -> 3 npVD = (p s - p f )g 




Solving for u and substituting, the dynamic viscosity of the fluid is determined to be 

_ gD\p s -p f ) _ (9.81m/s 2 )(0.003m) 2 (2500-875)kg/m 3 Q ^ k . . <g 
^ 18F 18(0.12 m/s) ' 9 

The Reynolds number is 

Re - pVD - (875 kg/m 3 )(0.12 m/s)(0.003 m) _ 4 ?4 
p 0.0664 kg-m/s 

which is at the order of 1. Therefore, the creeping flow idealization is valid. 



Discussion Flow separation starts at about Re = 10. Therefore, Stokes law can be used for Reynolds numbers up to this 
valué, but this should be done with care. 
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11-106 

Solution Spherical aluminum balls are dropped into glycerin, and their terminal velocities are measured. The 
velocities are to be compared to those predicted by Stokes law, and the error involved is to be determined. 

Assumptions 1 The Reynolds number is low (at the order of 1) so that Stokes law is applicable (to be verified). 2 The 
diameter of the tube that contains the fluid is large enough to simúlate free fall in an unbounded fluid body. 3 The tube is 
long enough to assure that the velocity measured is terminal velocity. 

Properties The density of aluminum balls is given to be p s = 2700 kg/m 3 . The density and viscosity of glycerin are 
given to be Pf = 1274 kg/m 3 and p = 1 kg/m-s. 

Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object, less the buoyancy forcé applied by the fluid, 


F d =W-F b where F D = 3 npVD (Stokes law), W = p s gV , and F B = prgV 


Here V = nFr/6 is the volume of the sphere. Substituting and simplifying, 


hnpVD = p s gV - p f gV 3 npVD = {p s - p f )g 

Solving for the terminal velocity V of the ball gives 


kD 


V = 


gD~(p s -p f ) 
18// 


(á)D = 2 mm and F = 3.2 mm/s 


V = 


(9.81 m/s 2 )(0.002 m) 2 (2700 -1274) kg/m 3 


Error = 


18(1 kg / m-s) 

^experimental — ^Stokes 3.2 — 3.11 


0.00311 m/s = 3.11 mm/s 


V, 


experimental 


3.2 


= 0.029 or 2.9% 


(b) D = 4 mm and V = 12.8 mm/s 

(9.81 m/s 2 )(0.004 m) 2 (2700-1274) kg/m 3 


V = - 


Error = 


18(1 kg/m-s) 

^experimental — ^Stokes 12.8 — 12.4 


= 0.0124 m/s = 12.4 mm/s 


V. 


experimental 


12.8 


0.029 or 2.9% 


(c) D = 10 mm and V = 60.4 mm/s 

(9.81 m/s 2 )(0.010 m) 2 (2700 -1274) kg/m 3 


V = - 


Error = 


18(1 kg/ m-s) 

^experimental ^Stokes 60.4 — 77.7 


V. 


experimental 


60.4 


0.0777 m/s = 77.7 mm/s 


= -0.287 or -28.7% 



There is a good agreement for the first two diameters. Elowever the error for third one is large. The Reynolds number for 
each case is 


{u) Re pVD (1274 kg/m 3 )(0.0032m/s)(0.002m) Q QQg 


(b) Re = 0.065, and (c) Re = 0.770. 


p 1 kg-m/s 

We observe that Re « 1 for the first two cases, and thus the creeping flow idealization is applicable. But this is not the case 
for the third case. 


Discussion If we used the general form of the equation (see next problem) we would obtain V =59.7 mm/s for part (c), 
which is very cióse to the experimental result (60.4 mm/s). 
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11-107 

Solution Spherical aluminum balls are dropped into glycerin, and their terminal velocities are measured. The 
velocities predicted by general form of Stokes law and the error involved are to be determined. 

Assuinptions 1 The Reynolds number is low (of order 1) so that Stokes law is applicable (to be verified). 2 The diameter 
of the tube that contains the fluid is large enough to simúlate free fall in an unbounded fluid body. 3 The tube is long 
enough to assure that the velocity measured is terminal velocity. 

Properties The density of aluminum balls is given to be p s = 2700 kg/m 3 . The density and viscosity of glycerin are 
given to be pj = 1274 kg/m 3 and p = 1 kg/m-s. 

Analysis The terminal velocity of a free falling object is reached when the drag forcé equals the weight of the solid 
object, less the buoyancy forcé applied by the fluid, 

f d =w-f b 

where F D =3xpDV + {9k l\6)p s V 2 D 2 , W = p s gV , and F B = p f gV 
Here V= nD 3 /6 is the volume of the sphere. Substituting and simplifying, 

3npVD + (9n /16)p s V 2 D 2 = (p s - p f )g ~~~ 

Solving for the terminal velocity V of the ball gives 


T , -b + yb -4ac , 9n _, 2 , „ ^ , . tiD 

V =--- where a=—p s D , b = 3xpD,and c = ~(p s -p f )g — 

2a 16 6 



(a) D = 2 mm and V = 3.2 mm/s: a = 0.01909, b = 0.01885, c = -0.0000586 
-0.01885 + V(0-01885) 2 -4x0.01909x(-0.0000586) 


V = - 


Error = 


2x0.01909 

^experimental — ^Stokes 3.2 — 3.10 


= 0.00310 m/s = 3.10 mm/s 


V, 


experimental 


3.2 


0.032 or 3.2% 


(b)D = 4 mm and V = 12.8 mm/s: a = 0.07634, b = 0.0377, c = -0.0004688 
- 0.0377 + -y/(0.0377) 2 - 4 x 0.07634 x (-0.0004688) 


V = - 


Error = 


2x0.07634 

^experimental — ^Stokes 12.8 — 12.1 


= 0.0121 m/s = 12.1 mm/s 




12.8 


0.052 or 5.2% 


experimental 

(c) D = 10 mm and V = 60.4 mm/s: a = 0.4771, b = 0.09425, c = -0.007325 
-0.09425 + 7(0.09425) 2 -4x0.3771x(-0.007325) 


V = - 


Error = 


2x0.4771 

^experimental — ^Stokes 60.4 — 59.7 


= 0.0597 m/s = 59.7 mm/s 


V, 


experimental 


60.4 


= 0.012 or 1.2% 


The Reynolds number for the three cases are 


{a) y^~ P VD - (1274 kg/m 3 )(0.0032m/s)(0.002m) _ 0QQg 


F 


1 kg-m/s 


(b) Re = 0.065, and (c) Re = 0.770. 


Discussion There is a good agreement for the third case (case c), but the general Stokes law increased the error for the 
first two cases (cases a and b ) from 2.9% and 2.9% to 3.2% and 5.2%, respectively. Therefore, the basic form of Stokes law 
should be preferred when the Reynolds number is much lower than 1. 
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11-108 

Solution A spherical aluminum ball is dropped into oil. A relation is to be obtained for the variation of velocity with 
time and the terminal velocity of the ball. The variation of velocity with time is to be plotted, and the time it takes to reach 
99% of terminal velocity is to be determined. 

Assuinptions 1 The Reynolds number is low (Re « 1) so that Stokes law is applicable. 2 The diameter of the tube that 
contains the fluid is large enough to simúlate free fall in an unbounded fluid body. 

Properties The density of aluminum balls is given to be p s = 2700 kg/m 3 . The density and viscosity of oil are given to 
be pf = 876 kg/m 3 and // = 0.2177 kg/m-s. 

Analysis The free body diagram is shown in the figure. The net forcé acting downward on the ball is the weight of 
the ball less the weight of the ball and the buoyancy forcé applied by the fluid, 

F net = W-F d -F b where F n = 3 npDV, W = m s g = p s gV , and F B = p f gV 


where F D is the drag forcé, F n is the buoyancy forcé, and W is the weight. Also, V= kD 3 /6 is the volume, m, is the mass, D 
is the diameter, and V the velocity of the ball. Applying Newton’s second law in the vertical direction, 

dV 

F net = ma -A m s g-F D -F B =m — 

dt 

Substituting the drag and buoyancy forcé relations, 

71 D 3 , 7rD i ttD 3 dV 

Ps g-lnpDV-Pfg—— = p s 


or, 


g 


ps 


6 dt 


i8/y dV dV 

— { —rV = - -A a-bV =- 

1 dt dt 


P S D 


where a = g(l - p * / p s ) and ¿ = 18///( p s D 2 ). It can be rearranged as 
Integrating from t = 0 where V = 0 to t=t where V = V gives 


dV 

a-bV 


= dt 


r dV _ P 
Jo a — bV Jo 


— I dt —^ 


ln (a-bV) 


V 

1 1 
lo 

-> 

\Á a - bv ] 

0 


V a J 


= -bt 


Solving for V gives the desired relation for the variation of velocity of the ball with time, 


r = -u- 


&--) 


or 


V = 


(Ps - Pf)gD ‘ 


18// 


18 // ~\ 
Tt 


l-e 



( 1 ) 


D 

Aluminum 

ball 


Note that as t -A co, it gives the terminal velocity as V t 


terminal 


(Ps ~ Pf )gD 1 
18// 


( 2 ) 


The time it takes to reach 99% of terminal velocity can to be determined by replacing V in Eq. 1 by 0.99 V t erminai = 0.99 a/b. 

-bt _ 


This gives e = 0.01 or 

ln(0.01) 


ln(0.01)/> s Z)* 


99 % 


b 18// 

g/m 3 . 

Calculation residís'. Re = 0.50, a = 6.627, b = 161.3, t 9 g% = 0.029 s, and V te rminai = a!b = 0.04 m/s. 


( 3 ) 


Given valúes'. D = 0.003 m, p f = 876 kg/m 3 , //= 0.2177 kg/m-s, g = 9.81 m/s 2 . 
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Chapter 11 Flow Over Bodies: Drag and Lift 



t, s 

V, m/s 

0.00 

0.000 

0.01 

0.033 

0.02 

0.039 

0.03 

0.041 

0.04 

0.041 

0.05 

0.041 

0.06 

0.041 

0.07 

0.041 

0.08 

0.041 

0.09 

0.041 

0.10 

0.041 


Discussion The velocity increases rapidly at first, but quickly levels offby around 0.04 s. 
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11-109 



Solution Engine oil ílows over a long fíat píate. The distance from the leading edge x cr where the flow becomes 
turbulent is to be determined, and thickness of the boundary layer over a distance of 2x a is to be plotted. 


Assumptions 1 The flow is steady and incompressible. 2 The critical Reynolds number is Re cr = 5xl0 5 . 3 The surface of 
the píate is smooth. 

Properties The kinematic viscosity of engine oil at 40°C is v= 2.485 x 10 1 m 2 /s. 


Analysis 


The thickness of the boundary layer along the flow for laminar and turbulent flows is given by 


Laminar flow: S r = 


4.91.x 


Re 


1/2 


Turbulent flow: S r = 


0.38x 


Re 


1/5 


-t v 


The distance from the leading edge x cr where the flow turns turbulent is 
determined by setting Reynolds number equal to the critical Reynolds 
number, 


Re = 


Vx„ 


Re„v 


x„ =■ 


(5x10 5 )(2.485x 10 -4 m 2 /s) 


V 


4 m/s 


31. 


Therefore, we should consider flow over 2x31.1 = 62.2 m long section of the píate, and use the laminar relation for the first 
half, and the turbulent relation for the second part to determine the boundary layer thickness. For example, the Reynolds 
number and the boundary layer thickness at a distance 2 m from the leading edge of the píate are 


■ m/s)(2 m) 

2.485x10 m/s 


4.91x 

R¡f 


4.91x (2 m) 
(32,190)° 5 


= 0.0547 m 


Calculating the boundary layer thickness and 
plotting give 


x, m 

Re 

4 laminar 

&x, turbulent 

0.00 

0 

0.000 

- 

5.00 

8.05E+04 

0.087 

- 

10.00 

1.61E+05 

0.122 

- 

15.00 

2.41E+05 

0.150 

- 

20.00 

3.22E+05 

0.173 

- 

25.00 

4.02E+05 

0.194 

- 

30.00 

4.83E+05 

0.212 

- 

35.00 

5.63E+05 

- 

0.941 

40.00 

6.44E+05 

- 

1.047 

45.00 

7.24E+05 

- 

1.151 

50.00 

8.05E+05 

- 

1.252 

55.00 

8.85E+05 

- 

1.351 

60.00 

9.66E+05 

- 

1.449 



x, m 


Discussioit Notice the sudden, rapid rise in boundary layer thickness when the boundary layer becomes turbulent. 


Design and Essay Problems 


11-110 to 11-113 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 12 Compressible Flow 


Stagnation Properties 


12-1C 

Solution We are to discuss the temperature change from an airplane’s nose to far away from the aircraft. 

Analysis The temperature of the air rises as it approaches the nose beeause of the stagnation process. 

Discussion In the frame of reference moving with the aircraft, the air decelerates from high speed to zero at the nose 
(stagnation point), and this causes the air temperature to rise. 


12-2C 

Solution We are to define and discuss stagnation enthalpy. 

Analysis Stagnation enthalpy combines the ordinary enthalpy and the kinetic energy of a fluid, and offers 
convenience when analyzing high-speed flows. It differs from the ordinary enthalpy by the kinetic energy term. 

Discussion Most of the time, we mean specific enthalpy, i.e., enthalpy per unit mass, when we use the term enthalpy. 


12-3C 

Solution We are to define dynamic temperature. 

Analysis Dynamic temperature is the temperature rise of a fluid during a stagnation process. 

Discussion When a gas decelerates from high speed to zero speed at a stagnation point, the temperature of the gas rises. 


12-4C 

Solution We are to discuss the measurement of flowing air temperature with a probe - is there significant error? 

Analysis No, there is not significant error, beeause the velocities encountered in air-conditioning applications are 

very low, and thus the static and the stagnation temperatures are practically identical. 

Discussion If the air stream were supersonic, however, the error woidd indeed be significant. 


12-5 

Solution The State of air and its velocity are specified. The stagnation temperature and stagnation pressure of air are 
to be determined. 


Assumptions 1 The stagnation process is isentropic. 2 Air is an ideal gas. 

Properties The properties of air at room temperature are c p = 1.005 kJ/kg-K and k = 1.4. 

Analysis The stagnation temperature of air is determined from 


r„ = r + 


2 c 


= 245.9 K + - 


(470 m/s)~ í lkJ/kg 


2x1.005 kJ/kg • K U 000 m7s 


= 355.8 K = 356 K 


Other stagnation properties at the specified State are determined by considering an isentropic process between the specified 
State and the stagnation State, 


k/(k-l) 


P 0 =P\f\ = (44 kPa) 


355.8 K 


\Á/(lA-\) 


= 160.3 kPas 160 kPa 


Discussion 


245.9 K, 

Note that the stagnation properties can be significantly different than thermodynamic properties. 
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12-6 

Solution Air at 300 K is flowing in a duct. The temperature that a stationary probe inserted into the duct will read is 
to be determined for different air velocities. 

Assumptions The stagnation process is isentropic. 

Properti.es The specific heat of air at room temperature is c p = 1.005 kJ/kg-K. 

Aitalysis The air which strikes the probe will be brought to a complete stop, and thus it will undergo a stagnation 

process. The thermometer will sense the temperature of this stagnated air, which is the stagnation temperature, T 0 . It is 

V 2 

determined from T n = T H-. The results for each case are calculated below: 

2 S 


(«) 

(b) 

(c) 
(< d) 


T 0 = 300 K + 


T n = 300 K + 


T n = 300 K + 


T 0 = 300 K + 


(1 m/s) 2 

1 kJ/kg 

2x1.005 kJ/kg-K 

(10 m/s) 2 

,1000m 2 /s 2 > 

f 1 kJ/kg "I 

2x1.005 kJ/kg-K 
(100 m/s) 2 

llOOOm 2 /s 2 J 

f 1 kJ/kg 3 

2x1.005 kJ/kg-K 
(1000 m/s) 2 

llOOOm 2 Is 2 ) 
f 1 kJ/kg 3 

2x1.005 kJ/kg-K 

llOOOm 2 Is 2 ) 


300.0 K 


= 300.1 K 


305.0 K 


797.5 K 


AIR 
300 K 
V 


Discussioit Note that the stagnation temperature is nearly identical to the thermodynamic temperature at low velocities, 
but the difference between the two is significant at high velocities. 


12-7 

Solution The States of different substances and their velocities are specified. The stagnation temperature and 
stagnation pressures are to be determined. 

Assumptions 1 The stagnation process is isentropic. 2 Helium and nitrogen are ideal gases. 

Aitalysis (a) Helium can be treated as an ideal gas with c p = 5.1926 kJ/kg-K and k = 1.667. Then the stagnation 
temperature and pressure of helium are determined from 


T 0 =T + — = 50°C+ (240m/s) 

2c 2x5.1926 kJ/kg-°C 


1 kJ/kg 


Po=P 


p ^kl(k-l) 

I A 


T 
v 1 


= (0.25 MPa) 


( 328.7 K / 
\ 323.2 kJ 


lOOOm 2 /s 2 

1 . 667 /( 1 . 667 - 1 ) 


55.5°C 


0.261 MPa 


(b) Nitrogen can be treated as an ideal gas with c p = 1.039 kJ/kg-K and k =1.400. Then the stagnation temperature and 
pressure of nitrogen are determined from 


r 0 =r + 


2 c. 


■ = 50°C + - 


(300 m/s) 2 


2 x 1.039 kJ/kg-°C 


1 kJ/kg 


UOOOm 2 /s 2 ) 


= 93.3°C 


Po=P 


yTy 


kl(k-l) 


= (0.15 MPa) 


[ 366,5 
1323.2 kJ 


1 . 4 /( 1 . 4 - 1 ) 


0.233 MPa 


(c) Steam can be treated as an ideal gas with c p = 1.865 kJ/kg-K and k =1.329. Then the stagnation temperature and 
pressure of steam are determined from 


r 0 =T + 


2c r 


■ = 350°C + - 


(480 m/s) 2 


2 x 1.865 kJ/kg -°C 


1 kJ/kg 


lOOOm 2 /s 2 


= 411.8°C = 685 K 


Po=P 


T 

v 1 y 


*/(*—!) 


= (0.1 MPa)! 


685 K 


1 . 329 /( 1 . 329 - 1 ) 


0.147 MPa 


v 623.2 K, 

Discussioit Note that the stagnation properties can be significantly different than thermodynamic properties. 
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12-8 

Solution The inlet stagnation temperature and pressure and the exit stagnation pressure of air flowing through a 
compressor are specified. The power input to the compressor is to be determined. 


Assumptiom 1 The compressor is isentropic. 2 Air is an ideal gas. 

Properti.es The properties of air at room temperature are c p = 1.005 kJ/kg-K and k = 1.4. 

Analysis The exit stagnation temperature of air T 0 2 is determined from 

, (1.4-1)/1.4 


^02 “^01 


íp 
*02 


V^oi ) 


=^{Z) 


= 562.4 K 


From the energy balance on the compressor, 
W in =m(h 20 -h 0 i) 
or, 


W [n = me (T 02 - T 0Í ) = (0.02 kg/s)(l .005 kJ/kg • K)(562.4 - 300.2)K = 5.27 kW 


900 kPa 



27°C 


Discussion Note that the stagnation properties can be used conveniently in the energy equation. 


12-9E 

Solution Steam flows through a device. The stagnation temperature and pressure of steam and its velocity are 
specified. The static pressure and temperature of the steam are to be determined. 


Assumptions 

Properties 

Analysis 

T = 

P = 

Discussion 


1 The stagnation process is isentropic. 2 Steam is an ideal gas. 

Steam can be treated as an ideal gas with c p = 0.4455 Btu/lbmR and k =1.329. 
The static temperature and pressure of steam are determined from 


T n — 


2 c r 


■= 700°F-- 


(900 ft/s) 2 


2 x 0.4455 Btu/lbm-°F 


1 Btu/lbm 

25,037 ft 2 /s 2 


663.7°F 


f T \k/(k-l) 


\ T 0 ) 


= (120psia)| 


1123.7 R 


1.329/(1.329-1) 


= 105.5 psia 


1160 R 

Note that the stagnation properties can be significantly different than thermodynamic properties. 
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12-10 

Solution The inlet stagnation temperature and pressure and the exit stagnation pressure of producís of combustión 
flowing through a gas turbine are specified. The power output of the turbine is to be determined. 


Assumptions 1 The expansión process is isentropic. 2 Products of combustión are ideal gases. 

Properties The properties ofproducts of combustión are c p = 1.157 kJ/kg-K, R = 0.287 kJ/kg-K, and k= 1.33. 
Analysis The exit stagnation temperature T 02 is determined to be 


^02 “^01 


r 02 

V^oi J 


(k-\)/k 


= (1023.2 K)| ^ 


( 1 . 33 - 1 )/ 1.33 


= 577.9 K 


1 MPa 
750°C 


Also, 


c p =kc v =k(c p -R ) 


kR 


Cp k-l 


_ 1.33(0.287 kJ/kg-K) 

” 1.33-1 

= 1.157 kJ/kg-K 



From the energy balance on the turbine, 

_vt; out = (^20 “ ^01 ) 


OI-, w 0ül = c p (T 0l -T 02 ) = (1.157 kJ/kg• K)(1023.2-577.9) K= 515.2 kJ/kg = 515 kJ/kg 
Discussioit Note that the stagnation properties can be used conveniently in the energy equation. 


12-11 

Solution Air flows through a device. The stagnation temperature and pressure of air and its velocity are specified. 
The static pressure and temperature of air are to be determined. 

Assumptions 1 The stagnation process is isentropic. 2 Air is an ideal gas. 

Properties The properties of air at an anticipated average temperature of 600 K are c p = 1.051 kJ/kg-K and k= 1.376. 
Analysis The static temperature and pressure of air are determined from 


r = r 0 - 




2c. 


= 673.2-- 


(570 m/s)- 


2x1.051 kJ/kg-K 


1 kJ/kg 


1000 m 2 /s 2 


518.6 K 


and 


^2 - P<J2 


\k/(k-l) 


\ T 02 ) 


= (0.6 MPa) 


518.6 K 


1 . 376 /( 1 . 376 - 1 ) 


0.23 MPa 


\ 673.2 K, 

Discussioit Note that the stagnation properties can be significantly different than thermodynamic properties. 
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Chapter 12 Compressible Flow 


Speed of sound and Mach Number 


12-12C 

Solution We are to define and discuss sound and how it is generated and how it travels. 

Analysis Sound is an inflnitesimally small pressure wave. It is generated by a small disturbance in a médium. 

It travels by wave propagation. Sound waves cannot travel in a vaeuum. 

Discussioit Electromagnetic waves, like light and radio waves, can travel in a vaeuum, but sound cannot. 


12-13C 

Solution We are to State whether the propagation of sound waves is an isentropic process. 

Analysis Yes, the propagation of sound waves is nearly isentropic. Because the amplitude of an ordinary sound 

wave is very small, and it does not cause any significant change in temperature and pressure. 

Discussioit No process is truly isentropic, but the increase of entropy due to sound propagation is negligibly small. 


12-14C 

Solution We are to discuss sonic velocity - specifically, whether it is constant or it changes. 

Analysis The sonic speed in a médium depends on the properties of the médium, and it changes as the properties 

of the médium change. 

Discussioit The most common example is the change in speed of sound due to temperature change. 


12-15C 

Solution We are to discuss whether sound travels faster in warm or cool air. 

Analysis Sound travels faster in warm (higher temperature) air since c = 4kRT ■ 

Discussioit On the microscopic scale, we can imagine the air molecules moving around at higher speed in warmer air, 
leading to higher propagation of disturbances. 


12-16C 

Solution We are to compare the speed of sound in air, helium, and argón. 

Analysis Sound travels fastest in helium, since c = -JkRT and helium has the highest kR valué. It is about 0.40 for 
air, 0.35 for argón, and 3.46 for helium. 

Discussioit We are assuming, of course, that these gases behave as ideal gases - a good approximation at room 
temperature. 
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Chapter 12 Compressible Flow 

12-17C 

Solution We are to compare the speed of sound in air at two different pressures, but the same temperature. 

Analysis Air at specified conditions will behave like an ideal gas, and the speed of sound in an ideal gas depends on 

temperature only. Therefore, the speed of sound is the same in both médiums. 

Discussion If the temperature were different, however, the speed of sound would be different. 


12-18C 

Solution We are to examine whether the Mach number remains constant in constant-velocity flow. 

Analysis In general, no, because the Mach number also depends on the speed of sound in gas, which depends on the 
temperature of the gas. The Mach number remains constant only if the temperature and the velocity are constant. 

Discussion It turns out that the speed of sound is not a strong function of pressure. In fact, it is not a function of 
pressure at all for an ideal gas. 


12-19 

Solution 

temperatures. 


The Mach number of an aircraft and the speed of sound in air are to be determined at two specified 


Assumptions Air is an ideal gas with constant specific heats at room temperature. 

Properti.es The gas constant of air is R = 0.287 kJ/kg-K. Its specific heat ratio at room temperature is k = 1.4. 
Analysis From the definitions of the speed of sound and the Mach number, 


and 


c = 4kRT = (1.4)(0.287 kJ/kg • K)(300 K) 


.. V 240 m/s 

Ma = — =-= 0.692 


lOOOm 2 /s 
1 kJ/kg 


2 A 


= 347 m/s 


347 m/s 


(b) At 1000 K, 

c = 4kRT = 


and 


(1.4)(0.287 kJ/kg -K)(l 000 K) 
V 240 m/s 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 634 m/s 


Ma = — = 

c 634 m/s 


0.379 


Discussion Note that a constant Mach number does not necessarily indícate constant speed. The Mach number of a 
rocket, for example, will be increasing even when it ascends at constant speed. Also, the specific heat ratio k changes with 
temperature, and the accuracy of the result at 1000 K can be impro ved by using the k valué at that temperature (it would 
give k = 1.386, c = 619 m/s, and Ma = 0.388). 
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Chapter 12 Compressible Flow 


12-20 

Solution Carbón dioxide flows through a nozzle. The inlet temperature and velocity and the exit temperature of CO 2 
are specified. The Mach number is to be determined at the inlet and exit of the nozzle. 

Assumptiom 1 CO 2 is an ideal gas with constant specific heats at room temperature. 2 This is a steady-flow process. 

Properties The gas constant of carbón dioxide is R = 0.1889 kJ/kg-K. Its constant pressure specific heat and specific 
heat ratio at room temperature are c p = 0.8439 kJ/kg-K and k = 1.288. 

Analysis (o) At the inlet 


c, = VMT’i = ^(1.288X0.1889 kJ/kg ■ K)(1200 K) 
Thus, 


1000 m 2 /s 
1 kJ/kg 


2 


= 540.3 m/s 


V, 

Ma, = —= 


'i 


50 m/s 
540.3 m/s 


= 0.0925 


1200 K 
50 m/s ' 


Carbón 

dioxide 


400 K 


(b) At the exit, 


c 2 = y¡k 2 RT 2 = (1,288)(0.1889 kJ/kg • K)(400 K) 


^1000 m 2 / s 2 ^ 


= 312.0 m/s 


1 kJ/kg 

The nozzle exit velocity is determined from the steady-flow energy balance relation. 


V-, 2 -V, 2 
0 = h 2 -h 1 + — -— 


0 - c p (T 2 - T \) + 


0 = (0.8439 kJ/kg • K)(400 -1200 K) + ' 2 
Thus, 


V 2 2 -(50m/s)" 


2 

1 kJ/kg 
.lOOOm 2 /s 2 


-4 V 2 =1163 m/s 


Ma 2 = — = 


V 2 1163 m/s 


312 m/s 


= 3.73 


Discussioit The specific heats and their ratio k change with temperature, and the accuracy of the results can be 
improved by accounting for this variation. Using EES (or another property database): 


V, = 50 m/s, Maj = 0.0969 
V 2 = 1356 m/s, Ma 2 = 4.41 


At 1200 K:c p = 1.278 kJ/kg-K, k= 1.173 -» Cj = 516 m/s, 

At 400 K: c p = 0.9383 kJ/kg-K, k= 1.252 c 2 = 308 m/s, 

Therefore, the constant specific heat assumption results in an error of 4.5% at the inlet and 15.5% at the exit in the Mach 
number, which are significant. 
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Chapter 12 Compressible Flow 


12-21 

Solution Nitrogen flows through a heat exchanger. The inlet temperatura, pressure, and velocity and the exit pressure 
and velocity are specified. The Mach number is to be detennined at the inlet and exit of the heat exchanger. 


Assumptiom 1 N 2 is an ideal gas. 2 This is a steady-flow process. 3 The potential energy change is negligible. 


Properties The gas constant of N 2 is R = 0.2968 kJ/kg-K. Its constant pressure specific heat and specific heat ratio at 
room temperatura are c p = 1.040 kJ/kg-K and k = 1.4. 


Analysis 

Thus, 


Cj = JtJÜ] = (1,400)(0.2968 kJ/kg • K)(283 K) 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 342.9 m/s 

120kJ/kg 


Ma! = — = 


100 m/s 


0.292 


Cj 342.9 m/s 
From the energy balance on the heat exchanger, 


150 kPa 
10°C 
100 m/s 


9in =CJT 2 -T X ) + 


Vi - Vi 


Nitrogen 


100 kPa 
200 m/s 


120 kJ/kg = (1.040 kJ/kg. 0 C)(T 2 - 10°C) + 
It yields 

T 2 = 111°C = 384 K 


(200m/s) 2 -(100m/s) 2 í 1 kJ/kg 


V 1000m 2 /s 2 


c 2 = y¡k 2 RT 2 = (1.4)(0.2968 kJ/kg ■ K)(384 K) 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 399 m/s 


Thus, 


Ma 2 = 


V 2 _ 200 m/s 
c 2 399 m/s 


= 0.501 


Discussion The specific heats and their ratio k change with temperatura, and the accuracy of the results can be 
improved by accounting for this variation. Using EES (or another property database): 

At 10°C : c p = 1.038 kJ/kg-K, k= 1.400 -> Ci = 343 m/s, V¡ = 100 m/s, Maj = 0.292 

AtllTC c p = 1.041 kJ/kg-K, k= 1.399 -> c 2 = 399 m/s, F 2 = 200 m/s, Ma 2 = 0.501 

Therefore, the constant specific heat assumption results in an error of 4.5% at the inlet and 15.5% at the exit in the Mach 
number, which ara almost identical to the valúes obtained assuming constant specific heats. 


12-22 

Solution The speed of sound in refrigerant-134a at a specified State is to be determined. 


Assumptions 

Properties 

Analysis 


R-134a is an ideal gas with constant specific heats at room temperatura. 

The gas constant of R-134a is R — 0.08149 kJ/kg-K. Its specific heat ratio at room temperatura is k = 1.108. 
From the ideal-gas speed of sound relation. 


c = JkRT = (1.108)(0.08149 kJ/kg • K)(60 + 273 K) 


^ 1000 m 2 /s 2 A 
1 kJ/kg 


= 173 m/s 


Discussion Note that the speed of sound is independent of pressure for ideal gases. 
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12-23 

Solution 

Assumptions 

Properties 

Analysis 


Chapter 12 Compressible Flow 

The Mach number of a passenger plañe for specified limiting operating conditions is to be determined. 

Air is an ideal gas with constant specific heats at room temperature. 

The gas constant of air is R = 0.287 kJ/kg-K. Its specific heat ratio at room temperature is k = 1.4. 

From the speed of sound relation 


c = yfkRT =1(1 .4X0.287 kJ/kg • K)(-60 + 273 K) 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 293 m/s 


Thus, the Mach number corresponding to the máximum craising speed of the plañe is 


„ F max (945/3.6)m/s „ 

Ma = -422^- = ----= 0.897 

c 293 m/s 

Discussioit Note that this is a subsonic flight since Ma < 1. Also, using a k valué at -60°C would give practically the 
same result. 


12-24E 

Solution Steam flows through a device at a specified State and velocity. The Mach number of steam is to be 
determined assuming ideal gas behavior. 


Assumptions 

Properties 

Analysis 


Steam is an ideal gas with constant specific heats. 

The gas constant of steam is R = 0.1102 Btu/lbm-R. Its specific heat ratio is given to be k = 
From the ideal-gas speed of sound relation. 


• = 4kRT = 


(1.3)(0.1102 Btu/lbm • R)(l 160 R) 


/ 25,037ft 2 /s 2 ^ 

1 Btu/lbm 


= 2040 ft/s 


Thus, 


V 

Ma = — 


c 


900 ft/s 
2040 ft/s 


0.441 


1.3. 


Discussion Using property data from steam tables and not assuming ideal gas behavior, it can be shown that the Mach 
number in steam at the specified State is 0.446, which is sufficiently cióse to the ideal-gas valué of 0.441. Therefore, the 
ideal gas approximation is a reasonable one in this case. 
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Chapter 12 Compressible Flow 


12-25E 

Solution Problem 12-24e is reconsidered. The variation of Mach number with temperature as the temperature 
changes between 350° and 700°F is to be investigated, and the results are to be plotted. 



Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 


T=T emperature+460 
R=0.1102 
V=900 


k=1.3 

c=SQRT(k*R*T*25037) 

Ma=V/c 


Temperature, 

T, T 

Mach number 
Ma 

350 

0.528 

375 

0.520 

400 

0.512 

425 

0.505 

450 

0.498 

475 

0.491 

500 

0.485 

525 

0.479 

550 

0.473 

575 

0.467 

600 

0.462 

625 

0.456 

650 

0.451 

675 

0.446 

700 

0.441 



Discussion Note that for a specified flow speed, the Mach number decreases with increasing temperature, as expected. 


12-26 

Solution The expression for the speed of sound for an ideal gas is to be obtained using the isentropic process 
equation and the definition of the speed of sound. 


Analysis 


The isentropic relation Pv k = A where A isa constant can also be expressed as 

k 


P = A\ 


= Ap 


Substituting it into the relation for the speed of sound, 


2 

C = 


(a>\ 

{d(Ap) k ) 

1 8 P) S 

{ dp J 


= kAp k ~ l = k(Ap k )/ p = k(P / p) = kRT 


since for an ideal gas P = pRT or RT = P/p. Therefore, 


■ = yfkRT 


, which is the desired relation. 


Discussion Notice that pressure has dropped out; the speed of sound in an ideal gas is not a function of pressure. 
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Chapter 12 Compressible Flow 


12-27 

Solution The inlet State and the exit pressure of air are given for an isentropic expansión process. The ratio of the 
initial to the final speed of sound is to be determined. 

Assumptions Air is an ideal gas with constant specific heats at room temperature. 

Properti.es The properties of air are R = 0.287 kJ/kg-K and k = 1.4. The specific heat ratio k varíes with temperature, 
but in our case this change is very small and can be disregarded. 

Analysis The final temperature of air is determined from the isentropic relation of ideal gases, 


T 2 = T l 


f D \{k-V)tk 

*1 


kP\J 


(333.2 K) 


OAMPaA 
1.5 MPa J 


( 1 . 4 - 1 )/ 1.4 


= 228.4 K 


Treating k as a constant, the ratio of the initial to the final speed of sound can be expressed as 


C'y 

Ratio = — 
Cl 


V k 2 RT 2 


V33T2 =1 _ 21 

V228.4 


Discussion Note that the speed of sound is proportional to the square root of thermodynamic temperature. 


12-28 

Solution The inlet State and the exit pressure of helium are given for an isentropic expansión process. The ratio of the 
initial to the final speed of sound is to be determined. 

Assumptions Helium is an ideal gas with constant specific heats at room temperature. 

Properties The properties of helium are R = 2.0769 kJ/kg-K and k = 1.667. 

Analysis The final temperature of helium is determined from the isentropic relation of ideal gases, 


T 2 =T, 


\(k-X)!k 


v p i y 


= (333.2 K)|M 


( 1 . 667 - 1 )/ 1.667 


= 196.3 K 


The ratio of the initial to the final speed of sound can be expressed as 

M V333.2 


Ratio = 


= 1.30 


Discussion 


C| Jk 2 RT 2 V196.3 

Note that the speed of sound is proportional to the square root of thermodynamic temperature. 


12-29E 

Solution The inlet State and the exit pressure of air are given for an isentropic expansión process. The ratio of the 
initial to the final speed of sound is to be determined. 

Assumptions Air is an ideal gas with constant specific heats at room temperature. 

Properties The properties of air are R = 0.06855 Btu/lbm R and k = 1.4. The specific heat ratio k varíes with 
temperature, but in our case this change is very small and can be disregarded. 

Analysis The final temperature of air is determined from the isentropic relation of ideal gases, 


T 2 = T X 


í p \(k-l)/k 


Px 


( 60 V L4 - 1)/L4 

(659.7 R)l —I = 489.9 R 


Treating k as a constant, the ratio of the initial to the final speed of sound can be expressed as 


Ratio = — 

Cl 


Vw 

yjk 2 RT 2 


V659J 


Discussion Note that the speed of sound is proportional to the square root of thermodynamic temperature. 
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Chapter 12 Compressible Flow 


One Dimensional Isentropic Flow 


12-30C 

Solution We are to discuss what happens to the exit velocity and mass flow rate through a converging nozzle at sonic 
exit conditions when the nozzle exit area is reduced. 

Analysis (a) The exit velocity remains constant at sonic speed, ( b ) the mass flow rate through the nozzle 
decreases because of the reduced flow area. 

Discussioit Without a diverging portion of the nozzle, a converging nozzle is limited to sonic velocity at the exit. 


12-31C 

Solution 

Analysis 

Discussioit 


We are to discuss what happens to several variables when a supersonic gas enters a converging duct. 

(a) The velocity decreases. ( b ), (c), (d) The temperature, pressure, and density of the fluid increase. 
The velocity decrease is opposite to what happens in subsonic flow. 


12-32C 

Solution 

Analysis 

Discussioit 


We are to discuss what happens to several variables when a supersonic gas enters a diverging duct. 

(a) The velocity increases. ( b ), (c), (d) The temperature, pressure, and density of the fluid decrease. 
The velocity increase is opposite to what happens in subsonic flow. 


12-33C 

Solution 

Analysis 

Discussioit 


We are to discuss what happens to several variables when a subsonic gas enters a converging duct. 

(a) The velocity increases. ( b ), (c), (d) The temperature, pressure, and density of the fluid decrease. 
The velocity increase is opposite to what happens in supersonic flow. 


12-34C 

Solution 

Analysis 

Discussioit 


We are to discuss what happens to several variables when a subsonic gas enters a diverging duct. 

(a) The velocity decreases. ( b ), (c), (d) The temperature, pressure, and density of the fluid increase. 
The velocity decrease is opposite to what happens in supersonic flow. 


12-35C 

Solution 

Analysis 

Discussioit 


We are to discuss the pressure at the throats of two different converging-diverging nozzles. 

The pressure at the two throats are identical. 

Since the gas has the same stagnation conditions, it also has the same sonic conditions at the throat. 
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Chapter 12 Compressible Flow 

12-36C 

Solution We are to determine if it is possible to accelerate a gas to supersonic velocity in a converging nozzle. 
Analysis No, it is not possible. 

Discussion The only way to do it is to have first a converging nozzle, and then a diverging nozzle. 


12-37 

Solution Air enters a converging-diverging nozzle at specified conditions. The lowest pressure that can be obtained 
at the throat of the nozzle is to be determined. 

Assumptions 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 

Properties The specific heat ratio of air at room temperature is k = 1.4. 

Analysis The lowest pressure that can be obtained at the throat is the critical pressure P *, which is determined from 

/ n*/(*-i) / 2 y . 4 /( 1 ,4-i) 

p* = P o l_l = (i. 2 MPa ) __l = 0.634 MPa 

Discussion This is the pressure that occurs at the throat when the flow past the throat is supersonic. 


12-38 

Solution Helium enters a converging-diverging nozzle at specified conditions. The lowest temperature and pressure 
that can be obtained at the throat of the nozzle are to be determined. 


Assumptions 1 Helium is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, 
and isentropic. 

Properties The properties of helium are k = 1.667 and c p = 5.1926 kJ/kg-K. 

Analysis The lowest temperature and pressure that can be obtained at the throat are the critical temperature T* and 

critical pressure P*. First we determine the stagnation temperature T 0 and stagnation pressure P 0 , 


T 0 =T + 


V ¿ 


2c 


- = 800 K + - 


(100m/s) 2 ( lkJ/kg 


p 2x5.1926 kJ/kg-°cU000m 2 /s 2 

*/(*-!) f ge 1 K V 667 /a -667-1) 


= 801K 


/ , 0 =P| —I = (0.7 MPa)| 


Thus, 


800 Kj 


= 0.702 MPa 


Helium 


T* = T, 


k +1 


= (801 K)í 


u .667 + 1 


= 601 K 


and 


P* = Pn 


k +1 


*/(*-1) 


= (0.702 MPa) 


1 1-667 + 1 


1.667/(1.667-1) 


= 0.342 MPa 


Discussion These are the temperature and pressure that will occur at the throat when the flow past the throat is 
supersonic. 
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Chapter 12 Compressible Flow 

12-39 

Solution The critical temperature, pressure, and density of air and helium are to be determined at specified 
conditions. 


Assumptiom Air and Helium are ideal gases with constant specific heats at room temperature. 

Properties The properties of air at room temperature are R = 0.287 kJ/kg-K, k = 1.4, and c p = 1.005 kJ/kg-K. The 
properties of helium at room temperature are R = 2.0769 kJ/kg-K, k = 1.667, and c p = 5.1926 kJ/kg-K. 

Analysis (o) Before we calcúlate the critical temperature T*, pressure P*, and density p*, we need to determine the 
stagnation temperature T 0 , pressure P 0 , and density p 0 . 


T 0 = 100°C + —= 100 + (250m/s) ~ í ^ 

2c „ 2x 1.005 kJ/kg • °C V1000 m 2 /s 2 


p 

*/(*-!) 


= 131.1°C 


P 0 = P — = (200 kPa) 


( 404,3 K 3 
V 373.2 kJ 


1 .4/(1.4-1) 


= 264.7 kPa 


Thus, 


Po = 


264.7 kPa 


RT 0 (0.287 kPa • m 3 /kg • K)(404.3 K) 


= 2.281 kg/m 3 


r* = r n 


P* = Pn 


P* = Pü 


k + 1 
2 

k +1 
2 

k +1 


= (404.3 K)| 

*/(*-!) 


1.4 + 1 


= 337 K 


= (264.7 kPa) 


(+7) 


1.4/(1.4-1) 


=140kPa 


!/(*-!) 


= (2.281kg/m 3 )! 


1/(1.4-1) 




(b) For helium, T 0 = T +-= 40 + 


1.4 + 1 

(300m/s) 2 f 1 kJ/kg 


1.45 kg/m' 


2 c. 


*/(*—!) 


2x5.1926 kJ/kg• o cU000m 2 /s 2 

,1.667/(1.667-1) 


= 48.7°C 


P 0 =P\^-\ = (200 kPa) 


í 321.9K V 

\313.2kJ 


= 214.2 kPa 


Thus, 


Po = 


214.2 kPa 


RT 0 (2.0769 kPa-m 3 /kg-K)(321.9 K) 


■ = 0.320 kg/m 3 


T* = T, 


P* = P , 


/c + 1 
2 

/c + 1 


= (321.9 K) 

*/(*—!) 


1.667 + 1 


= 241 K 


= (200 kPa) 


yl.667 + 1 


1.667/(1.667 1) 


= 97.4 kPa 


P* = Pü 


k +1 


!/(*-!) 


= (0.320 kg/m 3 ) 


1.667 + 1 


1/(1.667-1) 


0.208 kg/m' 


Discussion These are the temperature, pressure, and density valúes that will occur at the throat when the flow past the 
throat is supersonic. 
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Chapter 12 Compressible Flow 


12-40 

Solution Quiescent carbón dioxide at a given State is accelerated isentropically to a specified Mach number. The 
temperature and pressure of the carbón dioxide after acceleration are to be determined. 


Assumptiom Carbón dioxide is an ideal gas with constant specific heats at room temperature. 

Properties The specific heat ratio of the carbón dioxide at room temperature is k= 1.288. 

Analysis The inlet temperature and pressure in this case is equivalent to the stagnation temperature and pressure since 
the inlet velocity of the carbón dioxide is said to be negligible. That is, T 0 = T¡ = 400 K and P 0 = P¡ = 800 kPa. Then, 


T = Tn 


2 + (£-l)Ma‘ 


= (400 K) 


\ 


2 + (1.288-l)(0.6)‘ 


= 380 K 


and 


P = Pn 


f T \kKk- 1 ) 


\ T 0 J 


= (800kPa): 


380 K 
400 K 


1.288/(1.288-1) 


= 636 kPa 


Discussion Note that both the pressure and temperature drop as the gas is accelerated as part of the internal energy of 
the gas is converted to kinetic energy. 


12-41 

Solution Air flows through a duct. The State of the air and its Mach number are specified. The velocity and the 
stagnation pressure, temperature, and density of the air are to be determined. 

Assumptions Air is an ideal gas with constant specific heats at room temperature. 


Properties 

Analysis 

c = J~kRT = 
Thus, 


The properties of air at room temperature are R = 0.287 kPa.nr/kg.K and k= 1.4. 
The speed of sound in air at the specified conditions is 


(1.4)(0.287 kJ/kg • K)(373.2 K) 


1000 m 2 /s 


2 h 


1 kJ/kg 


= 387.2 m/s 


V = Maxc = (0.8)(387.2m/s) = 310 m/s 


Also, 


P ~' 


200 kPa 


RT (0.287 kPa • m 3 /kg • K)(373.2 K) 
Then the stagnation properties are determined from 


= 1.867 kg/m 3 


T 0 =T 


P 0 =P 


1 + 


(£ -l)Ma 


2 \ 


1 + 


T 

v 1 v 


k /(k—l) 


= (373.2 K) 

( 421.0 K 


(1.4-1)(0.8) 


2 \ 


= (200 kPa), 


l 373.2 K 


2 

1.4/(1.4-1) 


= 421 K 


305 kPa 


Po =P 


!/(*-!) 


=(1.867 kg/m 


421.0K 
373.2 K 


1 /(1.4—1) 


2.52 kg/m 2 


AIR 


Discussion Note that both the pressure and temperature drop as the gas is accelerated as part of the internal energy of 
the gas is converted to kinetic energy. 
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Chapter 12 Compressible Flow 


12-42 


uta 


Solution Problem 12-41 is reconsidered. The effect of Mach number on the velocity and stagnation properties as the 
Ma is varied from 0.1 to 2 are to be investigated, and the results are to be plotted. 


Analysis 


The EES Equations window is printed below, along with the tabulated and plotted results. 


P=200 

T=100+273.15 

R=0.287 

k=1.4 

c=SQRT(k*R*T*1000) 

Ma=V/c 

rho=P/(R*T) 

"Stagnation properties" 
T0=T*(1+(k-1)*Ma A 2/2) 
P0=P*(T0/T) A (k/(k-1)) 
rho0=rho*(T0/T) A (1/(k-1)) 



Mach niim. 
Ma 

Velocity, 

V, m/s 

Stag. Temp, 
7o, K 

Stag. Press, 

Po, kPa 

Stag. Density, 
Po, kg/m 3 

0.1 

38.7 

373.9 

201.4 

1.877 

0.2 

77.4 

376.1 

205.7 

1.905 

0.3 

116.2 

379.9 

212.9 

1.953 

0.4 

154.9 

385.1 

223.3 

2.021 

0.5 

193.6 

391.8 

237.2 

2.110 

0.6 

232.3 

400.0 

255.1 

2.222 

0.7 

271.0 

409.7 

277.4 

2.359 

0.8 

309.8 

420.9 

304.9 

2.524 

0.9 

348.5 

433.6 

338.3 

2.718 

1.0 

387.2 

447.8 

378.6 

2.946 

1.1 

425.9 

463.5 

427.0 

3.210 

1.2 

464.7 

480.6 

485.0 

3.516 

1.3 

503.4 

499.3 

554.1 

3.867 

1.4 

542.1 

519.4 

636.5 

4.269 

1.5 

580.8 

541.1 

734.2 

4.728 

1.6 

619.5 

564.2 

850.1 

5.250 

1.7 

658.3 

588.8 

987.2 

5.842 

1.8 

697.0 

615.0 

1149.2 

6.511 

1.9 

735.7 

642.6 

1340.1 

7.267 

2.0 

774.4 

671.7 

1564.9 

8.118 


Discussion Note that as Mach number increases, so does the flow velocity and stagnation temperature, pressure, and 
density. 
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Chapter 12 Compressible Flow 


12-43 

Solution Air flows through a duct at a specified State and Mach number. The velocity and the stagnation pressure, 
temperature, and density of the air are to be determined. 

Assumptiom Air is an ideal gas with constant specific heats at room temperature. 

Properties The properties of air are R = 0.06855 Btu/lbm.R = 0.3704 psiaft 3 /lbm.R and k= 1.4. 

Analysis The speed of sound in air at the specified conditions is 


c = 4kRT = 1(1.4)(0.06855 Btu/lbm • R)(671.7 R) 


^25,037 ft 2 /s 2> 

1 Btu/lbm 


= 1270.4 ft/s 


Thus, 


Also, 


V = Ma x c = (0.8)(1270.4 ft/s) = 1016 ft/s 


P ~' 


30psia 


RT (0.3704 psia • ft 3 /lbm • R)(671.7 R) 
Then the stagnation properties are determined from 

2 A 


= 0.1206 lbm/ft 3 


T o= T 


P 0 =P 


1 + 


(/t-l)Ma ¿ 


= (671.7 R) 


\ , (l-4-l)(0.8) 2 ^ 


758 R 




kt(k- 1 ) 


= (30 psia) 


757.7 R 
671.7R 


v / 

1.4/(1.4-1) 


= 45.7 psia 


Po =P 


r T \í!(k-l) 

'o 


— I = (0.1206 lbm/ft ) 


757.7 R 

671.7 R 


1/(1.4-1) 


0.163 lbm/ft ; 


Discussion Note that the temperature, pressure, and density of a gas increases during a stagnation process. 


12-44 

Solution An aircraft is designed to cruise at a given Mach number, elevation, and the atmospheric temperature. The 
stagnation temperature on the leading edge of the wing is to be determined. 


Assumptiom Air is an ideal gas with constant specific heats at room temperature. 


Properties 

Analysis 


The properties of air are R = 0.287 kPa.m 3 /kg.K, c„ = 1.005 kJ/kg-K, and k = 1.4 . 


The speed of sound in air at the specified conditions is 
1 


Thus, 


Then, 


■ = 4kRT = J(1.4)(0.287 kJ/kg • K)(236.15 K) 


y = Ma x c = (1,4)(308.0 m/s) = 431.2 m/s 


1000 m 2 /s 
1 kJ/kg 


= 308.0 m/s 


T 0 =T + 


V 


2c. 


= 236.15 + - 


(431.2 m/s) z 


2x1.005 kJ/kg-K 


1 kJ/kg 


UOOOm 2 /s 1 ) 


329 K 


Discussion 

enthalpy. 


Note that the temperature of a gas increases during a stagnation process as the kinetic energy is converted to 
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Chapter 12 Compressible Flow 


Isentropic Flow Through Nozzles 


12-45C 

Solution We are to consider subsonic flow through a converging nozzle, and analyze the effect of setting back 
pressure to critical pressure for a converging nozzle. 

Analysis (a) The exit velocity reaches the sonic speed, ( b ) the exit pressure equals the critical pressure, and (c) 
the mass flow rate reaches the máximum valué. 

Discussioit In such a case, we say that the flow is choked. 


12-46C 

Solution We are to consider subsonic flow through a converging nozzle with critical pressure at the exit, and analyze 
the effect of lowering back pressure below the critical pressure. 

Analysis (a) No effect on velocity. ( b ) No effect on pressure. (c) No effect on mass flow rate. 

Discussioit In this situation, the flow is already choked initially, so further lowering of the back pressure does not 

change anything upstream of the nozzle exit plañe. 


12-47C 

Solution We are to compare the mass flow rates through two identical converging nozzles, but with one having a 
diverging section. 

Analysis If the back pressure is low enough so that sonic conditions exist at the throats, the mass flow rates in 
the two nozzles would be identical. However, if the flow is not sonic at the throat, the mass flow rate through the 
nozzle with the diverging section would be greater, because it acts like a subsonic diffuser. 

Discussioit Once the flow is choked at the throat, whatever happens downstream is irrelevant to the flow upstream of 
the throat. 


12-48C 

Solution We are to discuss the hypothetical situation of hypersonic flow at the outlet of a converging nozzle. 

Analysis Máximum flow rate through a converging nozzle is achieved when Ma = 1 at the exit of a nozzle. For all 

other Ma valúes the mass flow rate decreases. Therefore, the mass flow rate would decrease if hypersonic velocities 
were achieved at the throat of a converging nozzle. 

Discussioit Note that this is not possible unless the flow upstream of the converging nozzle is already hypersonic. 


12-49C 

Solution We are to discuss the difference between Ma* and Ma. 

Analysis Ma* is the local velocity non-dimensionaiized with respect to the sonic speed at the throat, whereas Ma 
is the local velocity non-dimensionaiized with respect to the local sonic speed. 

Discussioit The two are identical at the throat when the flow is choked. 
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Chapter 12 Compressible Flow 

12-50C 

Solution We are to discuss what would happen if we add a diverging section to supersonic flow in a duct. 

Analysis The fluid would accelerate even further instead of decelerating. 

Discussion This is the opposite of what would happen in subsonic flow. 


12-51C 

Solution We are to discuss what would happen if we add a diverging section to supersonic flow in a duct. 
Analysis The fluid would accelerate even further, as desired. 

Discussion This is the opposite of what would happen in subsonic flow. 


12-52C 

Solution We are to discuss what happens to several variables in the diverging section of a subsonic converging- 
diverging nozzle. 

Analysis (a) The velocity decreases, ( b ) the pressure increases, and (c) the mass flow rate remains the same. 

Discussion Qualitatively, this is the same as what we are used to (in previous chapters) for incompressible flow. 


12-53C 

Solution We are to analyze if it is possible to accelerate a fluid to supersonic speeds with a velocity that is not sonic 
at the throat. 

Analysis No, if the flow in the throat is subsonic. If the velocity at the throat is subsonic, the diverging section 
would act like a diffuser and decelérate the flow. Yes, if the flow in the throat is already supersonic, the diverging 
section would accelerate the flow to even higher Mach number. 

Discussion In duct flow, the latter situation is not possible unless a second converging-diverging portion of the duct is 
located upstream, and there is sufficient pressure difference to choke the flow in the upstream throat. 


12-54 

Solution It is to be explained why the máximum flow rate per unit area for a given ideal gas depends only on 
P 0 / -JTq . Also for an ideal gas, a relation is to be obtained for the constant a in w max / A * = a [p o / -^1 ^"). 

Properties The properties of the ideal gas considered are R = 0.287 kPa.m7kg-K and k = 1.4. 

Analysis The máximum flow rate is given by 


'«max = A* P Qy Jk / RT 0 


k +1 


(k+\)!2{k-\) 


or 


A * = {Pq! 


R 


k +1 


0fc+l)/2(i:-l) 


For a given gas, k and R are fixed, and thus the mass flow rate depends on the parameter P 0 /-Jp . Thus, m max / A* can be 
expressed as 

a = y/kl R\ 


k +1 


(k+X)!2(k-V) 


1 


F 0 ) where 


1.4 f 

(0.287 kJ/kg.K) 

'l000m 2 /s 2 ^ 

[ 1 kJ/kg J 


1.4 + 1 


2.4/0.8 


= 0.0404 (m/s)VK 


Discussion Note that when sonic conditions exist at a throat of known cross-sectional area, the mass flow rate is fixed 
by the stagnation conditions. 
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Chapter 12 Compressible Flow 


12-55 

Solution For an ideal gas, an expression is to be obtained for the ratio of the speed of sound where Ma = 1 to the 
speed of sound based on the stagnation temperature, c*/c 0 . 


Analysis For an ideal gas the speed of sound is expressed as c = *JkRT . Thus, 


y¡kRT * 

JkRT¡ 


k T o J 


k +1 


1/2 


Discussioit Note that a speed of sound changes the flow as the temperature changes. 


12-56 

Solution For subsonic flow at the inlet, the variation of pressure, velocity, and Mach number along the length of the 
nozzle are to be sketched for an ideal gas under specified conditions. 


Assumptions 1 The gas is an ideal gas. 2 Flow through the nozzle is steady, one- 
dimensional, and isentropic. 3 The flow is choked at the throat. 

Analysis Using EES and C0 2 as the gas, we calcúlate and plot flow area 
A, velocity V, and Mach number Ma as the pressure drops from a stagnation 
valué of 1400 kPa to 200 kPa. Note that the curve for A is related to the shape of 
the nozzle, with horizontal axis serving as the centerline. The EES equation 
window and the plot are shown below. 



Ma, < 1 




TI I ITTI IT 




k=1.289 

Cp=0.846 "kJ/kg.K" 

R=0.1889 "kJ/kg.K" 

P0=1400 "kPa" 

T0=473 "K" 
m=3 "kg/s" 
rho_0=P0/(R*T0) 
rho=P/(R*T) 

rho_norm=rho/rho_0 "Normalized density" 
T=T0*(P/P0) A ((k-1)/k) 

Tnorm=T/T0 "Normalized temperature" 

V=SQRT(2*Cp*(T0-T)*1000) 

V_norm=V/500 

A=m/(rho*V)*500 

C=SQRT(k*R*T*1000) 

Ma=V/C 



P, kPa 


Discussioit We are assuming that the back pressure is sufficiently low that the flow is choked at the throat, and the flow 
downstream of the throat is supersonic without any shock waves. Mach number and velocity continué to rise right through 
the throat into the diverging portion of the nozzle, since the flow becomes supersonic. 
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Chapter 12 Compressible Flow 


12-57 

Solution We repeat the previous problem, but for supersonic flow at the inlet. The 
variation of pressure, velocity, and Mach number along the length of the nozzle are to be 
sketched for an ideal gas under specified conditions. 



Analysis Using EES and C0 2 as the gas, we calcúlate and plot flow area A, velocity V, 
and Mach number Ma as the pressure rises from 200 kPa at a very high velocity to the 
stagnation valué of 1400 kPa. Note that the curve for A is related to the shape of the 
nozzle, with horizontal axis serving as the centerline. 


Ma, > 1 -► 


k=1.289 

Cp=0.846 "kJ/kg.K" 

R=0.1889 "kJ/kg.K" 

P0=1400 "kPa" 

T0=473 "K" 
m=3 "kg/s" 
rho_0=P0/(R*T0) 
rho=P/(R*T) 

rho_norm=rho/rho_0 "Normalized density 
T=T0*(P/P0) A ((k-1)/k) 

Tnorm=T/T0 "Normalized temperatura" 

V=SQRT(2*Cp*(T0-T)*1000) 

V_norm=V/500 

A=m/(rho*V)*500 

C=SQRT(k*R*T*1000) 

Ma=V/C 



P, kPa 


Discussion Note that this problem is identical to the proceeding one, except the flow direction is reversed. In fact, 
when plotted like this, the plots are identical. 
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Chapter 12 Compressible Flow 


12-58 

Solution Air enters a nozzle at specified temperature, pressure, and velocity. The exit pressure, exit temperature, and 
exit-to-inlet area ratio are to be determined for a Mach number of Ma = 1 at the exit. 


Assumptions 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 


Properties The properties of air are i=1.4 and c p = 1.005 kJ/kg-K. 

Analysis The properties of the fluid at the location where Ma = 1 are the critical properties, denoted by superscript *. 

We first determine the stagnation temperature and pressure, which remain constant throughout the nozzle since the flow is 
isentropic. 


V¡ 

T 0 = T¡ + -?—= 350K + - 
2c „ 


(150 m/s) 2 f lkJ/kg 


2x1.005 kJ/kg-K V1000m 2 /s 2 


= 361.2 K 


and 


Po=Pi 


T- 

v < v 


k ¡(k-V) 


= (0.2 MPa) 


( 361.2 KA 
l 350 K J 


1 . 4 / 0 . 4 - 1 ) 


= 0.223 MPa 



From Table A-13 (or from Eqs. 12-18 and 12-19) at Ma = 1, we read T/T 0 = 0.8333, P/P 0 = 0.5283. Thus, 
r= 0.83337o = 0.8333(361.2 K) = 301 K 
and 

P = 0.5283P 0 = 0.5283(0.223 MPa) = 0.118 MPa 

Also, 


cj = JkRT i = (1.4)(0.287 kJ/kg-K)(350K) 


/ 1000m 2 /s 2 ^ 
1 kJ/kg 


= 375 m/s 


and 


V¡ 150 m/s 

Ma,- = —=-= 0.40 

c¡ 375 m/s 


From Table A-13 at this Mach number we read A¡ IA* = 1.5901. Thus the ratio of the throat area to the nozzle inlet area is 
A * 1 

— =-= 0.629 

A i 1.5901 

Discussioit We can also solve this problem using the relations for compressible isentropic flow. The results would be 
identical. 
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Chapter 12 Compressible Flow 


12-59 

Solution Air enters a nozzle at specified temperature and pressure with low velocity. The exit pressure, exit 
temperature, and exit-to-inlet area ratio are to be determined for a Mach number of Ma = 1 at the exit. 

Assumptions 1 Air is an ideal gas. 2 Flow through the nozzle is steady, one-dimensional, and isentropic. 

Properties The specific heat ratio of air is k = 1.4. 

Analysis The properties of the fluid at the location where Ma = 1 are the critical 

properties, denoted by superscript *. The stagnation temperature and pressure in this 
case are identical to the inlet temperature and pressure since the inlet velocity is 
negligible. They remain constant throughout the nozzle since the flow is isentropic. 

T 0 =Ti = 350 K and P 0 = P { = 0.2 MPa 

From Table A-13 (or from Eqs. 12-18 and 12-19) at Ma =1, we read T/T 0 =0.8333, P/Po = 0.5283. Thus, 

T= 0.8333ro = 0.8333(350 K) = 292 K and P = 0.5283P 0 = 0.5283(0.2 MPa) = 0.106 MPa 

The Mach number at the nozzle inlet is Ma = 0 since V¡ = 0. From Table A-13 at this Mach number we read A-JA* = co. 

A* 1 

Thus the ratio of the throat area to the nozzle inlet area is -= — = 0 . 

A¡ oo 

Discussioit If we solve this problem using the relations for compressible isentropic flow, the results would be identical. 



12-60E 

Solution Air enters a nozzle at specified temperature, pressure, and velocity. The exit pressure, exit temperature, and 
exit-to-inlet area ratio are to be determined for a Mach number of Ma = 1 at the exit. 

Assumptions 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 

Properties The properties of air are k = 1.4 and c p = 0.240 Btu/lbm-R (Table A-2Ea). 

Analysis The properties of the fluid at the location where Ma =1 are the critical properties, denoted by superscript *. 

We First determine the stagnation temperature and pressure, which remain constant throughout the nozzle since the flow is 
isentropic. 


T 0 =T + 


Xii 

2c , 


= 630 R- 


(450 ft/s) 2 


f 


p*=p, 


r ^k/(k- 1 » 

‘ n 


T 

v i 


2 x 0.240 Btu/lbm • R 

f 646.9 K 


= (30 psia) 


1 Btu/lbm 
v 25,037 ft 2 /s 2 

xl.4/(1.4—1) 




= 646.9 R 


630 K 


= 32.9 psia 



From Table A-13 (or from Eqs. 12-18 and 12-19) at Ma =1, we read T/T 0 =0.8333, P/Pg = 0.5283. Thus, 

T= 0.8333ro = 0.8333(646.9 R) = 539 R and P = 0.5283 P 0 = 0.5283(32.9 psia) = 17.4 psia 

Also, 


=4kRT ¡ = (1.4)(0.06855 Btu/lbm-R)(630R) 


^ 25,037 ft 2 /s 2 ^ 
1 Btu/lbm 


= 1230 ft/s 


and 


„ V¡ 450 ft/s 

Ma,- = — =-= 0.3657 

c,- 1230 ft/s 


From Table A-13 at this Mach number we read AJA* = 1.7426. Thus the ratio of the throat area to the nozzle inlet area is 
A * 1 

: 0.574 


A¡ 1.7426 

Discussioit If we solve this problem using the relations for compressible isentropic flow, the results would be identical. 
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Chapter 12 Compressible Flow 


12-61 

Solution Air enters a converging-diverging nozzle at a specified pressure. The back pressure that will result in a 
specified exit Mach number is to be determined. 


Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, and 
isentropic. 


Properties The specific heat ratio of air is k = 1.4. 

Analysis The stagnation pressure in this case is identical to the inlet 
pressure since the inlet velocity is negligible. It remains constant throughout the 
nozzle since the flow is isentropic, 

P 0 = P I = 0.8 MPa 

From Table A-13 at Ma e =1.8, we readP e /P 0 = 0.1740. 


. 

0 A,R -. @ 

*>0 


Thus, P = 0.1740^0 = 0.1740(0.8 MPa) = 0.139 MPa 


Discussion If we solve this problem using the relations for compressible isentropic flow, the results would be identical. 


12-62 

Solution Nitrogen enters a converging-diverging nozzle at a given pressure. The critical velocity, pressure, 
temperature, and density in the nozzle are to be determined. 


Assumptions 1 Nitrogen is an ideal gas. 2 Flow through the nozzle is steady, one-dimensional, and isentropic. 
Properties The properties of nitrogen are k — 1.4 and R = 0.2968 kJ/kg-K. 


Analysis The stagnation pressure in this case are identical to the inlet properties since the inlet velocity is negligible. 
They remain constant throughout the nozzle, 


P 0 =P ¡ =700 kPa 
T 0 = Ti= 400 K 


© 





P o = 


J6_ 

RT 0 


_700 kPa_ 

(0.2968 kPa • m 3 /kg • K)(400 K) 


= 5.896 kg/m 3 


F«0 



Critical properties are those at a location where the Mach number is Ma = 1. From Table A-13 at Ma =1, we read T/T 0 
=0.8333, P/P 0 = 0.5283, and p/p 0 = 0.6339. Then the critical properties become 


T * = 0.8333ro = 0.8333(400 K) = 333 K 

P * = 0.5283P 0 = 0.5283(700 kPa) = 370 MPa 

p * = 0.63390o = 0.6339(5.896 kg/m 3 ) = 3.74 kg/m 3 


Also, 


F* = c* = -JkRT* = 


(1.4)(0.2968 kJ/kg • K)(333 K) 


^ 1000 m 2 /s 2 ^ 
1 kJ/kg 


372 m/s 


Discussion We can also solve this problem using the relations for compressible isentropic flow. The results would be 
identical. 
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Chapter 12 Compressible Flow 


12-63 

Solution An ideal gas is flowing through a nozzle. The flow area at a location where Ma = 2.4 is specified. The flow 
area where Ma = 1.2 is to be determined. 

Assumptions Flow through the nozzle is steady, one-dimensional, and isentropic. 

Properties The specific heat ratio is given to be k = 1.4. 

Analysis The flow is assumed to be isentropic, and thus the stagnation and critical properties remain constant 

throughout the nozzle. The flow area at a location where Ma 2 = 1.2 is determined using A ¡A* data from Table A-13 to be 

Ma, = 2.4 : —= 2.4031 > A* = = 25Cm = 10.40 cm 2 

A* 2.4031 2.4031 

Ma, =1.2: — = 1.0304- > A 1 = (1.0304)A* = (1.0304)(10.40 cm 2 ) = 10.7 cm 2 

A * 

Discussioit We can also solve this problem using the relations for compressible isentropic flow. The results would be 
identical. 


12-64 

Solution An ideal gas is flowing through a nozzle. The flow area at a location where Ma = 2.4 is specified. The flow 
area where Ma = 1.2 is to be determined. 


Assumptions Flow through the nozzle is steady, one-dimensional, and isentropic. 

Analysis The flow is assumed to be isentropic, and thus the stagnation and critical properties remain constant 
throughout the nozzle. The flow area at a location where Ma 2 = 1.2 is determined using the A i A * relation, 

A = _L{r_qi + *=i 

A* Ma |U +1A 2 



For k= 1.33 and Ma[ = 2.4: 


A 

A* 


1 

2.4 


í —-—Y i+1AA 

U.33 + 1A 2 


2.4 2 


2.33/2x0.33 


2.570 


and, A* = -A_ = 25 cm = 9.729 cm 
2.570 2.570 

For k= 1.33 and Ma 2 = 1.2: 


A 

A* 


L2 




1 . 2 2 


2.33/2x0.33 


1.0316 


and A 2 =(1.0316)^* = (1.0316)(9.729cm 2 ) = 10.0 cm 2 

Discussioit Note that the compressible flow functions in Table A-13 are prepared for k = 1.4, and thus they cannot be 
used to solve this problem. 
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Chapter 12 Compressible Flow 


12-65 \Also solved using EES on enclosed DVD] 

Solution Air enters a converging nozzle at a specified temperatura and pressure with low velocity. The exit pressure, 
the exit velocity, and the mass flow rate versus the back pressure are to be calculated and plotted. 

Assumptions 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 


Properties The properties of air are k = \A,R = 0.287 kJ/kg-K, and c p = 1.005 kJ/kg-K. 

Analysis The stagnation properties in this case are identical to the inlet properties since the inlet 
negligible. They remain constant throughout the nozzle since the flow is isentropic., 

P () =P, = 900 kPa 

T 0 = Ti = 400 K 

The critical pressure is determined to be 

f 7 f 2 V' 4/0 ' 4 

P* = P 0 1--I = (900kPa)l y-j—pj-j = 475.5kPa 

Then the pressure at the exit plañe (throat) will be 



velocity is 


© 


P e = P h for 

P e = P* = 475.5 kPa for 


P b > 475.5 kPa 

P b <475.5 kPa (choked flow) 


Thus the back pressure will not affect the flow when 100 < Pb < 475.5 kPa. For a specified exit pressure P e , the 
temperature, the velocity and the mass flow rate can be determined from 


Temperature 


T. = Tn 


í p , p \ 0.4/1.4 

, .-v i f g | 

\ p o) 


= (400 K) —— 

V 900 J 


Velocity V = j2c p (T 0 -T e ) = 2(1.005 kJ/kg • K)(400 - T e ) 


^ 1000 m 2 /s 2 ^ 
1 kJ/kg 


Density 




RT e (0.287 kPa-m/ kg-K)T e 


Mass flow rate m = p e V e A e = p e V e ( 0.001 m“) 

The results of the calculations are tabulated as 

P b , kPa P„ kPa T c , K V„ m/s 


p c , kg/m 3 m kg/s 


900 

800 

700 

600 

500 

475.5 

400 

300 

200 

100 


900 

800 

700 

600 

500 

475.5 

475.5 

475.5 

475.5 

475.5 


400 

386.8 

372.3 

356.2 

338.2 

333.3 

333.3 

333.3 

333.3 

333.3 


0 

162.9 

236.0 

296.7 

352.4 

366.2 

366.2 

366.2 

366.2 

366.2 


7.840 

7.206 

6.551 

5.869 

5.151 

4.971 

4.971 

4.971 

4.971 

4.971 


0 

1.174 

1.546 

1.741 

1.815 

1.820 

1.820 

1.820 

1,820 

1.820 





100 475.5 


900 kPa 


Discussion We see from the plots that once the flow is choked at a back pressure of 475.5 kPa, the mass flow rate 
remains constant regardless of how low the back pressure gets. 
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Chapter 12 Compressible Flow 


12-66 

Solution We are to reconsider Prob. 12-65. Using EES (or other) software, we are to solve the problem for the inlet 
conditions of 1 MPa and 1000 K. 

Analysis Air at 900 kPa, 400 K enters a converging nozzle with a negligible velocity. The throat area of the nozzle is 
10 cm2. Assuming isentropic flow, calcúlate and plot the exit pressure, the exit velocity, and the mass flow rate versus the 
back pressure P b for 0.9>= P b >=0.1 MPa. 

Procedure ExitPress(P_back,P_crit: P_exit, Condition$) 

If (P_back>=P_crit) then 

P_exit:=P_back "Unchoked Flow Condition" 

Condition$:='unchoked' 

else 

P_exit:=P_crit "Choked Flow Condition" 

Condition$:~ choked' 

Endif 

End 

"Input data from Diagram Window" 

{Gas$='Air' 

A_cm2=10 "Throat area, cm2" 

PJnlet = 900"kPa" 

T_inlet= 400"K"} 

{P_back =475.5 "kPa"} 

A_exit = A_cm2*Convert(cm A 2,m A 2) 

C_p=specheat(Gas$,T=T_inlet) 

C_p-C_v=R 

k=C_p/C_v 

M=MOLARMASS(Gas$) "Molar mass of Gas$" 

R= 8.314/M "Gas constantfor Gas$" 

"Since the inlet velocity is negligible, the stagnation temperature = TJnlet; 
and, since the nozzle is isentropic, the stagnation pressure = PJnlet." 

P_o=PJnlet "Stagnation pressure" 

T_o=TJnlet "Stagnation temperature" 

P crit /P_o=(2/(k+1 )) A (k/(k-1)) "Critical pressure from Eq. 16-22" 

Cali ExitPress(P_back,P_crit: P_exit, Condition$) 

T_exit /T_o=(P_exit/P_o) A ((k-1 )/k) "Exit temperature for isentopic flow, K" 

V_exit A 2/2=C_p*(T_o-T_exit)*1000 "Exit velocity, m/s" 

Rho_exit=P_exit/(R*T_exit) "Exit density, kg/m3" 

m_dot=Rho_exit*V_exit*A_exit "Nozzle mass flow rate, kg/s" 

"If you wish to redo the plots, hide the diagram window and remove the {} from 
the first 4 variables just under the procedure. Next set the desired range of 
back pressure in the parametric table. Finally, solve the table (F3). " 

The table of results and the corresponding plot are provided below. 
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Chapter 12 Compressible Flow 


A_cm2=10 [cm A 2] 
A_exit=0.001 [m A 2] 
Condition$-choked' 
C_p=1.14 [kJ/kg-K] 
C_v=0.8532 [kJ/kg-K] 
Gas$='A¡r' 
k=1.336 

M=28.97 [kg/kmol] 
m_dot= 1.258 [kg/s] 
P_back=300 [kPA] 


P_cr¡t=539.2 [kPA] 
P_ex¡t=539.2 [kPA] 
P_inlet=1000 [kPA] 
P_o=1000 [kPA] 

R=0.287 [kJ/kg-K] 
Rho_exit=2.195 [m A 3/kg] 
T_exit=856 [K] 

T_inlet=1000 [K] 
T_o=1000[K] 

V_ex¡t=573 [m/s] 


m [kg/s] 

Pex¡t [kPa] 

Texit [K] 

Vexit [m/s] 

Pexit [kg/m 3 ] 

Pback [kPa] 

1.819 

475.5 

333.3 

366.1 

4.97 

100 

1.819 

475.5 

333.3 

366.1 

4.97 

200 

1.819 

475.5 

333.3 

366.1 

4.97 

300 

1.819 

475.5 

333.3 

366.1 

4.97 

400 

1.819 

475.5 

333.3 

366 

4.97 

475.5 

1.74 

600 

356.2 

296.6 

5.868 

600 

1.546 

700 

372.3 

236 

6.551 

700 

1.176 

800 

386.8 

163.1 

7.207 

800 

0 

900 

400 

0 

7.839 

900 


« 

O) 

j*. 



100 


200 


300 400 


500 600 

^back» 


700 


800 


900 


Discussion We see from the plot that once the flow is choked at a back pressure of 475.5 kPa, the mass flow rate 
remains constant regardless of how low the back pressure gets. 
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Chapter 12 Compressible Flow 


12-67E 

Solution Air enters a converging-diverging nozzle at a specified temperature and pressure with low velocity. The 
pressure, temperature, velocity, and mass flow rate are to be calculated in the specified test section. 


Assumptions 1 Air is an ideal gas. 2 Flow through the nozzle is steady, one-dimensional, and isentropic. 

Properties The properties of air are £=1.4 and R = 0.06855 Btu/lbmR = 0.3704 psiaft 3 /lbm-R. 

Analysis The stagnation properties in this case are identical to the inlet properties since the inlet velocity is 
negligible. They remain constant throughout the nozzle since the flow is isentropic. 

Po = Pi = 150 psia and T 0 =T¡ = 100°F = 560 R 


Then, 


T. =Tr 


P. =Pn 


Pe = 


= (560 R) 


2 + (£-l)Ma 

= (150 psia)| 
19.1 psia 


2 + (l.4-1)2" 


311 R 


f T \ k 'P-^ 


y T o) 


560 J 


1 . 4 / 0.4 


RT e (0.3704 psia.ft 3 /lbm-R)(31 IR) 


= 19.1 psia 

= 0.1661bm/ft 3 



v ,*0 




The nozzle exit velocity can be determined from V e = Ma ¡c e , where c,, is the speed of sound at the exit conditions, 

= 1729 ft/s s 1730 ft/s 


V e = Ma e c e =Ma ey fkRT e =(2) (l.4)(0.06855 Btu/lbm-R)(311 R) 


f 25,037 ft 2 /s 2 ^ 


1 Btu/lbm 


V v y 

Finally, 

m = p e A e V e = (0. 166 lbm/ft 3 )(5 ft 2 )(1729 ft/s) = 1435 lbm/s = 1440 1bm/s 


Discussion Air must be very dry in this application because the exit temperature of air is extremely low, and any 
moisture in the air will turn to ice particles. 


Normal Shocks in Nozzle Flow 


12-68C 

Solution We are to discuss if a shock wave can develop in the converging section of a C-V nozzle. 

Analysis No, because the flow must be supersonic before a shock wave can occur. The flow in the converging section 

of a nozzle is always subsonic. 

Discussion A normal shock (if it is to occur) would occur in the supersonic (diverging) section of the nozzle. 


12-69C 

Solution We are to discuss the States on the Fanno and Rayleigh lines. 

Analysis The Fanno Une represents the states that satisfy the conservation of mass and energy equations. The 

Rayleigh line represents the states that satisfy the conservation of mass and momentum equations. The intersections 
points of these lines represent the states that satisfy the conservation of mass, energy, and momentum equations. 

Discussion T-s diagrams are quite helpful in understanding these kinds of flows. 
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Chapter 12 Compressible Flow 

12-70C 

Solution We are to determine if Ma downstream of a normal shock can be supersonic. 

Analysis No, the second law of thermodynamics requires the flow after the shock to be subsonic. 

Discussion A normal shock wave always goes from supersonic to subsonic in the flow direction. 


12-71C 

Solution We are to discuss the effect of a normal shock wave on several properties. 

Analysis (a) velocity decreases, ( b ) static temperature increases, (c) stagnation temperature remains the same, 

(i d) static pressure increases, and (e) stagnation pressure decreases. 

Discussion In addition, the Mach number goes from supersonic (Ma > 1) to subsonic (Ma < 1). 


12-72C 

Solution We are to discuss the formation of oblique shocks and how they differ from normal shocks. 

Analysis Oblique shocks occur when a gas flowing at supersonic speeds strikes a fíat or inclined surface. Normal 

shock waves are perpendicular to flow whereas inclined shock waves, as the ñame implies, are typically inclined relative 
to the flow direction. Also, normal shocks form a straight line whereas oblique shocks can be straight or curved, 
depending on the surface geometry. 

Discussion In addition, while a normal shock must go from supersonic (Ma > 1) to subsonic (Ma < 1), the Mach 
number downstream of an oblique shock can be either supersonic or subsonic. 


12-73C 

Solution We are to discuss whether the flow upstream and downstream of an oblique shock needs to be supersonic. 

Analysis Yes, the upstream flow has to be supersonic for an oblique shock to occur. No, the flow downstream of an 

oblique shock can be subsonic, sonic, and even supersonic. 

Discussion The latter is not true for normal shocks. For a normal shock, the flow must always go from supersonic (Ma 
> 1) to subsonic (Ma < 1). 


12-74C 

Solution We are to analyze a claim about oblique shock analysis. 

Analysis Yes, the claim is correct. Conversely, normal shocks can be thought of as special oblique shocks in which 
the shock angle is /? = 7t/2, or 90°. 

Discussion The component of flow in the direction normal to the oblique shock acts exactly like a normal shock. We 
can think of the flow parallel to the oblique shock as “going along for the ride” - it does not affect anything. 
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Chapter 12 Compressible Flow 

12-75C 

Solution We are to discuss shock detachment at the nose of a 2-D wedge-shaped body. 

Analysis When the wedge half-angle 8 is greater than the máximum deflection angle # max , the shock becomes 
curved and detaches from the nose of the wedge, forming what is called a detached oblique shock or a bow wave. The 
numerical valué of the shock angle at the nose is J3 = 90°. 

Discussioit When ó is less than 8 mdx , the oblique shock is attached to the nose. 


12-76C 

Solution We are to discuss the shock at the nose of a rounded body in supersonic flow. 

Analysis When supersonic flow impinges on a blunt body like the rounded nose of an aircraft, the wedge half-angle 8 

at the nose is 90°, and an attached oblique shock cannot exist, regardless of Mach number. Therefore, a detached oblique 
shock must occur in front of all such blunt-nosed bodies, whether two-dimensional, axisymmetric, or fully three- 
dimensional. 

Discussioit Since 8= 90° at the nose, S is always greater than <9 max , regardless of Ma or the shape of the rest of the body. 


12-77C 

Solution We are to discuss the applicability of the isentropic flow relations across shocks and expansión waves. 

Analysis The isentropic relations of ideal gases are not applicable for flows across (a) normal shock waves and (b) 

oblique shock waves, but they are applicable for flows across (c) Prandtl-Meyer expansión waves. 

Discussioit Flow across any kind of shock wave involves irreversible losses - henee, it cannot be isentropic. 


12-78 

Solution For an ideal gas flowing through a normal shock, a relation for V 2 /V¡ in terms of k, Ma 1; and Ma 2 is to be 
developed. 

Analysis The conservation of mass relation across the shock is p^ = p 2 V 2 and it can be expressed as 


V 2 P\ P X IRT X 

í 

f t \ 

1 2 

V\ P 2 P 2 ! RT 2 


UJ 


From Eqs. 12-35 and 12-38, 


Vi 

Vi 


1 + kMa 
J + kMa 


2 V 

2 _ 

2 

i A 


l + Maf(k-l)/2 > 
l + Ma^(£-l)/2, 


Discussioit This is an important relation as it enables us to determine the velocity ratio across a normal shock when the 
Mach numbers before and after the shock are known. 
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Chapter 12 Compressible Flow 


12-79 

Solution Air flowing through a converging-diverging nozzle experiences a normal shock at the exit. The effect of the 
shock wave on various properties is to be determined. 


Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, and 
isentropic before the shock occurs. 3 The shock wave occurs at the exit plañe. 

Properties The properties of air are ¿=1.4 and R = 0.287 kJ/kg-K. 

Analysis The inlet stagnation properties in this case are identical to the inlet properties since the inlet velocity is 

negligible. Then, 


Pot = P, =1 MPa 
T 0 1 = Ti = 300 K 

Then, 


T\ = T{ 


oí 


2 + (¿-l)Ma[ 


= (300 K) 




2 + (1.4-l)2' í 


= 166.7 K 


and 


O 




... 


AIR 




TI ! IITTII IT 


Shock 


© © 

""xi 


wave 


^ = p, 


01 


\ 


\ T 0 J 


k ¡(k-\) 


= (1 MPa)¡ 


166.7 
V 300 


1 . 4 / 0.4 


= 0.1278 MPa 


The fluid properties after the shock (denoted by subscript 2) are related to those before the shock through the functions 
listed in Table A-14. For Ma¡ = 2.0 we read 


Ma, =0.5774, ^ 

P 0 2 


0.7209, 


— = 4.5000, and ^- = 1.6875 
p \ Ti 


Then the stagnation pressure P 02 , static pressure P 2 , and static temperature 7© are determined to be 
P 02 = 0.7209P 0 i = (0.7209)(1.0 MPa) = 0.721 MPa 
P 2 = 4.50007© = (4.5000)(0.1278 MPa) = 0.575 MPa 
T 2 = 1.68757) = (1.6875)(166.7 K) = 281 K 

The air velocity after the shock can be determined from V 2 = Ma 2 C 2 , where c 2 is the speed of sound at the exit conditions 
after the shock, 


F 2 =Ma 2 c 2 = Ma 2 y¡kRT 2 =(0.5774) (1.4)(0.287kJ/kg-K)(281K) 


^1000m 2 /s 2 ^ 
1 kJ/kg 


= 194 m/s 


Discussion We can also solve this problem using the relations for normal shock functions. The results would be 
identical. 
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Chapter 12 Compressible Flow 


12-80 

Solution Air enters a converging-diverging nozzle at a specified State. The required back pressure that produces a 
normal shock at the exit plañe is to be determined for the specified nozzle geometry. 


Assumptions 1 Air is an ideal gas. 2 Flow through the nozzle is steady, one-dimensional, and isentropic before the shock 
occurs. 3 The shock wave occurs at the exit plañe. 


Analysis The inlet stagnation pressure in this case is identical to the inlet pressure since the inlet velocity is 
negligible. Since the flow before the shock to be isentropic, 


P ol = P, = 2 MPa 

It is specified that A/A* =3.5. From Table A-13, Mach number and the pressure 
ratio which corresponds to this area ratio are the Via, =2.80 and P\/Pq\ = 0.0368. 
The pressure ratio across the shock for this Ma[ valué is, from Table A-14, P 2 /P\ 
= 8.98. Thus the back pressure, which is equal to the static pressure at the 
nozzle exit, must be 


© 
f¡ ~ 0 


shock 


. 


AIR 

- ®j© 

^Trrrrrrrrnu 

* 


P 2 =8.98P, = 8.98x0.0368P 0 i = 8.98x0.0368x(2 MPa) = 0.661 MPa 


Discussion We can also solve this problem using the relations for compressible flow and normal shock functions. The 
results would be identical. 


12-81 

Solution Air enters a converging-diverging nozzle at a specified State. The required back pressure that produces a 
normal shock at the exit plañe is to be determined for the specified nozzle geometry. 

shock 

Assumptions 1 Air is an ideal gas. 2 Flow through the nozzle is 
steady, one-dimensional, and isentropic before the shock occurs. 

Analysis The inlet stagnation pressure in this case is identical to © 

the inlet pressure since the inlet velocity is negligible. Since the flow V\ ~ 0 

before the shock to be isentropic, 

Pox = P¡ = 2 MPa 

It is specified that A/A* = 2. From Table A-13, the Mach number and the pressure ratio which corresponds to this area ratio 
are the Ma¡ =2.20 and P\/P 0 i = 0.0935. The pressure ratio across the shock for this M, valué is, from Table A-14, P 2 /P\ = 
5.48. Thus the back pressure, which is equal to the static pressure at the nozzle exit, must be 

P 2 =5.48T > 1 = 5.48x0.0935Poi = 5.48x0.0935x(2 MPa) = 1.02 MPa 

Discussion We can also solve this problem using the relations for compressible flow and normal shock functions. The 
results would be identical. 




AIR 

* ®J© 

^rrr TTTrTPTTTTT 

"""N * 
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Chapter 12 Compressible Flow 


12-82 

Solution Air flowing through a nozzle experiences a normal shock. The effect of the shock wave on various 
properties is to be determined. Analysis is to be repeated for helium under the same conditions. 

Assumptiom 1 Air and helium are ideal gases with constant specific heats. 2 Flow through the nozzle is steady, one- 
dimensional, and isentropic before the shock occurs. 

Properties The properties of air are k=\A and R = 0.287 kJ/kg-K, and the properties of helium are k = 1.667 and R = 
2.0769 kJ/kg-K. 

Analysis The air properties upstream the shock are y j / wave 

Ma[ = 2.5, Pi = 61.64 kPa, and T ] = 262.15 K ^- -""'V 

Fluid properties after the shock (denoted by subscript 2) are related to those (7) AIR -► (jj ) (?) 

before the shock through the functions in Table A-14. For Maj = 2.5, 




Ma 2 = 0.513, — = 8.5262, — = 7.125, and — = 2.1375 


Ma! = 2.5 


Pi 


P\ 


Then the stagnation pressure P 02 , static pressure P 2 , and static temperature T 2 , are determined to be 
P 02 = 8.526 IT) = (8.5261 )(61.64 kPa) = 526 kPa 
P 2 = l.\25P\ = (7.125)(61.64 kPa) = 439 kPa 
T 2 = 2.13757) = (2.1375)(262.15 K) = 560 K 

The air velocity after the shock can be determined from V 2 = Ma 2 c 2 , where c 2 is the speed of sound at the exit conditions 
after the shock. 


V 2 =Ma 2 c 2 =Ma 2y ¡kRT 2 =(0.513) (1.4X0.287 kJ/kg • KX560.3 K) 


^1000m 2 /s 2 ^ 
1 kJ/kg 


= 243 m/s 


V v ° / 

We now repeat the analysis for helium. This time we cannot use the tabulated valúes in Table A-14 since k is not 1.4. 
Therefore, we have to calcúlate the desired quantities using the analytical relations, 


Ma 2 = 


r Ma 2 +2/{k-\) A 
2Ma ¡7/(&-!)-! 


1/2 / , \ 

2.5 2 +2/(1.667-1) 

2x2.5 2 x 1.667 /(1.667 — 1) — 1 


1/2 


0.553 


P 2 1 + ÜMaf 1 + 1.667x2.5 2 


P| \ + ma 2 2 1 + 1.667x0.553 2 


= 7.5632 


T 2 1 + Ma 2 (& -1) / 2 1 + 2.5 2 (1.667 — 1) / 2 


T, 1 + Ma 2 (£ -1) / 2 1 + 0.553 2 (1.667-1)/2 


= 2.7989 


r Q2 

Pl 

í 


r l + kMa\^ 

\ + kMa 2 2j 


(l + (k-l)Ma 2 / 2)’ 




1 + 1 . 667 x 2.5 


2 A 


(l + ( 1.667 - 1 ) X 0 . 553 2 / 2 )‘ 


667/0.667 


v l + 1 . 667 x 0.553 , 

Thus, Po 2 = 11.546P!» (11.546)(61,64 kPa)« 712 kPa 
P 2 = 7.5632P, = (7.5632)(61.64 kPa) = 466 kPa 
T 2 = 2.79897) = (2.7989)(262.15 K) = 734 K 


= 9.641 


V 2 =Ma 2 c 2 = Ma. 2 yjkRT y =(0.553) 


(1.667)(2.0769 kJ/kg • K)(733.7 K) 


r i000m 2 /s 2 ^ 
1 kJ/kg 


= 881 m/s 


Discussion The velocity and Mach number are higher for helium than for air due to the different valúes of k and R. 
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Chapter 12 Compressible Flow 


12-83 

Solution Air flowing through a nozzle experiences a normal shock. The entropy change of air across the normal 
shock wave is to be determined. 

Assumptions 1 Air and helium are ideal gases with constant specific heats. 2 Flow through the nozzle is steady, one- 
dimensional, and isentropic before the shock occurs. 

Properties The properties of air are R = 0.287 kJ/kg-K and c p = 1.005 kJ/kg-K, and the properties of helium are R = 
2.0769 kJ/kg-K and c p = 5.1926 kJ/kg-K. 

Analysis The entropy change across the shock is determined to be 

s 2 — Sj = c p ln - R ln = (1.005 kJ/kg • K)ln(2.1375) - (0.287 kJ/kg • K)ln(7.125) = 0.200 kJ/kg ■ K 

Tj P l 

For helium, the entropy change across the shock is determined to be 

•s 2 - ¿t = Cp ln — - * ln — = (5.1926 kJ/kg • K)ln(2.7989) - (2.0769 kJ/kg • K)ln(7.5632) = 1.14 kJ/kg ■ K 
T\ P\ 

Discussion Note that shock wave is a highly dissipative process, and the entropy generation is large during shock 
waves. 
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Chapter 12 Compressible Flow 


12-84E \Also solved using EES on enclosed DVD] 

Solution Air flowing through a nozzle experiences a normal shock. Effect of the shock wave on various properties is 
to be determined. Analysis is to be repeated for helium 

Assumptions 1 Air and helium are ideal gases with constant specific heats. 2 Flow through the nozzle is steady, one- 
dimensional, and isentropic before the shock occurs. 

Properties The properties of air are k= 1.4 and R = 0.06855 Btu/lbmR, and the properties of helium are k = 1.667 and 
R = 0.4961 Btu/lbmR. 


Analysis The air properties upstream the shock are 

Ma¡ = 2.5, P\ = 10 psia, and 7\ = 440.5 R 

Fluid properties after the shock (denoted by subscript 2) are related to those 
before the shock through the functions listed in Table A-14. For Mai = 2.5, 

Ma, =0.513, ^L- 8.5262, — = 7.125, and ^- = 2.1375 
P x P l r, 



shock 

(7) AIR 

— CD ® 


'rnrrrr^ | 

Ma, = 2.5 


Then the stagnation pressure P 02 , static pressure P 2 , and static temperature T 2 , are determined to be 
P 02 = 8.5262 P x = (8.5262)(10 psia) = 85.3 psia 
P 2 = 7.125P, = (7.125)(10 psia) = 71.3 psia 
T 2 =2.13757’,= (2.1375X440.5 R) = 942 R 

The air velocity after the shock can be determined from V 2 = Ma 2 C 2 , where C 2 is the speed of sound at the exit conditions 
after the shock, 


V 2 =Ma 2 c 2 = Ma 2 -JkRT 2 =(0.513) 


(1.4)(0.06855 Btu/lbm • R)(941.6 R) 


r 25,037 ft 2 /s 2 ^ 
1 Btu/lbm 


= 772 ft/s 


We now repeat the analysis for helium. This time we cannot use the tabulated valúes in Table A-14 since k is not 1.4. 
Therefore, we have to calcúlate the desired quantities using the analytical relations, 


Ma, = 


Ma, 2 +2/(k-l) 
2Ma 2 £/(£-l)-l 


. 1/2 


1 + kMa 2 


1 + 1.667x2.5 


P, 1 + kMal 1 + 1.667 x 0.553 2 
T 2 1 + Ma 2 (k-l)l 2 1 + 2.5 2 (1.667 — 1) / 2 


2.5 2 +2/(1.667-1) 

2x2.5 2 x 1.667/(1.667-1)-1 

= 7.5632 


xl/2 


= 0.553 


l + Ma2(^-l)/2 1 + 0.553 2 (1.667-1)/ 2 


= 2.7989 


- 02 

Px 

r 


r l + kMa\^ 
\+ma 2 2j 


(± + (k-\)Ma 2 2 n) 


k!{k- 1 ) 


2 A 


1 + 1.667x2.5 
1 + 1.667 xO.553 2 


(l + (1.667 -1 )x0.553 2 /2)‘ 


667/0.667 


= 9.641 


Thus, 


7’o2 = 11.546 P i = (11.546)(10 psia) = 115 psia 
P 2 = 7.5632P, = (7.5632)(10 psia) = 75.6 psia 
T 2 = 2.79897’, = (2.7989)(440.5 R) = 1233 R 


V 2 = Ma,c 2 = Ma 2 ^¡kRT 2 =(0.553) (1.667)(0.4961 Btu/lbm.R)(1232.9 R) 


r 25,037 ft 2 /s n 
1 Btu/lbm 


= 2794 ft/s 


V v y 

Discussioit This problem could also be solved using the relations for compressible flow and normal shock functions. 
The results would be identical. 
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Chapter 12 Compressible Flow 


12-85E 

Solution We are to reconsider Prob. 12-84E. Using EES (or other) software, we are to stndy the effects of both air 

and helium flowing steadily in a nozzle when there is a normal shock at a Mach number in the range 2 < Mx < 3.5. In 
addition to the required information, we are to calcúlate the entropy change of the air and helium across the normal shock, 
and tabúlate the results in a parametric table. 



Analysis We use EES to calcúlate the entropy change of the air and helium across the normal shock. The results are 
given in the Parametric Table for 2 < M_x < 3.5. 

Procedure NormalShock(M_x,k:M_y,PyOPx, TyOTx,RhoyORhox, PoyOPox, PoyOPx) 

If M_x < 1 Then 

M_y = -1000;PyOPx=-1000;TyOTx=-1000;RhoyORhox=-1000 
PoyOPox=-1000;PoyOPx=-1000 

else 

M_y=sqrt( (M_x A 2+2/(k-1)) / (2*M_x A 2*k/(k-1)-1)) 

PyOPx=(1 +k*M_x A 2)/(1 +k*M_y A 2) 

TyOTx=( 1+M_x A 2*(k-1)/2 )/(1+M_y A 2*(k-1)/2 ) 

RhoyORhox=PyOPx/TyOTx 

PoyOPox=M_x/M_y*( (1 +M_y A 2*(k-1 )/2)/ (1 +M_x A 2*(k-1 )/2) ) A ((k+1 )/(2*(k-1))) 

PoyOPx=(1 +k*M_x A 2)*(1 +M_y A 2*(k-1 )/2) A (k/(k-1 ))/(1 +k*M_y A 2) 

Endif 

End 

Function ExitPress(P_back,P_crit) 

If P_back>=P_crit then ExitPress:=P_back "Unchoked Flow Condition" 

If P_back<P_crit then ExitPress:=P_crit "Choked Flow Condition" 

End 

Procedure GetProp(Gas$:Cp,k,R) "Cp and k data are from Text Table A.2E" 

M=MOLARMASS(Gas$) "Molar mass of Gas$" 

R= 1545/M "Particular gas constant for Gas$, ft-lbf/lbm-R" 

"k = Ratio of Cp to Cv" 

"Cp = Specific heat at constant pressure" 

if Gas$='Air' then 

Cp=0.24"Btu/lbm-R"; k=1.4 

endif 

if Gas$='C02' then 

Cp=0.203"Btu/lbm_R"; k=1.289 

endif 

if Gas$='Helium' then 

Cp=1 .25"Btu/lbm-R"; k=1.667 

endif 

End 

"Variable Definitions:" 

"M = flow Mach Number" 

"P_ratio = P/P_o for compressible, isentropic flow" 

"T_ratio = T/T_o for compressible, isentropic flow" 

"Rho_ratio= Rho/Rho_o for compressible, isentropic flow" 

"A_ratio=A/A* for compressible, isentropic flow" 

"Fluid properties before the shock are denoted with a subscript x" 

"Fluid properties after the shock are denoted with a subscript y" 

"M_y = Mach Number down stream of normal shock" 

"PyOverPx= P_y/P_x Pressue ratio across normal shock" 

"TyOverTx =T_y/T_x Temperature ratio across normal shock" 

"RhoyOverRhox=Rho_y/Rho_x Density ratio across normal shock" 

"PoyOverPox = P_oy/P_ox Stagantion pressure ratio across normal shock" 

"PoyOverPx = P_oy/P_x Stagnation pressure after normal shock ratioed to pressure before shock" 

"Input Data" 

{P_x = 10 "psia"} "Valúes of P_x, T_x, and M_x are set in the Parametric Table" 

{T_x = 440.5 "R"} 

{M_x = 2.5} 
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Chapter 12 Compressible Flow 


Gas$='Air' "This program has been written for the gases Air, C02, and Helium" 

Cali GetProp(Gas$:Cp,k,R) 

Cali NormalShock(M_x,k:M_y,PyOverPx, TyOverTx,RhoyOverRhox, PoyOverPox, PoyOverPx) 
P_oy_air= P_x*PoyOverPx "Stagnation pressure after the shock" 

P_y_air=P_x*PyOverPx "Pressure after the shock" 

T_y_air=T_x*TyOverTx "Temperature after the shock" 

M_y_air=M_y "Mach number after the shock" 


"The velocity after the shock can be found from the product of the Mach number and 
speed of sound after the shock." 

C_y_air = sqrt(k*R"ft-lbf/lbm_R"*T_y_air"R"*32.2 "lbm-ft/lbf-s A 2") 

V_y_a i r= M _y_a i r* C_y_a i r 

DELTAs_air=entropy(air,T=T_y_air, P=P_y_air) -entropy(air,T=T_x,P=P_x) 


Gas2$='Helium' "Gas2$ can be either Helium or C02" 

Cali GetProp(Gas2$:Cp_2,k_2,R_2) 

Cali NormalShock(M_x,k_2:M_y2,PyOverPx2, TyOverTx2,RhoyOverRhox2, PoyOverPox2, PoyOverPx2) 
P_oy_he=P_x*PoyOverPx2 "Stagnation pressure after the shock" 

P_y_he=P_x*PyOverPx2 "Pressure after the shock" 

T_y_he=T_x*TyOverTx2 "Temperature after the shock" 

M_y_he=M_y2 "Mach number after the shock" 


"The velocity after the shock can be found from the product of the Mach number and 
speed of sound after the shock." 

C_y_he = sqrt(k_2*R_2"ft-lbf/lbm_R"*T_y_he"R"*32.2 "lbm-ft/lbf-s A 2") 
V_y_he=M_y_he*C_y_he 

DELTAs_he=entropy(helium,T=T_y_he, P=P_y_he) -entropy(helium,T=T_x,P=P_x) 
The parametric table and the corresponding plots are shown below. 


Vy,he 

[ft/s] 

Vy,air 

[ft/s] 

Ty,he 

[R] 

Ty,a¡r 

[R] 

T x 

[R] 

R y, he 

[psia] 

Py.air 

[psia] 

Px 

[psia] 

R oy,he 

[psia] 

P 

■ oy,air 

[psia] 

My,he 

My,air 

M x 

As he 

[Btu/lbm-R] 

As air 

[Btu/lbm-R] 

2644 

771.9 

915.6 

743.3 

440.5 

47.5 

45 

10 

63.46 

56.4 

0.607 

0.5774 

2 

0.1345 

0.0228 

2707 

767.1 

1066 

837.6 

440.5 

60.79 

57.4 

10 

79.01 

70.02 

0.5759 

0.5406 

2.25 

0.2011 

0.0351 

2795 

771.9 

1233 

941.6 

440.5 

75.63 

71.25 

10 

96.41 

85.26 

0.553 

0.513 

2.5 

0.2728 

0.04899 

3022 

800.4 

1616 

1180 

440.5 

110 

103.3 

10 

136.7 

120.6 

0.5223 

0.4752 

3 

0.4223 

0.08 

3292 

845.4 

2066 

1460 

440.5 

150.6 

141.3 

10 

184.5 

162.4 

0.5032 

0.4512 

3.5 

0.5711 

0.1136 


Mach Number After Shock vs M x 
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Chapter 12 Compressible Flow 


Velocity After shock vs M x 



Entropy Change Across Shock vs M x 



U) 



Pressure After Shock vs M x 



Discussion In all cases, regardless of the fluid or the Mach number, entropy increases across a shock wave. This is 
because a shock wave involves irreversibilities. 
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Chapter 12 Compressible Flow 


12-86 

Solution Air flowing through a nozzle experiences a normal shock. Various properties are to be calculated before and 
after the shock. 


Assumptiom 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, and 
isentropic before the shock occurs. 

Properties The properties of air at room temperature are k= 1.4. R = 0.287 kJ/kg-K, and c¡, = 1.005 kJ/kg-K. 

Analysis The stagnation temperature and pressure before the shock are 

shock 


V, 

T m =T l+ -^ = 2\l + 
2 c „ 


(680 m/s) ¿ 


2(1.005 kJ/kg-K) 


1 kJ/kg 


lOOOm 2 /s 2 


= 447.0 K 


^ 01=^1 


f T \k!(k-\) 

'01 




= (22.6 kPa) 


(' 447.0 K 7 
l 217 K J 


1.4/(1.4-1) 


= 283.6 kPa 


The velocity and the Mach number before the shock are determined from 



c¡ = ■ y jkRT l = (1.4)(0.287 kJ/kg -K)(217.0 K) 


^1000m 2 /s 2 ^ 
1 kJ/kg 


295.3 m/s 


and 


Ma, = — = 


Fj 680 m/s 


295.3 m/s 


2.30 


The fluid properties after the shock (denoted by subscript y) are related to those before the shock through the functions 
listed in Table A-14. For Ma, = 2.30 we read 


Ma 2 =0.5344 = 0.534, 


^-=7.2937, 


— = 6.005, and 
Pi 


— - 1.9468 


Then the stagnation pressure P 02 , static pressure P 2 , and static temperature 77 , are detemiined to be 
P 02 = 1.2921P\ = (7.2937)(22.6 kPa) = 165 kPa 
P 2 = 6.005 Pi = (6.005)(22.6 kPa) = 136 kPa 
77 = 1.94687’ 1 = (1.9468)(217 K) = 423 K 

The air velocity after the shock can be determined from V 2 = Ma 2 c 2 , where c 2 is the speed of sound at the exit conditions 
after the shock, 


V 2 = Ma 2 c 2 =Ma 2 y¡kRT 2 =(0.5344) (1.4)(0.287 kJ/kg.K)(422.5 K) 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


220 m/s 


Discussion This problem could also be solved using the relations for compressible flow and nonnal shock functions. 
The results would be identical. 


12-87 

Solution Air flowing through a nozzle experiences a normal shock. The entropy change of air across the normal 
shock wave is to be determined. 


Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, and 
isentropic before the shock occurs. 

Properties The properties of air at room temperature are R = 0.287 kJ/kg-K and c p = 1.005 kJ/kg-K. 

Analysis The entropy change across the shock is determined to be 


s 2 s l 

Discussion 


T P kJ 

c ln —— 7?ln —— = (l■ 005 kJ/kg • K)ln( 1.9468) - (0.287 kJ/kg • K)ln(6.005) = 0.155 - 

T Í P Í kg K 

A shock wave is a highly dissipative process, and the entropy generation is large during shock waves. 
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Chapter 12 Compressible Flow 


12-88 



Solution The entropy change of air across the shock for upstream Mach numbers between 0.5 and 1.5 is to be 
determined and plotted. 

Assumptions 1 Air is an ideal gas. 2 Flow through the nozzle is steady, one-dimensional, and isentropic before the shock 
occurs. 


Properties The properties of air are k = \A,R = 0.287 kJ/kg-K, and c p = 1.005 kJ/kg-K. 


Analysis The entropy change across the shock is detennined to be 

T, P-, 

s 7 -í. =c n ln — -7?ln — 
p T x P x 


where 


P, 1 + AMat Ti l + Ma?(£-l)/2 

, — =- T , and — =-x- 

P x 1 + kMa 2 T x \ + Ma\{k-Y) 12 

The results of the calculations can be tabulated as 


Mai 

Mi 3-2 

t 2 /t i 

P 2 /P\ 

5 2 -íi 

0.5 

2.6458 

0.1250 

0.4375 

-1.853 

0.6 

1.8778 

0.2533 

0.6287 

-1.247 

0.7 

1.5031 

0.4050 

0.7563 

-0.828 

0.8 

1.2731 

0.5800 

0.8519 

-0.501 

0.9 

1.1154 

0.7783 

0.9305 

-0.231 

1.0 

1.0000 

1.0000 

1.0000 

0.0 

1.1 

0.9118 

1.0649 

1.2450 

0.0003 

1.2 

0.8422 

1.1280 

1.5133 

0.0021 

1.3 

0.7860 

1.1909 

1.8050 

0.0061 

1.4 

0.7397 

1.2547 

2.1200 

0.0124 

1.5 

0.7011 

1.3202 

2.4583 

0.0210 


Ma 2 = 


Maf +2/(k-l) 



Discussion The total entropy change is negative for upstream Mach numbers Mai less than unity. Therefore, normal 
shocks cannot occur when Mai < 1. 


12-89 

Solution Supersonic airflow approaches the nose of a two-dimensional 
wedge and undergoes a straight oblique shock. For a specified Mach number, the 
minimum shock angle and the máximum deflection angle are to be determined. 

Assumptions Air is an ideal gas with a constant specific heat ratio of k = 1.4 (so that 
Fig. 12-41 is applicable). 

Analysis For Ma = 5, we read from Fig. 12-41 

Minimum shock (or wave) angle: =12° 

Máximum deflection (or turning) angle: <9 max = 41.5° 

Discussion Note that the minimum shock angle decreases and the máximum 
deflection angle increases with increasing Mach number Maj. 
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Chapter 12 Compressible Flow 


12-90 

Solution Air flowing at a specified supersonic Mach number impinges on a two-dimensional wedge, The shock 
angle, Mach number, and pressure downstream of the weak and strong oblique shock formed by a wedge are to be 
determined. 




Assumpiions 1 The flow is steady. 2 The boundary layer on the wedge is very thin. 3 Air is an ideal gas with constant 
specific heats. 

Properti.es The specific heat ratio of air is k = 1.4. 

Analysis On the basis of Assumption #2, we take the deflection angle as equal to the wedge half-angle, i.e., 0~ 8= 

12°. Then the two valúes of oblique shock angle P are determined from 

2(Ma 2 sin 2 /? — 1)/tan/? 2(3.'4 2 sin 2 /? — 1)/tan/? 

tan u — --- —> tan 12 =--- 

Ma 2 (& + eos 2/?) + 2 3.4‘'(1.4 + cos2 y 0) + 2 

which is implicit in fi Therefore, we solve it by an iterative approach or with an equation solver such as EES. It gives /5w<,ak 
= 26 . 75 ° and /? strong = 86 . 11 °. Then the upstream “normal” Mach number Ma í n becomes 

Weak shock: Ma ln = Maj sin P = 3.4sin 26.75° = 1.531 

Strong shock. Ma ln = Ma¡ sin/? = 3.4sin 86.11° = 3.392 


Also, the downstream normal Mach numbers Ma 2n become 


Weak shock. 


Strong shock. 


(k-m^+i 
]¡ 2kM?L j 2 n -k + 1 

l (k~ l)Ma?, n +2~ 

]¡ 2kMa¡ n -k + l 


(1.4 —1)(1.531) 2 +2 
2(1.4)(1.531) 2 -1.4 + 1 


(1.4 -1)(3.392) 2 +2 
2(1,4)(3.392) 2 -1.4 + 1 


0.6905 

= 0.4555 


The downstream pressure for each case is determined to be 


Weak shock. 


Strong shock: 


P 2 =P X 


P 2 =P X 


2kMa¡ n -k + l 
k + l 

2AMa 2 n -k+l 
k + l 


= (60 kPa) 


= (60 kPa) 


The downstream Mach number is determined to be 


Weak shock: 


Strong shock: 


Ma 2 = 


Ma- 


0.6905 


sin (P-0) sin(26.75°-12°) 


2(1.4)(1.531) 2 -1.4 + 1 
1.4 + 1 

2(1.4)(3.392) 2 -1.4 + 1 
1.4 + 1 


2.71 


Ma 2 = 


Ma 


2,n 


0.4555 


sin (P-6) sin(86.11°-12°) 


= 0.474 


=154kPa 

= 796 kPa 


Discussion Note that the change in Mach number and pressure across the strong shock are much greater than the 
changes across the weak shock , as expected. For both the weak and strong oblique shock cases, Mai ,, is supersonic and 
Ma 2 , n is subsonic. However, Ma 2 is supersonic across the weak oblique shock, but suhsonic across the strong oblique shock. 
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Chapter 12 Compressible Flow 


12-91 

Solution Air flowing at a specified supersonic Mach number undergoes an expansión turn over a tilted wedge. The 
Mach number, pressure, and temperature downstream of the sudden expansión above the wedge are to be determined. 

Assumptiom 1 The flow is steady. 2 The boundary layer on the 
wedge is very thin. 3 Air is an ideal gas with constant specific heats. 

Properties The specific heat ratio of air is k = 1.4. 

Analysis On the basis of Assumption #2, the deflection angle is 
determined to be 9 « 8 = 25° - 10° = 15°. Then the upstream and 
downstream Prandtl-Meyer functions are determined to be 


\k +1 ! 

f 

-tan 


U -1 

lv 


k ^(Ma 2 -1) 


k +1 


- tan 


v(Ma) = ^ 

Upstream'. 

v'(Ma j) = 

w i a — i . , , , , 

v 1 y 

Then the downstream Prandtl-Meyer function becomes 


‘^Ma 2 -lj 


1.4 + 1 

-tan 

1.4-1 


L4 1 (2.4 2 -1) 


1.4 + 1 


- tan 


Jl.- 


4“ -1 = 36.75 c 


v(Ma 2 ) = e + v(Ua x ) = 15° + 36.75° = 51.75° 

Now Ma 2 is found from the Prandtl-Meyer relation, which is now implicit: 


Downstream : v'(Ma 2 ) = 


1.4 + 1 

-tan 

1.4-1 


L4 1 (Ma 2 — 1) 




1.4 + 1 


- tan 


-i 


1+ 


Ma 2 -1 | = 51.75° 



v y 

It gives Ma 2 = 3.105. Then the downstream pressure and temperature are determined from the isentropic flow relations 


n PilP* n [l + Ma 2 (^-l)/2]- i ' /(i - 1) n [1 + 3.105 2 (1.4 — 1)/2] 

Ti —- 1 \ — -~- rrr, —tt-m — 

pjp* 


- 1 . 4 / 0.4 


[l + Ma 2 (A:-l)/2]^ /(i:_1) 1 [l + 2.4 2 (1.4-l)/2] 


1 . 4 / 0.4 


(70 kPa) = 23.8 kPa 


T 2 = 


T 2 /T, [1 + Ma | — 1) / 2] 1 [l + 3.105 2 (1.4-l)/2] 1 


-r, = 


TJTq 1 [l + Ma“(^-l)/2] 1 1 


T, =1 


T—(260 K) = 191K 


[1 + 2.4 (1.4-1)/ 2y 

Note that this is an expansión, and Mach number increases while pressure and temperature decrease, as expected. 


Discussion There are compressible flow calculators on the Internet that solve these implicit equations that arise in the 
analysis of compressible flow, along with both normal and oblique shock equations; e.g., see 
www.aoe.vt.edu/~devenpor/aoe3 114/calc.html . 
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12-92 

Solution Air flowing at a specified supersonic Mach number undergoes a compression turn (an oblique shock) over a 
tilted wedge. The Mach number, pressure, and temperature downstream of the 

shock below the wedge are to be determined. _ 

Ma, = 5 

Assumptions 1 The flow is steady. 2 The boundary layer on the wedge is -► 

very thin. 3 Air is an ideal gas with constant specific heats. __ 

Properti.es The specific heat ratio of air is k = 1.4. - 

Analysis On the basis of Assumption #2, the deflection angle is 
determined to be 8= 25° + 10° = 35°. Then the two valúes of oblique shock 
angle ¡3 are determined from 

2(Maf sin 2 /?-l)/tan/? 2(3.'4 2 sin 2 /? — 1)/ tan/? 

tan t) —--- —^ tan 12 =--- 

Ma 2 (£ + eos 2/1) + 2 3.4 2 (1.4 +eos 2,0)+ 2 

which is implicit in ft. Therefore, we solve it by an iterative approach or with an equation solver such as EES. It gives /i wca i< 
= 49.86° and J3 st r0 ng = 77.66°. Then for the case of strong oblique shock, the upstream “normal” Mach number Maj n 
becomes 



Ma, n = Ma, sin J3 = 5sin77.66° = 4.884 
Also, the downstream normal Mach numbers Ma 2 n become 


Ma 2,n =■ 


(£-l)Ma¡ n +2 


(1.4-1)(4.884) 2 +2 


= 0.4169 


t 2£Ma, n -k +1 \ 2(1.4)(4.884)“ -1.4 + 1 

The downstream pressure and temperature are determined to be 

2£Ma?„ -k + \ 211 4)14 884) 2 -1 4 + 1 

A = p - Idl -= (70 kPa) 1 ’ - -—3- = 1940 kPa 


?Wi — 


k +1 

P 2 A rp p 2 2 + (£ -l)Ma 2 , 


= T, 


1.4 + 1 


= (260 K) 


Px Pi ' Px {k + \)M-AÍ n 
The downstream Mach number is determined to be 


1940kPia 2 + (1.4-l)(4.884)‘ 
70 kPa (1.4 + 1)(4.884) 2 


= 1450 K 


Ma 2 = 


Ma 


2,n 


0.4169 


sm(P -6) sin(77.66° -35°) 


0.615 


Discussion Note that Ma, n is supersonic and Ma 2 n and Ma 2 are subsonic. Also note the huge rise in temperature and 
pressure across the strong oblique shock, and the challenges they present for spacecraft during reentering the earth’s 
atmosphere. 
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Chapter 12 Compressible Flow 


12-93E 

Solution Air flowing at a specified supersonic Mach number is forced to turn upward by a ramp, and weak oblique 
shock forms. The wave angle, Mach number, pressure, and temperature after the 
shock are to be determined. 

Assumptions 1 The flow is steady. 2 The boundary layer on the wedge is very 
thin. 3 Air is an ideal gas with constant specific heats. 

Properti.es The specific heat ratio of air is k = 1.4. 

Analysis On the basis of Assumption #2, we take the deflection angle as 

equal to the ramp, i.e., 0~ 5= 8 o . Then the two valúes of oblique shock angle /? are 
determined from 

2(Ma j sin 2 P - 1) / tan P 



tan 6 = - 




tan 8 o = 


2(2 ^ sin 2 P - 1) / tan ¡3 


Maí (A: + cos2/?) + 2 (1.4 + eos 20) + 2 

which is implicit in fí Therefore, we solve it by an iterative approach or with an equation solver such as EES. It gives /3w eak 
= 37.21° and /? stron g = 85.05°. Then for the case of weak oblique shock, the upstream “normal” Mach number Ma t n becomes 

Ma l n =Maj sin P = 2sin37.21° = 1.209 
Also, the downstream normal Mach numbers Ma 2 n become 


Ma 2,n =• 


(k-l)Ma¡( n +2 (1.4—1)(1.209) 2 +2 


2AMa f n -k + \ V 2(1.4)(1.209)--1.4 + 1 


= 0.8363 


The downstream pressure and temperature are determined to be 


P 2 =P X 


2kMaf n -k +1 
k +1 


= (8psia) 


2(1.4)(1.209) 2 -1.4 + 1 


T 2 =T\ — 


P 2 A _ P 2 2 + (k-l)Ma( n 


■ = r, 


Pi P\ (k + l)Ma f n 


1.4 + 1 


= (480 R) 


= 12.3 psia 


12.3 psia 2 + (1.4 —1)(1.209)' 
8 psia (1.4 +1)(1.209) 2 


544 R 


The downstream Mach number is determined to be 


Ma 2 = 


Ma 


2,n 


0.8363 


sin (P-9) sin(37.21°-8°) 


= 1.71 


Discussion Note that Ma, ,, is supersonic and Ma 2 n is subsonic. However, Ma 2 is supersonic across the weak oblique 
shock (it is subsonic across the strong oblique shock). 
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Chapter 12 Compressible Flow 


12-94 

Solution Air flowing at a specified supersonic Mach number undergoes an expansión turn. The Mach number, 
pressure, and temperature downstream of the sudden expansión along a wall are 
to be determined. 

Assumptions 1 The flow is steady. 2 The boundary layer on the wedge is very 
thin. 3 Air is an ideal gas with constant specific heats. 


Properti.es The specific heat ratio of air is k = 1.4. 

Analysis On the basis of Assumption #2, we take the deflection angle as 

equal to the wedge half-angle, i.e., 6^8= 15°. Then the upstream and 
downstream Prandtl-Meyer functions are determined to be 


v(Ma) = 
Upstream : 
v(Ma[) = 



[ 

-tan 

J- 

lllfc-1 

lv 


k 1 (Ma 2 -1) 


k +1 


1.4 + 1 , 

-tan 

1.4-1 


tt4 (3 - 62_1) 

1.4 + 1 


-tan ’| VMa 2 -1 

1 3.6 2 -lj = 60.09° 


-tan 


v' / 

Then the downstream Prandtl-Meyer fiinction becomes 

v(Ma 2 ) = 0 + +(Ma 0 = 15° + 60.09° = 75.09° 

Ma 2 is found from the Prandtl-Meyer relation, which is now implicit: 


Downstream : v(Ma 2 ) = 


1.4 + 1 , 

-tan 

1.4-1 


L4 1 Ma 2 -1) 


1.4 + 1 


- tan 


^Ma 2 - lj = 75.09° 



Solution of this implicit equation gives Ma 2 = 4.81. Then the downstream pressure and temperature are determined from the 
isentropic flow relations: 


Pj /P n 

D — ¿ U D _ 

r 2 - M _ 


PJPo 


[1 + Ma 2 (A:-1)/_ [l + 4.81 2 (1.4-l)/2] _1 - 4/0 - 4 

o — 


T 2 = 


T,/T n 


[1 + Maf(/t-1)/2] * /c * 0 1 [l + 3.6 2 (1.4-l)/2] 
[1 + 4.81 2 (1.4 — 1) / 2] 1 


> 2 - 0t , [l + Ma 2 (^-l)/2]- 1 


z v / j j _ 

1 [1 + Ma? (/b -1)/2] 1 1 [l + 3.6 2 (1.4-l)/2] 


TaJoT (40 ^Pa) = 8-31 kPa 
j (280 K) = 179 K 


TilT 0 

Note that this is an expansión, and Mach number increases while pressure and temperature decrease, as expected. 


Discussion There are compressible flow calculators on the Internet that solve these implicit equations that arise in the 

analysis of compressible flow, along with both normal and oblique shock equations; e.g., see 
www.aoe.vt.edu/~devenpor/aoe3 114/calc.html . 
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Chapter 12 Compressible Flow 


12-95E 

Solution Air flowing at a specified supersonic Mach number is forced to undergo a compression tiirn (an oblique 
shock)., The Mach number, pressure, and temperature downstream of the oblique 
shock are to be determined. 

Assumptions 1 The flow is steady. 2 The boundary layer on the wedge is very 
thin. 3 Air is an ideal gas with constant specific heats. 

Properti.es The specific heat ratio of air is k = 1.4. 

Analysis On the basis of Assumption #2, we take the deflection angle as 
equal to the wedge half-angle, i.e., 6^8= 15°. Then the two valúes of oblique 
shock angle [3 are determined from 



tan 6 = 


2(Ma ( sin " ¡3 -1) / tan ¡3 
Ma 2 (k + eos 2/1) + 2 


—> tan 15° = 


2(2 sin [3 - 1) / tan (3 
2 2 (1.4 + cos 2/?) + 2 


which is implicit in ¡3. Therefore, we solve it by an iterative approach or with an 
equation solver such as EES. It gives /? wea k = 45.34° and /? str0 ng = 79.83°. Then the 
upstream “normal” Mach number Maj n becomes 

Weak shock: Ma ln = Ma [ sin [3 = 2 sin 45.34° = 1.423 

Strong shock: Ma ¡ n = Ma [ sin /? = 2 sin 79.83° = 1.969 



Also, the downstream normal Mach numbers Ma 2|í become 
Weak shock: 


Ma 2,n = . 


(f-l)Ma( n +2 (1.4 —1)(1.423) 2 +2 


2kMa( n -k +1 \ 2(1,4)(1.423) 2 -1.4 + 1 


= 0.7304 


Strong shock: 


Ma 2,n =. 


(f-l)Ma( n +2 (1.4 —1)(1.969) 2 +2 


2kMa 2 n -k + \ \ 2(1,4)(1.969) 2 -1.4 + 1 


= 0.5828 


The downstream pressure and temperature for each case are determined to be 


Weak shock: 


Pi=Pv 


2kMa ? „ -k + 1 


k +1 


■ = (6 psia) 


2(1.4)(1.423) 2 -1.4 + 1 
1.4 + 1 


43.2 psia 


T 2 =T x 


P 2 P\ P 2 2 + (£-l)Maj( n /Aonn M 3.2 psia 2 + (1.4 -1)(1.423) 2 


P\ Pi 


- = T. 


(k + l)Ma 2 n 


■= (480R)- 


6 psia (1.4 + 1)(1.4230 


= 609 R 


Strong shock: 


Pi=P| 2ÍMH^ = (6psia) 20.4X1.969) = 


-1.4 + 1 


k +1 


1.4 + 1 


= 26.1 psia 


Tl T] — — T¡ p > 2 + ^~ 1 ) Ma i.n ( lg 0 p^) 2 ^- 1 P sia 2+ (1.4-1)(1.969) 2 


Pi 


(k + l)Maí „ 


6 psia (1,4 + l)(l.969)" 


798 R 


The downstream Mach number is determined to be 


Weak shock: 
Strong shock: 


Ma 2 = 


Ma 


2,n 


0.7304 


sin (P-d) sin(45.34°-15°) 


1.45 


Ma 2 = 


Man 


0.5828 


sin(^-6>) sin(79.83°-15°) 


= 0.644 


Discussion Note that the change in Mach number, pressure, temperature across the strong shock are much greater than 
the changes across the weak shock, as expected. For both the weak and strong oblique shock cases, Ma 2 n is supersonic and 
Ma 2 , n is subsonic. Flowever, Ma 2 is supersonic across the weak oblique shock, but subsonic across the strong oblique shock. 
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Chapter 12 Compressible Flow 


Duct Flow with Heat Transfer and Negligible Friction (Rayleigh Flow) 


12-96C 

Solution We are to discuss the characteristic aspect of Rayleigh flow, and its main assumptions. 

Aitalysis The characteristic aspect of Rayleigh flow is its involvement of heat transfer. The main assumptions 
associated with Rayleigh flow are: the flow is steady, one-dimcnsional, and frictionless through a constant-area duct, and 
the fluid is an ideal gas with constant specifie heats. 

Discussioit Of course, there is no such thing as frictionless flow. It is better to say that frictional effects are negligible 
compared to the heating effects. 


12-97C 

Solution We are to discuss what the points on a T-s diagram of Rayleigh flow represent. 

Aitalysis The points on the Rayleigh line represent the states that satisfy the conservation of mass, momentum, 

and energy equations as well as the property relations for a given State. Therefore, for a given inlet State, the fluid 
cannot exist at any downstream State outside the Rayleigh line on a T-s diagram. 

Discussioit The T-s diagram is quite useful, since any downstream State must lie on the Rayleigh line. 


12-98C 

Solution We are to discuss the effect of heat gain and heat loss on entropy during Rayleigh flow. 

Aitalysis In Rayleigh flow, the effect of heat gain is to increase the entropy of the fluid, and the effect of heat loss 

is to decrease the entropy. 

Discussioit You should recall from thermodynamics that the entropy of a system can be lowered by removing heat. 


12-99C 

Solution We are to discuss how temperature and stagnation temperature change in subsonic Rayleigh flow. 

Aitalysis In Rayleigh flow, the stagnation temperature T 0 always increases with heat transfer to the fluid, but the 

temperature T decreases with heat transfer in the Mach number range of 0.845 < Ma < 1 for air. Therefore, the 
temperature in this case will decrease. 

Discussioit This at first seems counterintuitive, but if heat were not added, the temperature would drop even more if the 
air were accelerated isentropically from Ma = 0.92 to 0.95. 


12-100C 

Solution We are to discuss the effect of heating on the flow velocity in subsonic Rayleigh flow. 

Aitalysis Heating the fluid increases the flow velocity in subsonic Rayleigh flow, but decreases the flow velocity 

in supersonic Rayleigh flow. 

Discussioit These results are not necessarily intuitive, but must be trae in order to satisfy the conservation laws. 


12-101C 

Solution We are to examine the Mach number at the end of a choked duct in Rayleigh flow when more heat is added. 
Aitalysis The flow is choked, and thus the flow at the duct exit remains sonic. 

Discussioit There is no mechanism for the flow to become supersonic in this case. 
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Chapter 12 Compressible Flow 


12-102 

Solution Fuel is burned in a tubular combustión chamber with compressed air. For a specified exit Mach number, the 
exit temperature and the rate of ftiel consumption are to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 Combustión is 
complete, and it is treated as a heat addition process, with no change in the Chemical composition of flow. 3 The increase in 
mass flow rate due to ñiel injection is disregarded. 


Properties 

Analysis 

Pi = 


We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, andR = 0.287 kJ/kg-K. 
The inlet density and mass flow rate of air are 


400 kPa 


■ = 2.787 kg/nr 


RT ] (0.287 kJ/kgK)(500 K) 

m alr =p x A cX V x =(2.787 kg/m 3 )[;r(0.12 m) 2 / 4](70 m/s) = 2.207 kg/s 
The stagnation temperature and Mach number at the inlet are 


Q 

Pa ^ 


P\ = 400!kPa 
T\ = 500iK COMBUSTOR 

V x = 7oVs 1 íl 


T’oi _ + 


2c r 


= 500 K - 


(70 m/s) - 


1 kJ/kg 

2x1.005 kJ/kg-K ' v 1000m 2 /s 2 


= 502.4 K 



: 1 = y JkRT l = j(1.4)(0.287 kJ/kg • K)(500 K) 


lOOOm 2 /s 
1 kJ/kg 


2 A 


= 448.2 m/s 


Ma[ 


Vx 

c \ 


70 m/s 
448.2 m/s 


0.1562 


The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are (Table A-15): 
Ma, = 0.1562: Tjf = 0.1314, T m lT* = 0.1100, V¡/V* = 0.0566 

Ma 2 = 0.8: T 2 /f = 1.0255, T 02 /f =0.9639, V 2 /V* = 0.8101 


The exit temperature, stagnation temperature, and velocity are determined to be 


T 2 _ T 2 /T* 

~T\~ ~T\Tt* 


1.0255 

0.1314 


7.804 


t = vi;.™9 = , 763 

T 0 1 T 01 /T 0.1100 

F 2 V 2 IV* 0.8101 _ 1<|31 
V x V,/V* 0.0566 


-> 


—> 


T 2 = 7.8047J = 7.804(500 K) = 3903 K s 3900 K 


T 02 = 8.763T 01 = 8.763(502.4 K) = 4403 K 


V 2 = \4.31V X = 14.31(70 m/s) = 1002 m/s 


Then the mass flow rate of the fuel is determined to be 


q = c p ( T Q2 -T 0l ) = (1.005 kJ/kg • K)(4403 - 502.4) K = 3920 kJ/kg 


Q = m^q = (2.207 kg/s)(3920 kJ/kg) = 8650 kW 


m 


fuel 


Q_ 

HV 


8650 kJ/s 
39,000 kJ/kg 


= 0.222 kg/s 


Discussion Note that both the temperature and velocity increase during this subsonic Rayleigh flow with heating, as 
expected. This problem can also be solved using appropriate relations instead of tabulated valúes, which can likewise be 
coded for convenient Computer Solutions. 
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Chapter 12 Compressible Flow 


12-103 

Solution Fuel is burned in a rectangular duct with compressed air. For specified heat transfer, the exit temperature 
and Mach number are to be determined. 

Assumptiom The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 


Properties 

Analysis 


We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 
The stagnation temperature and Mach number at the inlet are 


c x = ■ s JkRT x = (1.4)(0.287 kJ/kg • K)(300 K) 


V x = MaiCj = 2(347.2 m/s) = 694.4 m/s 


^1000m 2 /s n 
1 kJ/kg 


= 347.2 m/s 


r 01 = r, +—= 3 ook+ (6944m/s) < lkJ /k g 


2c, 


2x1.005 kJ/kg-K ^1000m 2 /s 2 


= 539.9 K 


P, = 420 kP4 
T] = 300 K ! 

I 

Ma[ = 2 ' 


q = 55 kJ/kg 

—"V— 


T 2 , Ma 2 


The exit stagnation temperature is, from the energy equation q = c ( T 02 ~T 0l ), 


t 02 = r ü! + — = 539.9 K + 


55 kJ/kg 
1.005 kJ/kg-K 


= 594.6 K 


The máximum valué of stagnation temperature T 0 occurs at Ma = 1, and its valué can be determined from Table A-15 or 
from the appropriate relation. At Ma¡ = 2 we read T 0 i/T 0 = 0.7934. Therefore, 


T 0 =- 


'01 


539.9K 


= 680.5 K 


0.7934 0.7934 

The stagnation temperature ratio at the exit and the Mach number corresponding to it are, from Table A-15, 


02 


594.6 K 
680.5 K 


Also, 


Ma, =2 
Ma 2 = 1.642 


= 0.8738 


—> 
-> 


—> 


Ma,= 1.642 = 1.64 


TJT =0.5289 
T 2 /T* =0.6812 


Then the exit temperature becomes 
0.6812 


t 2 _T 2 ¡T' 
T x ~ T X !T* 


0.5289 


= 1.288 -> T 2 = 1.2887] = 1.288(300 K) = 386 K 


Discussion Note that the temperature increases during this supersonic Rayleigh flow with heating. This problem can 
also be solved using appropriate relations instead of tabulated valúes, which can likewise be coded for convenient Computer 
Solutions. 
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Chapter 12 Compressible Flow 


12-104 

Solution Compressed air is cooled as it flows in a rectangular duct. For specified heat rejection, the exit temperature 
and Mach number are to be determined. 

Assumptiom The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 


Properties 

Analysis 


We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 
The stagnation temperature and Mach number at the inlet are 


q = sjkRT^ = (1.4)(0.287 kJ/kg • K)(300 K) 


V l = MaiCj = 2(347.2 m/s) = 694.4 m/s 


^1000m 2 /s n 
1 kJ/kg 


= 347.2 m/s 


P, = 420 kPa 
Ti = 300 K 

Ma[ = 2 


T 01 ~ T \ + 


K 

2c, 


■ = 300 K + - 


(694.4 m/s) 2 f 1 kJ/kg 


2x1.005 kJ/kg-K ^1000m 2 /s 2 


= 539.9 K 


q = -55 kJ/kg 



The exit stagnation temperature is, from the energy equation cj = c (P 02 


T Q2 =T 0l +-^ = 539.9 K + 


-55 kJ/kg 
1.005 kJ/kg-K 


■ = 485.2 K 


The máximum valué of stagnation temperature T 0 occurs at Ma = 1, and its valué can be determined from Table A-15 or 
from the appropriate relation. At Ma¡ = 2 we read T 0 i/T 0 = 0.7934. Therefore, 


T 0 =- 


'01 


539.9K 


= 680.5 K 


0.7934 0.7934 

The stagnation temperature ratio at the exit and the Mach number corresponding to it are, from Table A-15, 


02 


485.2 K 
680.5 K 


= 0.7130 


—> 


Ma, = 2.479 =s 2.48 


Also, 


Ma 1 = 2 
Ma 2 = 2.479 


—> 
-> 


Ti/T =0.5289 
T 2 /T* =0.3838 


Then the exit temperature becomes 
0.3838 


t 2 _ t 2 /t 

Ti TJT* 


0.5289 


= 0.7257 T 2 = 0.7257P, =0.7257(300 K) = 218 K 


Discussioit Note that the temperature decreases and Mach number increases during this supersonic Rayleigh flow with 
cooling. This problem can also be solved using appropriate relations instead of tabulated valúes, which can likewise be 
coded for convenient Computer Solutions. 
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Chapter 12 Compressible Flow 


12-105 

Solution Air is heated in a duct during subsonic flow until it is choked. For specified pressure and velocity at the exit, 
the temperature, pressure, and velocity at the inlet are to be determined. 

Assumptions The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 


Analysis Noting that sonic conditions exist at the exit, the exit temperature is 
c 2 = F 2 /Ma 2 = (620 m/s)/l = 620 m/s 


c 2 = JkRT 2 1(1,4)(0.287 kJ/kg • K)T 2 


^1000m 2 /s n 
1 kJ/kg 


= 620 m/s 


lt gives 77 = 956.7 K. Then the exit stagnation temperature becomes 


T 02 ~ T 2 + 


v¿ 

2 c r 


■ = 956.7 K + - 


(620 m/s) 2 


1 kJ/kg 

2x1.005 kJ/kg-K U000 m 2 /s 2 


= 1148 K 


q = 60 kJ/kg 


P\ 

1- 

1 

1 

—y 

P 2 t= 270 kPa 

Ti 

1 

1 

1 


V 2 ^= 620 m/s 

Ma] 

1 

1 

1 


Mfi 2 = 1 

1 

1 


The inlet stagnation temperature is, from the energy equation q = c p (T 02 -T 0 i), 


Tqi = Tq 2 - — = 1148 K - 


60 kJ/kg 


■ = 1088 K 


^ 1.005 kJ/kg-K 

The máximum valué of stagnation temperature T 0 * occurs at Ma = 1, and its valué in this case is T 02 since the flow 
is choked. Therefore, T 0 = T 02 = 1148 K. Then the stagnation temperature ratio at the inlet, and the Mach number 
corresponding to it are, from Table A-15, 


’\= 1088 K = 0.9478 Maj = 0.7649 = 0.765 

T 0 1148 K 


The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are (Table A-15): 

Maj = 0.7649: T { /T* = 1.017, P x /P* = 1.319, V X IV* = Q.11\9 

Ma 2 = 1: T 2 /T* = 1, P 2 /P" = 1, V 2 /V* = 1 

Then the inlet temperature, pressure, and velocity are determined to be 


T 2 _ T 2 /T* 1 

T x T x /T* 1.017 

P 2 P 2 /P* _ 1 

Py ~ P X !P* “1.319 
V 2 _ V 2 IV* _ 1 

V x - Vy IV* “0.7719 


T x =1.017T 2 =1.017(956.7 K) = 974 K 
Py =1.319 P 2 = 1.319(270 kPa) = 356 kPa 
V, =0.7719F 2 =0.7719(620 m/s) = 479 m/s 


Discussion Note that the temperature and pressure decreases with heating during this subsonic Rayleigh flow while 
velocity increases. This problem can also be solved using appropriate relations instead of tabulated valúes, which can 
likewise be coded for convenient Computer Solutions. 
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Chapter 12 Compressible Flow 


12-106E 

Solution Air flowing with a subsonic velocity in a round duct is accelerated by heating until the flow is choked at the 
exit. The rate of heat transfer and the pressure drop are to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 The flow is 
choked at the duct exit. 3 Mass flow rate remains constant. 


Properties We take the properties of air to be k = 1.4, c p = 0.2400 Btu/lbmR, and R = 0.06855 Btu/lbmR = 0.3704 
psiaftVlbm-R. 

Analysis The inlet density and velocity of air are 

30psia 


Q 


P\ = 


v l = " air 


RT\ (0.3704 psia-ft J /lbm-R)(800R) 
m 5 lbm/s 


- = 0.1012 lbm/ft 3 


P\ = 30 psia 
T x = 800¡R 




= 565.9 fl/s 


P\A C i (0.1012 lbm/ft 3 )[^(4/12 ñ) 2 / 4] 

The stagnation temperature and Mach number at the inlet are 


m = 5 lbi¡n/s 


Vi 

T 0 1 =T X + —— = 800R+- 


(565.9 ft/s)‘ 


2c, 


2 x 0.2400 Btu/lbmR 


1 Btu/lbm 

25,037 ft 2 /s 2 


= 826.7 R 


c, = ^JkRTi = ^|(1.4)(0.06855 Btu/lbm • R)(800 R) 
V x 565.9 ft/s 


f 25,037ft 2 /s 2 ^ 

1 Btu/lbm 


= 1386 ft/s 


Ma, = — =- 


cj 1386 ft/s 


= 0.4082 


Ma 2 = 1 


T 2 = 680 R 


The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are (Table A-15): 

Ma,= 0.4082: TJT* =0.6310, R,/P*= 1.946, T m /T n * =0.5434 

Ma 2 = 1: T 2 /f = 1, P 2 /P* = 1, T 02 /T 0 * = 1 

Then the exit temperature, pressure, and stagnation temperature are determined to be 

t 2 t 2 /t* 1 

Ti Ti IT* 0.6310 

P 2 P 2 !P\ 1 

P\ PJP* 1.946 

^02 _ ^02 ! T _ 1 

Tqi ~ T 0 i /T* “ 0.5434 

Then the rate of heat transfer and the pressure drop become 

Q = m aiI c p ( T 02 -T m ) = (5lbm/s)(0.2400Btu/lbm• R)(1521-826.7)R = 834 Btu/s 
A P = P X -P 2 =30-15.4 = 14.6 psia 


T 2 = T x / 0.6310 = (800 R)/ 0.6310 = 1268 R 
-> P 2 = P x 12.212 = (30psia)/l.946 = 15.4psia 
T 02 =T 0 i /0.1743 = (826.7R)/0.5434 = 1521 R 


Discussion Note that the entropy of air increases during this heating process, as expected. 
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Chapter 12 Compressible Flow 


12-107 



Solution Air flowing with a subsonic velocity in a duct. The variation of entropy with temperature is to be 
investigated as the exit temperature varíes from 600 K to 5000 K in increments of 200 K. The results are to be tabulated and 
plotted. 


Analysis We solve this problem using EES making use of Rayleigh functions. The EES Equcitions window is printed 
below, along with the tabulated and plotted results. 

k=1.4 
cp=1.005 
R=0.287 
P1=350 
TI=600 
VI =70 

C1 =sqrt(k*R*T1*1000) 

Ma1=V1/C1 

T01 =T1 *(1 +0.5*(k-1 )*Ma1 A 2) 

P01 =P1 *(1 +0.5*(k-1 )*Ma1 A 2) A (k/(k-1)) 

F1 =1 +0.5*(k-1 )*Ma1 A 2 
T01Ts=2*(k+1 )*Ma1 A 2*F1/(1+k*Ma1 A 2) A 2 
P01 Ps=((1 +k)/(1 +k*Ma1 A 2))*(2*F1/(k+1 )) A (k/(k-1)) 

T1Ts=(Ma1*((1+k)/(1+k*Ma1 A 2))) A 2 
P1Ps=(1+k)/(1+k*Ma1 A 2) 

VI Vs=Ma1 A 2*(1 +k)/(1 +k*Ma1 A 2) 

F2=1 +0.5*(k-1 )*Ma2 A 2 
T02Ts=2*(k+1 )*Ma2 A 2*F2/(1 +k*Ma2 A 2) A 2 
P02Ps=((1+k)/(1+k*Ma2 A 2))*(2*F2/(k+1)) A (k/(k-1)) 

T2Ts=(Ma2*((1 +k)/(1 +k*Ma2 A 2))) A 2 
P2Ps=(1+k)/(1+k*Ma2 A 2) 

V2Vs=Ma2 A 2*(1 +k)/(1 +k*Ma2 A 2) 

T02=T02Ts/T01Ts*T01 
P02=P02Ps/P01 Ps*P01 
T2=T2Ts/T1Ts*T 1 
P2=P2Ps/P1 Ps*P1 
V2=V2Vs/V1 Vs*V1 
Delta_s=cp*ln(T2/T 1 )-R*ln(P2/P1) 


Exit temperature 

t 2 , k 

Exit Mach 
number, Ma 2 

Exit entropy relative to inlet, 
s 2 , kJ/kg-K 

600 

0.143 

0.000 

800 

0.166 

0.292 

1000 

0.188 

0.519 

1200 

0.208 

0.705 

1400 

0.227 

0.863 

1600 

0.245 

1.001 

1800 

0.263 

1.123 

2000 

0.281 

1.232 

2200 

0.299 

1.331 

2400 

0.316 

1.423 

2600 

0.333 

1.507 

2800 

0.351 

1.586 

3000 

0.369 

1.660 

3200 

0.387 

1.729 

3400 

0.406 

1.795 

3600 

0.426 

1.858 

3800 

0.446 

1.918 

4000 

0.467 

1.975 

4200 

0.490 

2.031 

4400 

0.515 

2.085 

4600 

0.541 

2.138 

4800 

0.571 

2.190 

5000 

0.606 

2.242 



Discussion Note that the entropy of air increases during this heating process, as expected. 
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Chapter 12 Compressible Flow 


12-108E 

Solution Air flowing with a subsonic velocity in a square duct is accelerated by heating until the flow is choked at 
the exit. The rate of heat transfer and the entropy change are to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 The flow is 
choked at the duct exit. 3 Mass flow rate remains constant. 


Properties We take the properties of air to be k = 1.4, c p = 0.2400 Btu/lbm-R, and R = 0.06855 Btu/lbm-R = 0.3704 


psia-ft/lbm-R. 

Analysis The inlet density and mass flow rate of air are 


Q 


P\ =- 


80psia 


= 0.3085 lbm/ft 3 


RT X (0.3704 psia • ft 3 /lbm • R)(700 R) 
m air = p x A cX V x = (0.3085lbm/ft 3 )(4x4/144ft 2 )(260ft/s) = 8.914 lbm/s 
The stagnation temperature and Mach number at the inlet are 


1 

P x = 80 psia 

T~ 

-i 

l 

1 

T x = 700¡R 

1 


¡Ma 2 = 1 

L, =260; ft/s 

1 

1 


1 

1 

1 

1 


T o\ ~ T \ + 


jr 

2 c. 


■ = 700 R + - 


(260 ft/s)' 


2x0.2400 Btu/lbm-R 


1 Btu/lbm 

25,037 ft 2 /s 2 


= 705.6 R 


c, = yjkRT x = 1(1.4)(0.06855 Btu/lbm • R)(700 R) 


„ V x 260 ft/s „ ^ f\f\c 

Ma, = —=-= 0.2005 

c x 1297 ft/s 


^25,037 ft 2 /s 2 A 

1 Btu/lbm 


= 1297 ft/s 


The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are (Table A-15): 

Ma¡ = 0.2005: T x /f ■« 0.2075, P X !P* = 2.212, TJT { * =0.1743 
Ma 2 = 1: T 2 /T* = 1, P 2 /P* = 1, T 02 /T 0 * = 1 

Then the exit temperature, pressure, and stagnation temperature are determined to be 


T 2 _ T 2 /T* 1 

7) T x /T* 0.2075 

P 2 P.JP* 1 
P x ~ P x /P* ~ 2.272 

^02 _ ^02 ! T _ 1 

T 0 i~T 0X /T* '0.1743 


T 2 =T x / 0.2075 = (700 R) / 0.2075 = 3374 R 
-> P 2 =P X I 2.272 = (80 psia) / 2.272 = 35.2 psia 
-> T 02 = T 0l / 0.1743 = (705.6 R) / 0.1743 = 4048 R 


Then the rate of heat transfer and entropy change become 

Q = m air c p (r 02 -T 01 ) = (8.914 lbm/s)(0.2400 Btu/lbm-R)(4048-705.6) R = 7151 Btu/s = 7150 Btu/s 

T P ^174 R 35 2r)sia 

As = c„ ln ——R ln = (0.2400 Btu/lbm • R) ln - (0.06855 Btu/lbm • R) ln —— = 0.434 Btu/lbm • R 

p T x P x 700 R 80 psia 


Discussion Note that the entropy of air increases during this heating process, as expected. 
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Chapter 12 Compressible Flow 


12-109 

Solution Air enters the combustión chamber of a gas turbine at a subsonic velocity. For a specified rate of heat 
transfer, the Mach number at the exit and the loss in stagnation pressure to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 The cross- 
sectional area of the combustión chamber is constant. 3 The increase in mass flow rate due to fuel injection is disregarded. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 


Analysis The inlet stagnation temperature and pressure are 
T 01 = T x J^l + p -- Ma( J = (550 K)^l + 0.2 2 j = 554.4 K 


k -1 


k/(k-\) 


P m =P, 1 + — Maf =(600 kPa) 1 + —-0.2 


1.4-1, 


= 617.0 kPa 


Q = 200 kJ/s 

P\ = 60oikPa ^ 

T ] = 550.K coMBUSTOR 

Ma 2 

Maj = 0.J2 

1 

1 



The exit stagnation temperature is determined from 


Q = rh^Cp (Tq 2 -r 01 ) -> 200 kJ/s = (0.3 kg/s)(1.005 kJ/kg • K)(T 02 -554.4)K 


It gives 


T 02 = 1218 K. 


At Mai = 0.2 we read from T 0 i/T 0 = 0.1736 (Table A-15). Therefore, 


T 0 =' 


[ ot 


554.4 K 


= 3193.5 K 


0.1736 0.1736 

Then the stagnation temperature ratio at the exit and the Mach number corresponding to it are (Table A-15) 


02 


1218 K 
3193.5 K 


= 0.3814 -> Ma 2 = 0.3187 = 0.319 


Also, 


Ma, = 0.2 Poi/Po = 1.2346 

Ma 2 = 0.3187 -> P ü2 /Po = 1.191 


Then the stagnation pressure at the exit and the pressure drop become 


r 02 


I Po 


1.191 


^01 P 0l /P 0 1-2346 


= 0.9647 -> P 02 = 0.9647P 01 = 0.9647(617 kPa) = 595.2 kPa 


and 


A P Q =P 01 -P 02 =617.0-595.2 = 21.8 kPa 


Discussion This problem can also be solved using appropriate relations instead of tabulated valúes, which can likewise 
be coded for convenient Computer Solutions. 
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Chapter 12 Compressible Flow 


12-110 

Solution Air enters the combustión chamber of a gas turbine at a subsonic velocity. For a specified rate of heat 
transfer, the Mach number at the exit and the loss in stagnation pressure to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 The cross- 
sectional area of the combustión chamber is constant. 3 The increase in mass flow rate due to fuel injection is disregarded. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 
Analysis The inlet stagnation temperature and pressure are 


T’oi = T x (l + Ma= (550 K)(l + ^0.2 


2 2 = 554.4 K 


^o.=^l + 


k -1 


Ma, 


k/(k-\) 


= (600 kPa)| l + ^-0.2 2 


= 617.0 kPa 

The exit stagnation temperature is determined from 


Q = 300 kJ/s 

■v- 


P ] =600|kPa 

Ti = 550|K cqmBUSTOR 

-*! TUBE 

Ma! = 0.J2 


Ma? 


Q = m ak c p (T 02 -r 01 ) 300kJ/s = (0.3kg/s)(1.005kJ/kg-K)(r 02 -554.4)K 


It gives 

r 02 = 1549 K. 

At Mai = 0.2 we read from T 0 i/T 0 * = 0.1736 (Table A-15). Therefore, 


T 0 =' 


[ oi 


554.4 K 


= 3193.5 K 


0.1736 0.1736 

Then the stagnation temperature ratio at the exit and the Mach number corresponding to it are (Table A-15) 


02 


1549 K 
3193.5 K 


= 0.4850 -> Ma 2 = 0.3753 = 0.375 


Also, 


Ma, = 0.2 -^Pm/Po = 1.2346 

Ma 2 = 0.3753 Pqi/Po = 1.167 


Then the stagnation pressure at the exit and the pressure drop become 


! 02 


-01 


P 02 /P 0 1.167 


P 01 /P 0 1.2346 


= 0.9452 -> P 02 = 0.9452/q! = 0.9452(617 kPa) = 583.3 kPa 


and 


AP 0 =P 01 -P m =617.0-583.3 = 33.7 kPa 


r 02 


Discussion This problem can also be solved using appropriate relations instead of tabulated valúes, which can likewise 
be coded for convenient Computer Solutions. 
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Chapter 12 Compressible Flow 


12-111 

Solution Argón flowing at subsonic velocity in a constant-diameter duct is accelerated by heating. The highest rate of 
heat transfer without reducing the mass flow rate is to be determined. 


Assumptions 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 Mass flow 
rate remains constant. 


Properties We take the properties of argón to be k = 1.667, c p = 

n S9H9 VMVcy-K anH /? - 0 9081 VT fco-K 

Q 



Analysis Heat transfer stops when the flow is choked, and thus 

Ma 2 = V 2 /c 2 = 1. The inlet stagnation temperature is 

P\ = 320! kPa 
Ti = 400ÍK 


-1 

1 

1 

¡Ma 2 = 1 

T 0l = J, ^1 + k ~ 1 Ma 2 J = (400 K)^l + lM1 ' 1 0.2 2 j = 405.3 K 

Ma! = Ó$ 

1 

1 


1 

1 

1 

1 


The Rayleigh flow functions corresponding to the inlet and exit Mach 
numbers are 


Tqi/Tq = 1 (since Ma 2 = 1) 


T m _ (k + l)Ma 2 [2 + (k- l)Ma 2 ] 
T 0 * (1 + kMaf) 2 


(1.667 +1)0.2 2 [2 + (1.667 -1)0.2 2 ] 
(1 + 1.667x0.2 2 ) 2 


= 0.1900 Therefore, 


^02 _ ^02 ! T 0 _ 1 

T 01 ' T 01 /Tq '0.1900 

Then the rate of heat transfer becomes 


-> T 02 = T ol /0.1900 = (405.3K)/0.1900 = 2133 K 


Q = m ak c p ( T 02 - T (n ) = (0.8 kg/s)(0.5203 kJ/kg • K)(2133 - 400) K = 721 kW 

Discussion It can also be shown that 73 = 1600 K, which is the highest thermodynamic temperature that can be attained 
under stated conditions. If more heat is transferred, the additional temperature rise will cause the mass flow rate to decrease. 
Also, in the solution of this problem, we cannot use the valúes of Table A-15 since they are based on k= 1.4. 
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Chapter 12 Compressible Flow 


12-112 

Solution Air flowing at a supersonic velocity in a duct is decelerated by heating. The highest temperature air can be 
heated by heat addition and the rate of heat transfer are to be determined. 

Assumptions lThe assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 Mass flow 
rate remains constant. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 

Analysis Heat transfer will stop when the flow is choked, and thus Ma 2 = V 2 /c 2 = 1. Knowing stagnation properties, 

the static properties are determined to be 


Tx=T o.l- 


^=^oi 1 + 


P\ =■ 


k -1 
~2 

k -1 


-Ma; 


-i 


= (600K)| l + ^il.8 2 


-i 


= 364.1K 


Q 


Maf 


-k/(k-\) , , . , - 1 . 4 / 0.4 

= (210 kPa) 1 + —-1.8 2 


= 36.55 kPa 
36.55 kPa 


P 0 i = 21<DkPa 
T m = 600 K 

I 

Ma[ = l.|3 




= 0.3498 kg/nr 


RT X (0.287 kJ/kgK)(364.1K) 

Then the inlet velocity and the mass flow rate become 


c, = JkRT) = 1.4)(0.287 kJ/kg • K)(364.1K) 

V x =Ma lCl = 1.8(382.5 m/s) = 688.5 m/s 


A 1000m 2 /s 2> 
1 kJ/kg 


= 382.5 m/s 


Ma 2 — 1 


m au . = p x A cX V x = (0.3498 kg/m 3 )[/r(0.06 m) 2 / 4](688.5 m/s) = 0.6809 kg/s 


The Rayleigh flow ñinctions corresponding to the inlet and exit Mach numbers are (Table A-15): 

Maj = 1.8: T x tf = 0.6089, T 01 /T 0 * = 0.8363 

Ma 2 = 1 : T 2 /f = 1 , TJT n * = I 

Then the exit temperature and stagnation temperature are determined to be 


t 2 t 2 /t* 1 

T x T { IT* 0.6089 

2q2 _ 2q2 /7q _ 1 

T 0l ~T 0l /T¿~ 0.8363 

Finally, the rate of heat transfer is 


T 2 = T x / 0.6089 = (364.1K) / 0.6089 = 598 K 

T 02 = T 0l 70.8363 = (600 K)/0.8363 = 717.4 Ks 717 K 


Q = m^Cp (r 02 - T ox ) = (0.6809 kg/s)(1.005 kJ/kg • K)(717.4 - 600) K = 80.3 kW 


Discussion Note that this is the highest temperature that can be attained under stated conditions. If more heat is 
transferred, the additional temperature will cause the mass flow rate to decrease. Also, once the sonic conditions are 
reached, the thermodynamic temperature can be increased further by cooling the fluid and reducing the velocity (see the T-s 
diagram for Rayleigh flow). 
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Chapter 12 Compressible Flow 


Adiabatic Duct Flow with Friction (Fanno Flow) 


12-113C 

Solution We are to discuss the characteristic aspect of Fanno flow and its main assumptions. 

Analysis The characteristic aspect of Fanno flow is its consideration of friction. The main assumptions associated 

with Fanno flow are: the flow is steady, one-dimensional, and adiabatic through a constant-area duct, and the fluid is an 
ideal gas with constant specific heats. 

Discussioit Compared to Rayleigh flow, Fanno flow accounts for friction but neglects heat transfer effects, whereas 
Rayleigh flow accounts for heat transfer but neglects frictional effects. 


12-114C 

Solution We are to discuss the T-s diagram for Fanno flow. 

Analysis The points on the Fanno line on a T-s diagram represent the States that satisfy the conservation of mass, 

momentum, and energy equations as well as the property relations for a given inlet State. Therefore, for a given initial 
State, the fluid cannot exist at any downstream State outside the Fanno line on a T-s diagram. 

Discussioit The T-s diagram is quite useful, since any downstream State must lie on the Fanno line. 


12-115C 

Solution We are to discuss the effect of friction on the entropy during Fanno flow. 

Analysis In Fanno flow, the effect of friction is always to increase the entropy of the fluid. Therefore Fanno flow 
always proceeds in the direction of increasing entropy. 

Discussioit To do otherwise would viólate the second law of thermodynamics. 


12-116C 

Solution We are to examine what happens when the Mach number of air increases in subsonic Fanno flow. 

Analysis During subsonic Fanno flow, the stagnation temperature T 0 remains constant, stagnation pressure P 0 

decreases, and entropy s increases. 

Discussioit Friction leads to irreversible losses, which are felt as a loss of stagnation pressure and an increase of 
entropy. Flowever, since the flow is adiabatic, the stagnation temperature does not change downstream. 


12-117C 

Solution We are to examine what happens when the Mach number of air decreases in supersonic Fanno flow. 

Analysis During supersonic Fanno flow, the stagnation temperature T 0 remains constant, stagnation pressure Po 

decreases, and entropy s increases. 

Discussioit Friction leads to irreversible losses, which are felt as a loss of stagnation pressure and an increase of 
entropy. However, since the flow is adiabatic, the stagnation temperature does not change downstream. 
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Chapter 12 Compressible Flow 

12-118C 

Solution We are to discuss the effect of friction on velocity in Fanno flow. 

Analysis Friction increases the flow velocity in subsonic Fanno flow, but decreases the flow velocity in 
supersonic flow. 

Discussioit These resnlts may not be intuitive, but they come from following the Fanno line, which satisfies the 
conservation equations. 


12-119C 

Solution We are to discuss what happens to choked subsonic Fanno flow when the duct is extended. 

Analysis The flow is choked, and thus the flow at the duct exit must remain sonic. The mass flow rate has to 

decrease as a result of extending the duct length in order to compénsate. 

Discussioit Since there is no way for the flow to become supersonic (e.g., there is no throat), the upstream flow must 
adjust itself such that the flow at the exit plan remains sonic. 


12-120C 

Solution We are to discuss what happens to supersonic Fanno flow, initially sonic at the exit, when the duct is 
extended. 

Analysis The flow at the duct exit remains sonic. The mass flow rate must remain constant since upstream 
conditions are not affected by the added duct length. 

Discussioit The mass flow rate is fixed by the upstream stagnation conditions and the size of the throat - therefore, the 
mass flow rate does not change by extending the duct. Flowever, a shock wave appears in the duct when it is extended. 
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Chapter 12 Compressible Flow 


12-121 

Solution Subsonic airflow in a constant cross-sectional area adiabatic duct is considered. For a specified exit Mach 
number, the duct length, temperature, pressure, and velocity at the duct exit are to be determined. 


Assumptions 1 The assumptions associated with Fanno flow (i.e., 
steady, frictional flow of an ideal gas with constant properties through a 
constant cross-sectional area adiabatic duct) are valid. 2 The friction 
factor remains constant along the duct. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 
kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction factor is given to 
be/ 0.016. 

Analysis The inlet velocity is 



P\ = 200 kPa /= 0.016 

7) = 400 K _ Exit 

Maj = 0.2 * Ma 2 =0.8 


Ma*=l 

J 1 * 

p* 



c, = JkR7\ = (1.4)(0.287 kJ/kg • K)(400 K) 


^ 1000m 2 /s n 
1 kJ/kg 


= 400.9 m/s 


F, = MajCj = 0.2(400.9 m/s) = 80.2 m/s 


The Fanno flow functions corresponding to the inlet and exit Mach numbers are, from Table A-16, 

Ma,=0.2: (JL*/D h ) , = 14.5333 T x /f = 1.1905, PJP* = 5.4554, F,/F* = 0.2182 

Ma 2 = 0.8: (JL*/D h ) 2 = 0.0723 T 2 /f = 1.0638, P 2 /P* = 1.2893, F 2 /F* = 0.8251 


Then the temperature, pressure, and velocity at the duct exit are determined to be 


T T IT 1 0638 

— =—-;r=--= 0.8936 T 2 =0.89367) =0.8936(400 K) = 357 K 

7) TJT 1.1905 

p p / p* i 2893 

— =—- r = --= 0.2363 ^ P 2 = 0.2363P, = 0.2363(200kPa) = 47.3 kPa 

P x PJP 5.4554 

— = Vl /K , = 0,8251 =3.7814 F 2 =3.7814F, =3.7814(80.2m/s) = 303m/s 

Fj Fj/F 0.2182 

Finally, the actual duct length is determined to be 


L — I'X ^2 — 


D,, D h 


— = (14.5333 - 0.0723) °' 05m = 45.2 m 
/ 0.016 


Discussion Note that it takes a duct length of 45.2 m for the Mach number to increase from 0.2 to 0.8. The Mach 
number rises at a much higher rate as sonic conditions are approached. The máximum (or sonic) duct lengths at the inlet 
and exit States in this case are L\ = 45.4 m and L 2 = 0.2 m. Therefore, the flow would reach sonic conditions if a 0.2-m 
long section were added to the existing duct. 
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Chapter 12 Compressible Flow 


12-122 

Solution Air enters a constant-area adiabatic duct of given length at a specified State. The exit Mach number, exit 
velocity, and the mass flow rate are to be determined. 


Assumptions 1 The assumptions associated with Fanno flow (i.e., 
steady, frictional flow of an ideal gas with constant properties through a 
constant cross-sectional area adiabatic duct) are valid. 2 The friction 
factor is constant along the duct. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 
kJ/kg-K, and R = 0.287 kJ/kg-K. The friction factor is given to be/ = 
0.023. 

Analysis The First thing we need to know is whether the flow is 
choked at the exit or not. Therefore, we first determine the inlet Mach 
number and the corresponding valué of the function /L !D h , 


L= 15 m 

T * i 

2 4 


1 


P x = 300 kPa 
7) = 500 K 
V¡ =70 m/s 


Exit 

Nía? 


Má*=I 

j '* 
p * 

V 



Cj = yjkRTi = (1.4)(0.287 kJ/kg • K)(500 K) 


^ 1000m 2 /S n 
1 kJ/kg 


= 448.2 m/s 


Ma¡ = 


Vi 


70 m/s 
448.2 m/s 


= 0.1562 


Corresponding to this Mach number we calcúlate (or read) from Table A-16), (fL IDí)\ 
duct length L. we have 


25.540. Also, using the actual 


A = (0.023X15 m) =8 625 < 25 540 

D h 0.04 m 


Therefore, flow is not choked and exit Mach number is less than 1. Noting that L = L X - L 2 , the function fL ID h at the exit 
State is calculated from 

- — = 25.540-8.625 = 16.915 

1 Dh 

The Mach number corresponding to this valué of fL ID is obtained from Table A-16 to be 

Ma 2 = 0.187 

which is the Mach number at the duct exit. The mass flow rate of air is determined from the inlet conditions to be 


(fL'} 


(fL'} 

v °h , 

2 

, D h , 


P\ =- 


300 kPa 


( lkJ 


= 2.091 kg/m 


Rf (0.287 kJ/kgK)(500K)UkPa-m 3 
m air = p¡A cl V 1 = (2.091 kg/m 3 )[^(0.04m) 2 /4](70 m/s) = 0.184 kg/s 


Discussion It can be shown that L 2 = 29.4 m, indicating that it takes a duct length of 15 m for the Mach number to 
increase from 0.156 to 0.187, but only 29.4 m to increase from 0.187 to 1. Therefore, the Mach number rises at a much 
higher rate as sonic conditions are approached. 
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Chapter 12 Compressible Flow 


12-123 

Solution Air enters a constant-area adiabatic duct at a specified State, and leaves at sonic State. The máximum duct 
length that will not cause the mass flow rate to be reduced is to be determined. 



Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor is constant along the duct. 

Properties We take the properties of air to be k = 1.4 ,c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The friction factor is 
given to be/= 0.018. 


Analysis The mass flow rate will be máximum when the flow is choked, and thus the exit Mach number is Ma 2 = 1. 
In that case we have 


JL\ fL x (0.018)(0.50 m) 


= 0.9 


D D O.Olm 

The Mach number corresponding to this valué of fL ID at the tube inlet is obtained from Table A-16 to be Mai = 0.5225. 
Noting that the flow in the nozzle section is isentropic, the thermodynamic temperature, pressure, and density at the tube 
inlet become 


T \ = T o\\ 1 + 


k -1 


Maí 


= (290 K)í 1 + -(0.5225) 2 


= 275.0 K 




-*/(*—i) 


= (95 kPa) 1- 


1.4-1 


(0.5225X 


- 1 . 4 / 0.4 


= 78.87 kPa 


P\ =- 


78.87 kPa 


RT X (0.287 kJ/kgK)(275.0K) 

Then the inlet velocity and the mass flow rate become 


= 0.9993 kg/m J 


= JkRT x = (1.4)(0.287 kJ/kg • K)(275 K) 


^1000m 2 /s 2 ^ 
1 kJ/kg 


= 332.4 m/s 


F¡ = Ma lCl = 0.5225(332.4 m/s) = 173.7 m/s 


= p x A cí V x = (0.9993 kg/m 3 )[;r(0.01m) 2 /4](173.7 m/s) =0.0136 kg/s 


Discussion This is the máximum mass flow rate through the tube for the specified stagnation conditions at the inlet. 
The flow rate will remain at this level even if the vacuum pump drops the pressure even further. 
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12-124 

Solution Air enters a constant-area adiabatic duct at a specified State, and leaves at sonic State. The máximum duct 
length that will not cause the mass flow rate to be reduced is to be determined. 



Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor is constant along the duct. 

Properties We take the properties of air to be k = 1.4 ,c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The friction factor is 
given to be/= 0.025. 

Analysis The mass flow rate will be máximum when the flow is choked, and thus the exit Mach number is Ma 2 = 1. 
In that case we have 

K JA (Q-O^qm) 2g 
D D 0.01 m 

The Mach number corresponding to this valué of JL ID at the tube inlet is obtained from Table A-16 to be Ma¡ = 0.3899. 
Noting that the flow in the nozzle section is isentropic, the thermodynamic temperature, pressure, and density at the tube 
inlet become 

T x =r 01 ^l + ^Maf j = (290K)|\ + ^I(0.3899) 2 j =281.4K 

( k — 1 N-*/(*-!) ( i a , \ - 1 . 4 / 0.4 

P x =P 01 11 + — Mafj = (95kPa)íl + —^(0.3899) 2 1 = 85.54 kPa 


A =- 


85.54 kPa 


RT X (0.287 kJ/kgK)(281.4 K) 

Then the inlet velocity and the mass flow rate become 


= 1.059 kg/m J 


c¡ = ^kRT¡ = (1.4)(0.287 kJ/kg • K)(281.4 K) 


V¡ =Ma lCl = 0.3899(336.3 m/s) = 131.1 m/s 


^1000m 2 /s 2 ^ 
1 kJ/kg 


= 336.3 m/s 


= p¡A cl V¡ = (1.059kg/m 3 )[/r(0.01 m) 2 /4](131.1 m/s) =0.0109 kg/s 


Discussion This is the máximum mass flow rate through the tube for the specified stagnation conditions at the inlet. 
The flow rate will remain at this level even if the vacuum pump drops the pressure even further. 
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Chapter 12 Compressible Flow 


12-125 

Solution Air enters a constant-area adiabatic duct at a specified State, and undergoes a normal shock at a specified 
location. The exit velocity, temperature, and pressure are to be determined. 


Ma = 1 


Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, 
frictional flow of an ideal gas with constant properties through a constant 
cross-sectional area adiabatic duct) are valid. 2 The friction factor is 
constant along the duct. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 
kJ/kg-K, and R = 0.287 kJ/kg-K. The friction factor is given to be/= 0.007. 


P x = 80 kPa 



J 1 * 

7) = 380 K 


Nomial 

p* 

Maj = 2.8 

shock 

V* 

¿i = 3m 



Analysis The Fanno flow functions corresponding to the inlet Mach number of 2.8 are, from Table A-16, 

Ma,=2.8: (fL*/D h ) i = 0.4898 Tff = 0.4673, PfP* = 0.2441 

First we check to make sure that the flow everywhere upstream the shock is supersonic. The required duct length from the 
inlet L\ for the flow to reach sonic conditions is 


L\ =0.4898 —= 0.4898 

/ 


0.05 m 
0.007 


= 3.50 m 


which is greater than the actual length 3 m. Therefore, the flow is indeed supersonic when the normal shock occurs at the 


indicated location. Also, using the actual duct length Z], we have 


A (0.007)0 m) 


D, 


0.05 m 


= 0.4200 . Noting that L x = L x -L 2 , 


the function fL'/Di, at the exit State and the corresponding Mach number are 

A 


(fL M 


(JL'\ 

V D h J 

2 

, D h y 


D,, 


= 0.4898-0.4200 = 0.0698 -> Ma, = 1.315 


From Table A-16, at Ma 2 =1.315: T 2 /T =0.8918 and P 2 /P 
before the shock are determined to be 


T 2 t 2 /t 


T x T x /r 
P 2 P 2 /P * 


0.8918 

0.4673 

0.7183 


= 1.9084 


0.7183. Then the temperature, pressure, and velocity 
-> T 2 = 1.9084 T x = 1.9084(380 K) = 725.2 K 


P, P X !P 0.2441 


= 2.9426 


-> P 2 = 2.9426P¡ = 2.9426(80 kPa) = 235.4 kPa 


The normal shock functions corresponding to a Mach number of 1.315 are, from Table A-14, 
Ma, =1.315: Ma 3 = 0.7786, T 3 /T 2 = 1.2001, P 2 /P 2 = 1.8495 

Then the temperature and pressure after the shock become 


r 3 =1.200ir 2 = 1.2001(725.2 K)= 870.3 K and P 3 =1.8495P, = 1.8495(235.4 kPa) = 435.4 kPa 
Sonic conditions exist at the duct exit, and the flow downstream the shock is still Fanno flow. From Table A-16, 

Ma 3 = 0.7786: T 3 /T* = 1.0702, P 3 /P* = 1.3286 

Ma 4 = 1: Tjf = 1, P 4 /P* = 1 

Then the temperature, pressure, and velocity at the duct exit are determined to be 


T A TJT* _ 1 

T 3 T 3 /T* 1.0702 

P 4 P 4 /P* 1 

P 3 ~ P 3 /P* ~ 1.3286 

V 4 = Ma 4 c 4 = 


T 4 = r 3 /1.0702 = (870.3 K)/1.0702 = 813 K 


P 4 = P 3 /1.3286 = (435.4 kPa)/1.3286 = 328 kPa 




(1.4X0.287 kJ/kg-K)(813K) 


^1000 m 2 / s 2 ^ 
1 kJ/kg 


= 572 m/s 


Discussioit It can be shown that ¿ 3 = 0.67 m, and thus the total length of this duct is 3.67 m. If the duct is extended, the 
normal shock will move ñirther upstream, and eventually to the inlet of the duct. 
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Chapter 12 Compressible Flow 


12-126E 

Solution Helium enters a constant-area adiabatic duct at a specified State, and leaves at sonic State. The máximum 
duct length that will not cause the mass flow rate to be reduced is to be determined. 

Assumptions 1 The assumptions associated with Fanno flow (i.e., 
steady, frictional flow of an ideal gas with constant properties through a 
constant cross-sectional area adiabatic duct) are valid. 2 The friction 
factor is constant along the duct. 

Properties We take the properties of helium to be k = 1.667, c p = 

1.2403 Btu/lbm-R, and R = 0.4961 Btu/lbm-R. The friction factor is 
given to be/= 0.025. 

Analysis The Fanno flow function JL*/D corresponding to the inlet Mach number of 0.2 is (Table A-16) 

— = 14.5333 
D 

Noting that * denotes sonic conditions, which exist at the exit State, the duct length is determined to be 
L\ = 14.5333/)//= 14.5333(6/12 ft)/0.025 =291 ft 

Thus, for the given friction factor, the duct length must be 291 ft for the Mach number to reach Ma = 1 at the duct exit. 
Discussioit This problem can also be solved using equations instead of tabulated valúes for the Fanno functions. 


Ma 2 — 1 


P\ = 60 psia 

T] = 600 R 

D= 6in P* 

V 

' * 

Ma, = 0.2 

Ti* 


12-127 

Solution Subsonic airflow in a constant cross-sectional area adiabatic duct is considered. The duct length from the 
inlet where the inlet velocity doubles and the pressure drop in that section are to be determined. 


Assumptions 1 The assumptions associated with Fanno flow (i.e., 
steady, frictional flow of an ideal gas with constant properties through a 
constant cross-sectional area adiabatic duct) are valid. 2 The friction 
factor remains constant along the duct. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 
kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction factor is given to 
be/= 0.014. 

Analysis The inlet Mach number is 


L 

. 4 


1 

Pi = 200 kPa 

T x = 500 K 

/= 0.014 

Exit 

Ma*=I 

V x =150 m/s 

V 

2=2 V 1 

V 






L\ 




= JkRT l = (1.4)(0.287 kJ/kg • K)(500 K) 


^ 1000m 2 /s 2 A 
1 kJ/kg 


= 448.2 m/s —» Ma, = — = 


V, 150 m/s 


448.2 m/s 


= 0.3347 


The Fanno flow functions corresponding to the inlet and exit Mach numbers are, from Table A-16, 

Maj = 0.3347: (JL/D h ) t = 3.924 P x /P* = 3.2373, V X IV* = 0.3626 

Therefore, V¡ = 0.3626E*. Then the Fanno function V 2 /V *becomes —= 2 X ®-3626V _ q 7252 . 

V V V 


The corresponding Mach number and Fanno flow functions are, from Table A-16, 

Ma 2 = 0.693, (fL*/D h ) 1 = 0.2220, and P 2 /P* = 1.5099. 

Then the duct length where the velocity doubles, the exit pressure, and the pressure drop become 


/ = /, -L 2 = 


flr L 
D h 




D 


h 


— = (3.924 -0.2220) °' 2 ° m 
/ 0.014 


= 52.9 m 


P p / p 1 5000 

-^-=^-- = --= 0.4664 -> P 7 = 0.4664/3 = 0.4664(200 kPa) = 93.3 kPa 

P , />//> 3.2373 

AP = P ¡ -P 2 = 200-93.3 = 106.7 kPa = 107 kPa 

Discussioit Note that it takes a duct length of 52.9 m for the velocity to double, and the Mach number to increase from 
0.3347 to 0.693. The máximum (or sonic) duct lengths at the inlet and exit States in this case are L\ =56.1 m and L 2 = 3.2 
m. Therefore, the flow would reach sonic conditions if there is an additional 3.2 m of duct length. 
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Chapter 12 Compressible Flow 


12-128E 

Solution Air enters a constant-area adiabatic duct of given length at a specitied State. The velocity, temperature, and 
pressure at the duct exit are to be determined. 


Assumptions 1 The assumptions associated with Fanno flow (i.e., 
steady, frictional flow of an ideal gas with constant properties through a 
constant cross-sectional area adiabatic duct) are valid. 2 The friction 
factor is constant along the duct. 

Properties We take the properties of helium to be k = 1.4, c p = 
0.2400 Btu/lbmR, and R = 0.06855 Btu/lbmR = 0.3704 psiaftVlbm-R. 
The friction factor is given to be /= 0.025. 

Analysis The First thing we need to know is whether the flow is 
choked at the exit or not. Therefore, we first determine the inlet Mach 
number and the corresponding valué of the function /L !D h , 


II 

o 

ll * 1 


1 


P\ = 50 psia 
Ti = 650 R 
V¡ =500 ft/s" 


Exit 

Nía? 


Má*=T 

p* 
p* 

V 



Ti=T 0l - 


V¿_ 

2 c, 


■ = 650 R- 


(500 ft/s) 2 


2 x 0.2400 Btu/lbm-R 


1 Btu/lbm 

25,037 ft 2 / s 2 


= 629.2 R 


c\ =T¡kRT\ 


^|(1.4)(0.06855 Btu/lbm • R)(629.2 R) 


25,037 ft 2 /s 
1 Btu/lbm 


2 A 


y 


= 1230 ft/s 


Ma, 


Vx 

c \ 


500 m/s 
1230 ft/s 


0.4066 


Corresponding to this Mach number we calcúlate (or read) from Table A-16), (Jlf/Dif = 
2.1911. Also, using the actual duct length L, we have 


fL (0.02)(50 ft) 


D,, 


6/12 ft 


= 2 < 2.1911 


Therefore, the flow is not choked and exit Mach number is less than 1. Noting that 
L = L x -L* 2 , the function fL*IDi, at the exit State is calculated from 

JL 

D h 


■ /r ] 


' JL" 

Dh y 

2 

. D h j 


= 2.1911-2 = 0.1911 


The Mach number corresponding to this valué of fL ID is obtained from Table A-16 to be Ma 2 = 0.7091. 

The Fanno flow functions corresponding to the inlet and exit Mach numbers are, from Table A-16, 


M ai = 0.4066: TfT* = 1.1616, A/P* = 2.6504, VfV* = 0.4383 
Ma 2 = 0.7091: T 2 /f = 1.0903, P 2 /P* = 1.4726, VfV* = 0.7404 


Then the temperature, pressure, and velocity at the duct exit are determined to be 


T T IT 1 0903 

—=—-;r=--= 0.9386 -> T 2 = 0.9386T, = 0.9386(629.2 R) = 591R 

Ti Ti IT 1.1616 

p p / p* i 4726 

—=-?-^ = ^-= 0.5556 P 2 =0.5556P, =0.5556(50psia) = 27.8 psia 

Pi PJP 2.6504 

— = Vl!V , = 0,7404 =1.6893 F, = 1.6893F, = 1.6893(500 ft/s) = 845 ft/s 

Vi V x IV 0.4383 

Discussion It can be shown that L 2 =4.8 ft, indicating that it takes a duct length of 50 ft for the Mach number to 
increase from 0.4066 to 0.7091, but only 4.8 ft to increase from 0.7091 to 1. Therefore, the Mach number rises at a much 
higher rate as sonic conditions are approached. 
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Chapter 12 Compressible Flow 


12-129 



Solution Choked subsonic airflow in a constant cross-sectional area adiabatic duct is considered. The variation of 
duct length with Mach number is to be investigated, and the residís are to be plotted. 

Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor remains constant along the 
duct. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction 
factor is given to be/= 0.02. 


Analysis The flow is choked, and thus Ma 2 =1. Corresponding to the 
inlet Mach number of Ma] = 0.1 we have, from Table A-16 ,fL /D h = 
66.922, Therefore, the original duct length is 


L, =66.922 —= 66.922 

/ 


0.10 m 
0.02 


= 335 m 


Repeating the calculations for different Ma 2 as it varíes from 0.1 to 1 
residís in the following table for the location on the duct from the inlet. 
The EES Equations window is printed below, along with the plotted 
results. 


Ma 2 — 1 


0 


Pi = 180 kPa 

Ti = 330 K 

T* 

D= 10 cm p * 
V 

< 5fc 

M ai =0.1 

Lx 


L 


Mach 

number, Ma 

Duct length 

L , m 

0.10 

0 

0.20 

262 

0.30 

308 

0.40 

323 

0.50 

329 

0.60 

332 

0.70 

334 

0.80 

334 

0.90 

335 

1.00 

335 


EES program: 
k=1.4 
cp=1.005 
R=0.287 



P1=180 

TI=330 

Ma1=0.1 

"Ma2=1" 

f=0.02 

D=0.1 


C1 =sqrt(k*R*T1 *1000) 

Ma1=V1/C1 

T01=T02 

T01=T1*(1+0.5*(k-1 )*Ma1 A 2) 
T02=T2*(1 +0.5*(k-1 )*Ma2 A 2) 

P01 =P1 *(1 +0.5*(k-1 )*Ma1 A 2) A (k/(k-1)) 


rho1=P1/(R*T1) 

Ac=pi*D A 2/4 

mair=rho1*Ac*V1 
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Chapter 12 Compressible Flow 


P01 Ps=((2+(k-1 )*Ma1 A 2)/(k+1)) A (0.5*(k+1 )/(k-1 ))/Ma1 
P1 Ps=((k+1 )/(2+(k-1 )*Ma1 A 2)) A 0.5/Mal 
T1Ts=(k+1 )/(2+(k-1 )*Ma1 A 2) 

R1Rs=((2+(k-1)*Ma1 A 2)/(k+1 )) A 0.5/Mal 
VI Vs=1/R1 Rs 

fLs1=(1-Ma1 A 2)/(k*Ma1 A 2)+(k+1)/(2*k)*ln((k+1)*Ma1 A 2/(2+(k-1)*Ma1 A 2)) 

Ls1=fLs1*D/f 

P02Ps=((2+(k-1 )*Ma2 A 2)/(k+1 )) A (0.5*(k+1 )/(k-1 ))/Ma2 
P2Ps=((k+1 )/(2+(k-1 )*Ma2 A 2)) A 0.5/Ma2 
T2Ts=(k+1 )/(2+(k-1 )*Ma2 A 2) 

R2Rs=((2+(k-1 )*Ma2 A 2)/(k+1 )) A 0.5/Ma2 
V2Vs=1/R2Rs 

fLs2=(1-Ma2 A 2)/(k*Ma2 A 2)+(k+1)/(2*k)*ln((k+1)*Ma2 A 2/(2+(k-1)*Ma2 A 2)) 

Ls2=fLs2*D/f 

L=Ls1-Ls2 


P02=P02Ps/P01 Ps*P01 
P2=P2Ps/P1 Ps*P1 
V2=V2Vs/V1Vs*V1 


Discussion Note that the Mach number increases very mildly at the beginning, and then rapidly near the duct outlet. It 
takes 262 m of duct length for Mach number to increase from 0.1 to 0.2, but only 1 m to increase from 0.7 to 1. 
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Solution The flow of argón gas in a constant cross-sectional area adiabatic duct is considered. The variation of 
entropy change with exit temperature is to be investigated, and the calculated results are to be plotted on a T-s diagram. 

Assumptions 1 The assumptions associated with Fanno flow 
(i.e., steady, frictional flow of an ideal gas with constant properties 
through a constant cross-sectional area adiabatic duct) are valid. 2 
The friction factor remains constant along the duct. 

Properties The properties of argón are given to be k = 1.667, 
c p = 0.5203 kJ/kg-K, and R = 0.2081 kJ/kg-K. The average friction 
factor is given to be/= 0.005. 

Analysis Using EES, we determine the entropy change and tabúlate and plot the results as follows: 


L (variable) 


P i = 350 kPa 
7) = 500 K _ 
V¡ =70 m/s 


f= 0.005 
Exit 
T 2 


Ma*=! 

P* 

p* 

.V 


Exit temp. 

t 2 , k 

Mach umber 
Ma 2 

Entropy change 
As, kg/kg-K 

520 

0.165 

0.000 

510 

0.294 

0.112 

500 

0.385 

0.160 

490 

0.461 

0.189 

480 

0.528 

0.209 

470 

0.591 

0.224 

460 

0.649 

0.234 

450 

0.706 

0.242 

440 

0.760 

0.248 

430 

0.813 

0.253 

420 

0.865 

0.256 

410 

0.916 

0.258 

400 

0.967 

0.259 



EES Program: 
k=1.667 
cp=0.5203 
R=0.2081 
P1=350 
TI=520 
VI =70 
"T2=400" 
f=0.005 
D=0.08 

C1 =sqrt(k*R*T1*1000) 

Ma1=V1/C1 

T01=T02 

T01=T 1 *(1 +0.5*(k-1 )*Ma1 A 2) 

P01 =P1 *(1 +0.5*(k-1 )*Ma1 A 2) A (k/(k-1)) 
rho1=P1/(R*T1) 

Ac=pi*D A 2/4 

mair=rho1*Ac*V1 

P01 Ps=((2+(k-1 )*Ma1 A 2)/(k+1)) A (0.5*(k+1 )/(k-1 ))/Ma1 
P1 Ps=((k+1 )/(2+(k-1 )*Ma1 A 2)) A 0.5/Mal 
T1Ts=(k+1 )/(2+(k-1 )*Ma1 A 2) 

R1 Rs=((2+(k-1)*Ma1 A 2)/(k+1 )) A 0.5/Ma1 
VI Vs=1/R1 Rs 

fLs1=(1-Ma1 A 2)/(k*Ma1 A 2)+(k+1)/(2*k)*ln((k+1)*Ma1 A 2/(2+(k-1)*Ma1 A 2)) 

Ls1=fLs1*D/f 

P02Ps=((2+(k-1 )*Ma2 A 2)/(k+1 )) A (0.5*(k+1 )/(k-1 ))/Ma2 
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Chapter 12 Compressible Flow 


P2Ps=((k+1 )/(2+(k-1 )*Ma2 A 2)) A 0.5/Ma2 
T2Ts=(k+1 )/(2+(k-1 )*Ma2 A 2) 

R2Rs=((2+(k-1)*Ma2 A 2)/(k+1 )) A 0.5/Ma2 
V2Vs=1/R2Rs 

fLs2=(1-Ma2 A 2)/(k*Ma2 A 2)+(k+1)/(2*k)*ln((k+1)*Ma2 A 2/(2+(k-1)*Ma2 A 2)) 

Ls2=fLs2*D/f 

L=Ls1-Ls2 

P02=P02Ps/P01 Ps*P01 
P2=P2Ps/P1 Ps*P1 
T2=T2Ts/T1Ts*T1 
V2=V2VsA/1 Vs*V1 
Del_s=cp*ln(T2/T1 )-R*ln(P2/P1) 


Discussion Note that entropy increases with increasing duct length and Mach number (and thus decreasing 
temperature). It reached a máximum valué of 0.259 kJ/kg.K when the Mach number reaches Ma 2 =1 and thus the flow is 
choked. 


Review Problems 


12-131 

Solution A leak develops in an automobile tire as a result of an accident. The initial mass flow rate of air through the 
leak is to be determined. 

Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow of air through the hole is isentropic. 

Properties For air at room temperature, the gas constant is R = 0.287 kPa mVkg-K, and the specific heat ratio is k— 1.4. 
Analysis The absolute pressure in the tire is 
P=P g a g e+P £ ,tm =220 + 94 = 3l4kPa 
The critical pressure is, from Table 12-2, 

P* = 0.5283,P 0 = (0.5283)(314 kPa) = 166 kPa > 94 kPa 

Therefore, the flow is choked, and the velocity at the exit of the hole is the sonic speed. Then the flow properties at the exit 
becomes 


P o = 


314 kPa 


RT 0 (0.287 kPa • rn / kg • K)(298 K) 


= 3.671 kg/m 3 


P =A) 


k +1 


!/(*-!) 


= (3.671 kg/m 3 )[ 


1.4 + 1 


1 /( 1 . 4 - 1 ) 


= 2.327 kg/m 3 


T =- 


k +1 


T 0 = 


1.4 + 1 


(298 K) = 248.3 K 


V = c = sjkRT* = J( 1.4)(0.287 kJ/kg • K) 


^1000m 2 /s 2> 


(248.3 K) =315.9 m/s 


1 kJ/kg 

Then the initial mass flow rate through the hole becomes 

m = pAV = (2.327kg/m 3 )[/r(0.004m) 2 /4](315.9m/s) = 0.00924kg/s = 0.554 kg/min 
Discussion The mass flow rate will decrease with time as the pressure inside the tire drops. 
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Chapter 12 Compressible Flow 


12-132 

Solution The thrust developed by the engine of a Boeing 777 is about 380 kN. The mass flow rate of gases through 
the nozzle is to be determined. 


Assumptions 1 Air is an ideal gas with constant specifíc heats. 2 Flow of combustión gases through the nozzle is 
isentropic. 3 Choked flow conditions exist at the nozzle exit. 4 The velocity of gases at the nozzle inlet is negligible. 

Properties The gas constant of air is R — 0.287 kPam 3 /kgK, and it can also be used for combustión gases. The specifíc 
heat ratio of combustión gases is k = 1.33. 

Analysis The velocity at the nozzle exit is the sonic speed, which is determined to be 


V = c = -JkRT = (1.33)(0.287 kJ/kg ■ K) 


A 1000m 2 /s 2 ^ 

1 kJ/kg 


(295 K) = 335.6 m/s 


Noting that thrust F is related to velocity by F = m V , the mass flow rate of combustión gases is determined to be 


F 


m = — 
V 


380,000 N í 1 kg.m/s 2 'j 
335.6 m/s 1N J 


= 1132 kg/s = 1130 kg/s 


Discussion The combustión gases are mostly nitrogen (due to the 78% of N 2 in air), and thus they can be treated as air 
with a good degree of approximation. 


12-133 

Solution A stationary temperature probe is inserted into an air duct reads 85°C. The actual temperature of air is to be 
determined. 


Assumptions 


1 Air is an ideal gas with constant specifíc heats at room temperature. 2 The stagnation process is isentropic. 


Properties The specifíc heat of air at room temperature is c p = 1.005 kJ/kg-K. 


Analysis The air that strikes the probe will be brought to a complete stop, and thus it will undergo a stagnation 
process. The thermometer will sense the temperature of this stagnated air, which is the stagnation temperature. The actual 
air temperature is determined from 


-S5°C ( 25Qm/s ) 2 f lkJ/k § ) 

2c p 2x1.005 kJ/kg • K y 1000 m 2 /s 2 J 


53.9°C 



T 

250 m/s 


Discussion Temperature rise due to stagnation is very significant in high-speed flows, and should always be considered 
when compressibility effects are not negligible. 
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12-134 

Solution Nitrogen flows through a heat exchanger. The stagnation pressure and temperature of the nitrogen at the 
inlet and the exit States are to be determined. 


Assumptiom 1 Nitrogen is an ideal gas with constant specific heats. 2 Flow of nitrogen through the heat exchanger is 
isentropic. 

Properti.es The properties of nitrogen are c p = 1 .039 kJ/kg-K and k= 1.4. 

Analysis The stagnation temperature and pressure of nitrogen at the inlet and the exit States are determined from 


T m - T\ + 


Zl 

2c, 


- = 10°C + - 


(100 m/s)~ 


2 x 1.039 kJ/kg-°C 


1 kJ/kg 


lOOOm 2 /s 2 


= 14.8°C 


( T sk/(k- 1 ) 


^ 01=^1 


'01 

Tx 


= (150 kPa)| 


288.0K 
U83.2K 


1.4 /(1.4—1) 


From the energy balance relation E- m -E out = A E 


J system 


159 kPa 

with w = 0 


150 kPa 
10°C 
100 m/s - 




Nitrogen 


100 kPa 
200 m/s 


q- m =c p {T 2 -T x ) + V ^ Vx + Ape 710 


150 kJ/kg = (1.039 kJ/kg • °C ){T 2 - 10°C) + 


(200m/s) 2 -(100 m/s)' 2 


1 kJ/kg 


lOOOm 2 /s 2 


T 2 = 139.9°C 


and 


Tq 2 - T 2 + 


2c, 


- = 139.9°C + - 


(200 m/s) 2 


1 kJ/kg 


P02 ~Pi 


( ^kt(k- 1) 

'02 


KTiJ 


2x1.039 kJ/kg -°C 

vi.4/(1.4-1) 


vlOOOm 2 /s 2 y 


159°C 


= (100 kPa) 


( 432,3 K Y 
(413.1K J 


=117 kPa 


Discussion Note that the stagnation temperature and pressure can be very different than their thermodynamic 
counterparts when dealing with compressible flow. 
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Chapter 12 Compressible Flow 


12-135 

Solution An expression for the speed of sound based on van der Waals equation of State is to be derived. Using this 
relation, the speed of sound in carbón dioxide is to be determined and compared to that obtained by ideal gas behavior. 


Properties The properties of C0 2 are R = 0.1889 kJ/kg-K and k= 1.279 at T= 50°C = 323.2 K. 
Analysis 


RT ci 

Van der Waals equation of State can be expressed as P = - . 

v-b v~ 


Differentiating, 


RT 


cb)r (v-b) 2 v 


2 a 

2 + — 


Noting that p = 1/ v-» dp = -dv! v 2 , the speed of sound relation becomes 


c z =k 


Substituting, 


= k(^) = v^l 

d>)l 


8r Jj 


2 

C = 


v 2 kRT 2 ak 


(v-b) v 

Using the molar mass of C0 2 (M— 44 kg/kmol), the constant a and b can be expressed per unit mass as 
a = 0.1882 kPa-m 6 /kg 2 and b = 9.70x 10~ 4 m 3 / kg 
The specific volume of C0 2 is determined to be 

200 kPa = ( Q,1 8 89 kPa -m 3 / kg-K)( 323 .2 K.) _ 2 x °. 1882 kPa-m 6 / kg 2 v _ 0 _3qq m 3 


v-0.000970 m 3 /kg 


Substituting, 


(0.300m 3 /kg) 2 (1.279)(0.1889kJ/kg• K)(323.2K) 2(0.1882kPa-m 6 /kg 3 )(1.279) 


W 

= 271 m/s 


(0.300-0.000970m 3 /kg) 2 


(0.300 m 3 / kg) 2 


lOOOm 2 /s 2 
1 kPa-m 3 /kg 




1/2 


JJ 


If we treat C0 2 as an ideal gas, the speed of sound becomes 


c = ikRÍ = J( 1.279)(0.1889 kJ/kg • K)(323.2 K) 


A 1000m 2 /s 2 ^ 
1 kJ/kg 


279 m/s 


Discussioit Note that the ideal gas relation is the simplest equation of State, and it is very accurate for most gases 
encountered in practice. At high pressures and/or low temperatures, however, the gases deviate from ideal gas behavior, and 
it becomes necessary to use more complicated equations of State. 
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Chapter 12 Compressible Flow 


12-136 

Solution The equivalent relation for the speed of sound is to be verified using thermodynamic relations. 


Analysis 


The two relations are c 1 = 


— | and c 2 = k 
dp 


¿P 

dp 


_ .. , , 2 ~ 2 (cP\ i(cP\ 2 (cPfl"\ 1 (dP\(dT 

From r = l/v - > dr = -dv/v . Thus, c =\— =-v — = -v-= -V— — 

V&J, Vd^J, VdT dv), VdrjXdf 


From the cyclic rule, 


(T,v,s): 

Substituting, 


í dT \ 


K dVj 


r dv^ 


\ ds d T 


r ds^ 


K dTj 


= -l 


í dT \ 


ydVy 


f ds^ 


K dv jT 


f dT A 


K dsj 


t '=vf|0|íf| — J í£)í£)f£' 


Recall that 


-^7 j and -y- = 1 . Substituting, 


2 2 
C = -v 


ir \ 


f rr \ 


*) = -vA« 

Sv>r vdvjj- 


Replacing -dv/v" by dp, we get 


c 2 = k 


dP 

dp 


which is the desired expression 


Discussion Note that the differential thermodynamic property relations are very useful in the derivation of other 
property relations in differential form. 


12-137 

Solution For ideal gases undergoing isentropic flows, expressions for P/P*, TIT*, and plp* as functions of k and Ma 
are to be obtained. 


Analysis Equations 12-18 and 12-21 are given to be -y- =--— -i- - 


Multiplying the two, 


T n T* 


\ 


\T T 0J 


2 + {k — l)Ma 


2 A 


Simplifying and inverting, -= ■ 


v 

k +1 


k +1 


2 + (£-l)Ma‘ 


(1) 


and -= - 


T 0 k +1 


p - 

ín 

*/(*-!) p 

í 7,1 'N 

k +1 

p* 

l T*j 

> p* 

2 + {k-\)Mz. 2 y 


*/(*-!) 


( 2 ) 


P 

[ P \ 

k/(k- 1) 

v P - 

í 7 1 > \ 

k +1 

P * 

Ip* j 

p* 

v 2 + (£-l)Ma 2 J 


kHk- 1) 


(3) 


Discussion Note that some very useful relations can be obtained by very simple manipulations. 
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Chapter 12 Compressible Flow 


12-138 

Solution It is to be verified that for the steady flow of ideal gases dTJT = dAIA + (1-Ma 2 ) dV/V. The effect of heating 
and area changes on the velocity of an ideal gas in steady flow for subsonic flow and supersonic flow are to be explained. 


Analysis 

Differentiating, 

We also have 

and 


V 

We start with the relation —— = c p ( T 0 - T) 

VdV = Cp (dT 0 -dT) 

dp dA dV 
— + — +-= 0 


P 


V 


— + VdV = o 
p 


dP dp dT . 
— = —+ — = 0 


P 


Differentiating the ideal gas relation P = pRT, 

From the speed of sound relation, c 2 = kRT = (k- l)c p T = kP / p 

JP r]T JA J 

Combining Eqs. (3) and (5), 


dP dT^dA^dV 

~p ~F ~a 


Combining Eqs. (4) and (6), — = 


dP dP 


- = -VdV 


or, 


Combining Eqs. (2) and (6), 


p kP / c 

dP k i/ r/ / y2 dv ,w 2 dV 
PC 2 c 2 v V 

dV 

dT = dT n - V - 


(1) 

( 2 ) 

(3) 

(4) 

(5) 

( 6 ) 
(7) 


( 8 ) 


or, 


dT _ dT 0 V 2 dV _dT _ dT 0 V 2 

~ T ~ T C 2 /(k- 1) V 


T C p T V 


T V 


(9) 


Combining Eqs. (7), (8), and (9), -(£-l)Ma 2 -^- + (£-l)Ma 7 + + 0 


or, 


Thus, 


^^- = — +[-^Ma 2 +(£-l)Ma 2 +l] 
T A 


dV 

V 


^L = ^. + ( l_Ma 2 ) — 
T A V 


( 10 ) 


Differentiating the steady-flow energy equation^r = h 02 -h 0l = c (T 02 - T 0] ) 


Sq = c p dT 0 (11) 

Eq. (11) relates the stagnation temperature change dT 0 to the net heat transferred to the fluid. Eq. (10) relates the velocity 
changes to area changes dA, and the stagnation temperature change dT 0 or the heat transferred. 

(a) When Ma < 1 (subsonic flow), the fluid accelerates if the duct converges (dA < 0) or the fluid is heated ( dT 0 > 0 or 
5 q > 0). The fluid decelerates if the duct converges (dA < 0) or the fluid is cooled (dT 0 < 0 or 5q < 0). 

(tí) When Ma > 1 (supersonic flow), the fluid accelerates if the duct diverges (dA > 0) or the fluid is cooled (dT 0 < 0 or 
5 q < 0). The fluid decelerates if the duct converges (dA < 0) or the fluid is heated (dT 0 > 0 or 5 q> 0). 


Discussion Some of these residís are not intuitively obvious, but come about by satisfying the conservation equations. 
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Solution A Pitot-static probe measures the difference between the static and stagnation pressures for a subsonic 
airplane. The speed of the airplane and the flight Mach number are to be determined. 

Assumptions 1 Air is an ideal gas with a constant specific heat ratio. 2 The stagnation process is isentropic. 

Properti.es The properties of air are R = 0.287 kJ/kg-K and k = 1.4. 

Analysis The stagnation pressure of air at the specified conditions is 
P 0 = P + A/ 3 = 70.109 + 22 = 92.109kPa 


Then, 


1 + 


(*-l)Ma 


2 \ 


k/k~l 


92.109 

70.109 


1 + 


(1.4 - l)Ma 


2 h 


1.4/0.4 


It yields Ma = 0.637 

The speed of sound in air at the specified conditions is 


c = JkRT = (1.4)(0.287 kJ/kg • K)(268.65 K) 


^1000m 2 /s 2 ^ 
1 kJ/kg 


= 328.5 m/s 


Thus, 


V = Ma xc = (0.6379(7328.5 m/s) = 209 m/s 


Discussion Note that the flow velocity can be measured in a simple and accurate way by simply measuring pressure. 


12-140 

Solution The mass flow parameter th^jRT 0 / ( AP () ) versus the Mach number for k = 1.2, 1.4, and 1.6 in the range of 
0 < Ma <1 is to be plotted. 

Analysis The mass flow rate parameter (niy¡RT 0 ) / P Q A can be expressed as 


”^. = MaV^ 


P 0 A 


\ 


2 + (k-l)M J 


(k+\)!2(k-\) 


Thus, 



k = 1.2 

A = 1.4 

*=1.6 

0.0 

0 

0 

0 

0.1 

0.1089 

0.1176 

0.1257 

0.2 

0.2143 

0.2311 

0.2465 

0.3 

0.3128 

0.3365 

0.3582 

0.4 

0.4015 

0.4306 

0.4571 

0.5 

0.4782 

0.5111 

0.5407 

0.6 

0.5411 

0.5763 

0.6077 

0.7 

0.5894 

0.6257 

0.6578 

0.8 

0.6230 

0.6595 

0.6916 

0.9 

0.6424 

0.6787 

0.7106 

1.0 

0.6485 

0.6847 

0.7164 



Discussion Note that the mass flow rate increases with increasing Mach number and specific heat ratio. It levels off at 
Ma = 1, and remains constant (choked flow). 
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12-141 

Solution Helium gas is accelerated in a nozzle. The pressure and temperature of helium at the location where Ma = 1 
and the ratio of the flow area at this location to the inlet flow area are to be determined. 


Assumptions 1 Helium is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, 
and isentropic. 


Properties The properties of helium are R = 2.0769 kJ/kg-K, c p = 5.1926 kJ/kg-K, and k= 1.667. 

Analysis The properties of the fluid at the location where Ma = 1 are the critical properties, denoted by superscript *. 

We First determine the stagnation temperature and pressure, which remain constant throughout the nozzle since the flow is 
isentropic. 


T 0 =T¡ +—= 500K+ (12 ° m/s)2 ( lkJ/k * 

2c p 


2x5.1926 kJ/kg-KU000m 2 /s 2 


= 501.4 K 


and 


Po=P¡ 


f ^k/(k- 1 ) 

/ n 


T 

\ 1 i y 


= (0.8 MPa)¡ 


í 501.4 K 3 
l 500 K J 


1.667/(1.667-1) 



= 0.806 MPa 


The Mach number at the nozzle exit is given to be Ma = 1. Therefore, the properties at the nozzle exit are the critical 
properties determined from 


r* = r n 


p*=p. 


k +1 
2 

k +1 


= (501.4 K); 

k/(k-\) 


1.667 + 1 
= (0.806 MPa) 


376 K 


l 1.667 + 1 


1.667/(1.667-1) 


= 0.393 MPa 


The speed of sound and the Mach number at the nozzle inlet are 


c¡ =4kRT ¡ = (1.667)(2.0769kJ/kg-K)(500K) 


^1000 m 2 / s 2 ^ 
1 kJ/kg 


= 1316 m/s 


Ma¿ = 


Vi 

c¿ 


120 m/s 
1316 m/s 


0.0912 


The ratio of the entrance-to-throat area is 


A 

A* 


1 

Ma ¡ 



k -1 

~r 


Ma 2 


(*+l)/[2(*-l)] 


1 


1.667 + 1 


1+ 1^67-l (00912)2 


0.0912 

= 6.20 

Then the ratio of the throat area to the entrance area becomes 


2.667/(2x0.667) 


A 

4 


— = 0.161 

6.20 


Discussion The compressible flow functions are essential tools when determining the proper shape of the compressible 
flow duct. 
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Solution Helium gas enters a nozzle with negligible velocity, and is accelerated in a nozzle. The pressure and 
temperature of helium at the location where Ma = 1 and the ratio of the flow area at this location to the inlet flow area are to 
be determined. 


Assumptions 1 Helium is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, 
and isentropic. 3 The entrance velocity is negligible. 


Properties The properties of helium are R = 2.0769 kJ/kg-K, c p = 5.1926 kJ/kg-K, and k = 1.667. 

Analysis We treat helium as an ideal gas with k= 1.667. The properties of the fluid at the location where Ma = 1 are 

the critical properties, denoted by superscript *. 

The stagnation temperature and pressure in this case are identical to the inlet temperature and pressure since the 
inlet velocity is negligible. They remain constant throughout the nozzle since the flow is isentropic. 


T 0 = T¡ = 500 K 
P 0 = P¡ = 0.8 MPa 

The Mach number at the nozzle exit is given to be Ma = 1. Therefore, the properties at 
the nozzle exit are the critical properties determined from 

T* = To í—I = (500 K)(--- 1 = 375 K 

°U + lJ \ 1.667 + 1 J 


P* = P n 


k +1 


* /(*—!> 


= (0.8 MPa)| 


1.667 + 1 


1.667/(1.667-1) 


0.390 MPa 


O 

Vi ~ 0 


The ratio of the nozzle inlet area to the throat area is determined from 


A 

A* 


1 

Ma i 


k +1 


1 + - 


-Ma? 


(*+l)/[2(*-l)] 



0 



Ma = 1 


But the Mach number at the nozzle inlet is Ma = 0 since V ¡ = 0. Thus the ratio of the throat area to the nozzle inlet area is 



A¡ co 


Discussion The compressible flow functions are essential tools when determining the proper shape of the compressible 
flow duct. 
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Solution Air enters a converging nozzle. The mass flow rate, the exit velocity, the exit Mach number, and the exit 
pressure-stagnation pressure ratio versus the back pressure-stagnation pressure ratio for a specified back pressure range are 
to be calculated and plotted. 

Assumptions 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 

Properti.es The properties of air at room temperature are R = 0.287 kJ/kg-K, c p = 1.005 kJ/kg-K, and k = 1.4. 

Analysis We use EES to tabúlate and plot the results. The stagnation properties remain constant throughout the 

nozzle since the flow is isentropic. They are determined from 

Vr (180 m/s) 2 ( lkJ/kg 


T 0 =T,+ 


2c, 


■ = 400 K - 


2x 1.005 kJ/kg K y 1000 m 2 /s 2 


= 416.1K 


P Q = r, 


f ^k/(k- 1 ) 

1 n 


T 

v i / 


= (900 kPa)¡ 


416.1K 

l, 400 K 


1 . 4 /( 1 . 4 - 1 ) 


= 1033.3 kPa 


© 


The critical pressure is determined to be 


r* = Pn 


k!(k- 1 ) 


= (1033.3 kPa) - 


1 . 4 / 0.4 


= 545.9 kPa 


,k + \J ' U.4 + L 

Then the pressure at the exit plañe (throat) is 

P e = P h for P h > 545.9 kPa 

P e = P* = 545.9 kPa for P b < 545.9 kPa (choked flow) 

Thus the back pressure does not affect the flow when 100 < P b < 545.9 kPa. For a 
specified exit pressure P e , the temperature, velocity, and mass flow rate are 

, 0 . 4 / 1.4 


Temperature 


T. =T r 


í p \ (k-i)lk 


k P 0 J 


= (416.1K) 


1033.3 


Velocity V = ^2c p (T 0 -T e ) = 2(1.005 kJ/kg • K)(416.1-7;) 


/ 1000m 2 /s 2 ^ 
1 kJ/kg 


Speedofsound c e =^JkRT e = i |(1.4)(0.287 kJ/kg-K) 

Mach number 
Density 


1000 m 2 /s 
1 kJ/kg 


2 A 


Ma e =V e /c e 

P. 


Pe = 


RT e (0.287 kPa • m J / kg • Yi)T e 


Mass flow rate m = p e V e A e = p e V e (0.001 m ) 


100 


Air 


475.5 


0 





900 kPa 


P h , kPa 

Pb, Po 

P„ kPa 

Ph, Po 

Te, K 

V e , m/s 

Ma 

Pn kg/m 3 

m, kg/ 

900 

0.871 

900 

0.871 

400.0 

180.0 

0.45 

7.840 

0 

800 

0.774 

800 

0.774 

386.8 

162.9 

0.41 

7.206 

1.174 

700 

0.677 

700 

0.677 

372.3 

236.0 

0.61 

6.551 

1.546 

600 

0.581 

600 

0.581 

356.2 

296.7 

0.78 

5.869 

1.741 

545.9 

0.528 

545.9 

0.528 

333.3 

366.2 

1.00 

4.971 

1.820 

500 

0.484 

545.9 

0.528 

333.2 

366.2 

1.00 

4.971 

1.820 

400 

0.387 

545.9 

0.528 

333.3 

366.2 

1.00 

4.971 

1.820 

300 

0.290 

545.9 

0.528 

333.3 

366.2 

1.00 

4.971 

1.820 

200 

0.194 

545.9 

0.528 

333.3 

366.2 

1.00 

4.971 

1.820 

100 

0.097 

545.9 

0.528 

333.3 

366.2 

1.00 

4.971 

1.820 


Discussion Once the back pressure drops below 545.0 kPa, the flow is choked, and m remains constant from then on. 
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Chapter 12 Compressible Flow 


12-144 


[toi 


Solution Steam enters a converging nozzle. The exit pressure, the exit velocity, and the mass flow rate versus the 
back pressure for a specified back pressure range are to be plotted. 

Assumptions 1 Steam is to be treated as an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, 
one-dimensional, and isentropic. 3 The nozzle is adiabatic. 

Properties The ideal gas properties of steam are R = 0.462 kJ/kg.K, c p = 1.872 kJ/kg.K, and k = 1.3. 

Analysis We use EES to solve the problem. The stagnation properties in this case are identical to the inlet properties 

since the inlet velocity is negligible. Since the flow is isentropic, they remain constant throughout the nozzle, 

P 0 = P ¡ =6 MPa and T 0 = T¡ = 700 K 
The critical pressure is determined to be 

/■ j \k/(k- 1) , ~ y.3/0.3 

P* = j pí__j - (6 MPa)í t ^ 1 = 3.274 MPa 

Then the pressure at the exit plañe (throat) is 

P e = P b for P b > 3.274 MPa 

P e = ¥* = 3.274 MPa for P b < 3.274 MPa (choked flow) 

Thus the back pressure does not affect the flow when 3 < P b < 3.274 MPa. For a 
specified exit pressure P e , the temperature, velocity, and mass flow rate are 

f p N (*—!)/* ,p ^ 0.3/1.3 

T -- T \t) =(700K, hr 



© 


Temperature 



Velocity V = ^2c p (T 0 - T e ) = ^2(1.872 kJ/kg ■ K)(700 - T e ) 
P P 


/ 1000m 2 /s 2 A 
1 kJ/kg 


Density 


Pe =- 


RT e (0.462 kPa • m J / kg • K )T e 
Mass flow rate m = p e V e A e = p e V e (0.0008 m 2 ) 

The results of the calculations are tabulated as follows: 

Pb, MPa P„ MPa T e , K V„ m/s p„ kg/m 3 m, kg / s 



6.0 

6.0 

700 

0 

18.55 

0 

5.5 

5.5 

686.1 

228.1 

17.35 

3.166 

5.0 

5.0 

671.2 

328.4 

16.12 

4.235 

4.5 

4.5 

655.0 

410.5 

14.87 

4.883 

4.0 

4.0 

637.5 

483.7 

13.58 

5.255 

3.5 

3.5 

618.1 

553.7 

12.26 

5.431 

3.274 

3.274 

608.7 

584.7 

11.64 

5.445 

3.0 

3.274 

608.7 

584.7 

11.64 

5.445 

Discussioit 

Once the back pressure drops below 3.274 MPa, the flow is 
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Chapter 12 Compressible Flow 


12-145 

Solution An expression for the ratio of the stagnation pressure after a shock wave to the static pressure before the 
shock wave as a function of k and the Mach number upstream of the shock wave is to be found. 


Analysis The relation between P¡ and Pi is 

P 7 l + kMa 2 7 fl + kMaH 

2 —_ 2 _ ^ p — p _L 

P\ 1 + kMa i 2 '[l + AMa^ 


We substitute this into the isentropic relation 


^- = (l + (k-l)Ma 2 2 /2) k/{k ~ 1] 


which yields 


^02 

Pl 


.2 V 


where 


, Maf +2/(k-l) 

Ma^ =-^---- 

2kMa\l(k-\)-\ 


Substituting, 


^02 _ 

'(l + kMaf)(2kMaf -k + l)^ 

i (*-l)Maf/2 + l > | 

k/(k-l) 

Pl 

¿Maf (£ + !)-£+ 3 , 

v 2kMa¡ /(k-l)-l y 


Discussioit Similar manipulations of the equations can be performed to get the ratio of other parameters across a shock. 
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Chapter 12 Compressible Flow 


12-146 

Solution Nitrogen entering a converging-diverging nozzle experiences a normal shock. The pressure, temperature, 
velocity, Mach number, and stagnation pressure downstream of the shock are to be determined. The results are to be 
compared to those of air under the same conditions. 


Assumptions 1 Nitrogen is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one- 
dimensional, and isentropic. 3 The nozzle is adiabatic. 


Properties The properties of nitrogen are R = 0.297 kJ/kg-K and k— 1.4. 


Analysis The inlet stagnation properties in this case are identical to the inlet properties since the inlet velocity is 
negligible. Assuming the flow before the shock to be isentropic, 


P 0 i =P¡= 700 kPa 
T 01 =T¡ = 300 K 


Then, 


Ti=T 0 i 


2 + (k-l)Ma 


= (300 K) 


i y 


2 + (l.4-1)3" 


= 107.1 K 


and 


shock 





= P 0 i 


( T \k!(k-\) 

Joi y 


= (700 kPa) 


107.n 
300 J 


1 . 4 / 0.4 


19.06 kPa 


The fluid properties after the shock (denoted by subscript 2) are related to those before the shock through the functions 
listed in Table A-14. For Mai = 3.0 we read 

Ma, =0.4752 £ 0.475, ^- = 0.32834, ^- = 10.333, and ^- = 2.679 

P P T 

J 01 J 1 1 \ 


Then the stagnation pressure Pin, static pressure P 2 , and static temperature Ti, are determined to be 

P 02 = 0.32834/q! = (0.32834)(700 kPa) = 230 kPa 
P 2 = 10.333/] = (10.333)(19.06 kPa) = 197 kPa 
T 2 = 2.6797) = (2.679)(107.1K) = 287 K 


The velocity after the shock can be determined from V 2 = Ma 2 c 2 , where c 2 is the speed of sound at the exit conditions after 
the shock, 


V 2 =Ma 2 c 2 =Ma 2y fkRT 2 =(0.4752) (1.4)(0.297 kJ/kg -K)(287 K) 


^ 1000 m 2 /s 2 ^ 
1 kJ/kg 


= 164 m/s 


Discussion For air at specified conditions k = 1.4 (same as nitrogen) and R = 0.287 kJ/kg-K. Thus the only quantity 
which will be different in the case of air is the velocity after the normal shock, which happens to be 161.3 m/s. 
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Chapter 12 Compressible Flow 


12-147 

Solution The difñiser of an aircraft is considered. The static pressure rise across the diffuser and the exit area are to 
be determined. 

Assumptiom 1 Air is an ideal gas with constant specific heats at room temperature. 2 Flow through the diffuser is steady, 
one-dimensional, and isentropic. 3 The diffuser is adiabatic. 

Properti.es Air properties at room temperature are R = 0.287 kJ/kg-K, c p = 1.005 kJ/kg-K, and k = 1.4. 

Analysis The inlet velocity is 


V, =Ma lCl = M, ^ /kRT , = (0.8) (1.4)(0.287 kJ/kg • K)(242.7 K) 


^1000 m 2 /s 2 ^ 


1 kJ/kg 


= 249.8 m/s 


Then the stagnation temperature and pressure at the diffuser inlet become 

V, : 


T - T | -'i -242 7, ( 249 - 8m/s ^ lkJ/k § 

1 2c _ 2(1.005 kJ/kg-K)tl 000 m 2 /s 2 


= 273.7 K 


ÍT sk/(k-l) 


Poi=Pi 


(_ot 

\T XJ 


= (41.1 kPa) 


273.7K 
242.7 K 


1.47(1.4-1) 


= 62.6 kPa 



For an adiabatic diffuser, the energy equation reduces to h m = h 02 - Noting that h = c p T and the specific heats are assumed to 
be constant, we have 


^oi = Tq2 ~Tq = 273.7 K 


The isentropic relation between States 1 and 02 gives 


Pqi ~Pq2 -P\ 


f ^ki(k-i) 

'02 


v P\ y 


= (41.1 kPa) 


273.72 K 
l, 242.7 K 


1.47(1.4-1) 


= 62.61 kPa 


The exit velocity can be expressed as 


Thus 


V 2 =Ma 2 c 2 =Ma 2 ^r 2 =(0.3) (1.4)(0.287 kJ/kg-K)r 2 


T 2 ~ T 02 = (273.7) 6 - 0l2T2m2/s2 ( lkJ/k ^ 


2 c r 


2(1.005 kJ/kg-K)U000m 2 /s 2 


^1000m 2 /s 2 ^ 
1 kJ/kg 

= 268.9 K 


= 6.0L/rT 


Then the static exit pressure becomes 


\kKk- 1 ) 


P 2 - Pq2 


\ J <)2 J 


= (62.6 lkPa) 


f 268.9 K ') 
V 273.7 K J 


1.47(1.4-1) 


= 58.85 kPa 


Thus the static pressure rise across the diffuser is 


Thus 


AP = P 2 -P i =58.85-41.1 = 17.8 kPa 


Also, p 2 = 


58.85 kPa 


RT 2 (0.287 kPa • m 3 /kg • K)(268.9 K) 

V 2 = 6.01^77 = 6.01V268.9 = 98.6 m/s 

7w 65kg/s „ 9 

& = 0.864 m 2 


= 0.7626 kg/m J 


A 2 - 


p 2 V 2 (0.7626 kg/m J )(98.6 m/s) 


Discussion The pressure rise in actual diffusers will be lower because of the irreversibilities. Flowever, flow through 
well-designed diffusers is very nearly isentropic. 
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Chapter 12 Compressible Flow 


12-148 

Solution Helium gas is accelerated in a nozzle isentropically. For a specified mass flow rate, the throat and exit areas 
of the nozzle are to be determined. 

Assumptiom 1 Flelium is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, 
and isentropic. 3 The nozzle is adiabatic. 

Properties The properties of helium are R = 2.0769 kJ/kg.K, c p = 5.1926 kJ/kg.K, and k= 1.667. 

Analysis The inlet stagnation properties in this case are identical to the inlet properties since the inlet velocity is 

negligible, 

T 0l = 7¡ = 500 K 


P 01 =P l = 1.0 MPa 


The flow is assumed to be isentropic, thus the stagnation temperature 
and pressure remain constant throughout the nozzle, 


V m,,,,. 


T 02 = T 0Í = 500 K 
Pqi = P )| = 1.0 MPa 


© 
K, = 0 


He 


© — *• © 


The critical pressure and temperature are determined from 


T* = T, 


P* = P n 


P* = 


k +1 
2 

k +1 


= (500 K)| 

*/(*—!) 


U.667 + 1 
= (1.0 MPa) 
487 kPa 


= 375.0 K 


1.667 + 1 


1.667/(1.667-1) 


= 0.487 MPa 


RT* (2.0769 kPa-m7kg-K)(375K) 


= 0.625 kg/rn 3 


V*=c* = y¡kRT* = ^(1,667)(2.0769 kJ/kg • K)(375 K) 
0.25 kg/s 


^1000m 2 /s n 


Thus the throat area is 
m 


A* = ■ 


1 kJ/kg 

= 3.51xl0~ 4 m 2 = 3.51 cm 2 


= 1139.4 m/s 


P*V* (0.625 kg/m 3 )(l 139.4 m/s) 

At the nozzle exit the pressure is P 2 = 0.1 MPa. Then the other properties at the nozzle exit are determined to be 


1 + 


i i \k/(k- 1) 

K ~ í , , 2 1 


-Ma 


2 J 


1.0 MPa 
0.1 MPa 


= 1 + 


1.667-1 


Mai 


1.667/0.667 


It yields Ma 2 = 2.130, which is greater than 1. Therefore, the nozzle must be converging-diverging. 




P 2 = 


X 


2 + (k-\)Ua\ 


= (500 K) 
100 kPa 


2 + (1.667-l)x2.13‘ 


= 199.0K 


RT 2 (2.0769 kPam7kgK)(199K) 


= 0.242 kg/m J 


V 2 =Ma 2 c 2 = Ma, JkRT 2 = (2.13) (1.667)(2.0769 kJ/kg • K)(199 K) 


( 1000 m 2 / s 2 ^ 
1 kJ/kg 


= 1768.0 m/s 


Thus the exit area is 
ni 

A 2 =- 


0.25 kg/s 


■ = 5.84xl0~ 4 m 2 = 5.84 cm 2 


P 2 V 2 (0.242 kg/m 3 )(1768 m/s) 

Discussioii Flow areas in actual nozzles would be somewhat larger to accommodate the irreversibilities. 
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Chapter 12 Compressible Flow 


12-149E 

Solution Helium gas is accelerated in a nozzle. For a specified mass flow rate, the throat and exit areas of the nozzle 
are to be determined for the cases of isentropic and 97% efficient nozzles. 

Assumptiom 1 Fíelium is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, 
and isentropic. 3 The nozzle is adiabatic. 

Properties The properties of helium are R = 0.4961 Btu/lbm-R = 2.6809 psia ft Vlbm-R, c p = 1.25 Btu/lbm-R, and k = 
1.667. 

Aitalysis The inlet stagnation properties in this case are identical to the inlet properties since the inlet velocity is 
negligible. 


T 0l = 7¡ = 900 R 


P 0Í = P x =150 psia 

The flow is assumed to be isentropic, thus the stagnation temperature 
and pressure remain constant throughout the nozzle, 


. 


Tqi - Tqi - 900 R 


© 

P ¡*0 


He 


0 — © 


P 02 = P 01 =150 psia 

The critical pressure and temperature are determined from 




T* = T n 


P* = Pn 


P* = 


k +1 
2 

k +1 


= (900 R)| ■ 

*/(*-!) 


Vi.667 +1 
= (150 psia) 
73.1psia 


= 674.9 R 


1.667 + 1 


RT * (2.6809 psia • ft Vlbm • R)(674.9 R) 


1.667/(1.667 1) 

= 73.1 psia 
= 0.0404 lbm/ft 3 


and A *= 


V* = c* = y/kRT* = ^(1.667)(0.4961 Btu/lbm • R)(674.9 R) 
0.2 lbm/s 


2 ,2 \ 


25,037 ft ¿ /s 
1 Btu/lbm 


= 3738 ft/s 


m 


0.00132 ft 2 


P*V* (0.0404 lbm/ft 3 )(3738 ft/s) 

At the nozzle exit the pressure is P 2 = 15 psia. Then the other properties at the nozzle exit are determined to be 


P o 
Pi 


= 1 + 


Jt-1„ 2 V /(M) 


-Ma 


2 J 


150 psia 
15 psia 


= 1 + 


1.667-1 


Ma: 


1.667/0.667 


It yields Ma 2 = 2.130, which is greater than 1. Therefore, the nozzle must be converging-diverging. 




Pi = 


2 + (£-l)Ma2 


= (900 R) 
15 psia 


2 + (1.667-l)x2.13 ¿ 


= 358.IR 


RT 2 (2.6809 psia • ft 3 /lbm • R)(358.1 R) 


= 0.0156 lbm/ft 3 


V 2 =Ma 2 c 2 = Ma 2 JkRT 2 = (2.13) (1.667X0.4961 Btu/lbm • R)(358.1R) 


f 25,037 ft 2 /s 2 ^ 
1 Btu/lbm 


= 5800 ft/s 


Thus the exit area is 
m 

A 2 = 


0.2 lbm/s 


p 2 y 2 (0.0156 lbm/ft 3 X5800 ft/s) 


= 0.00221 ft 2 


Discussion Flow areas in actual nozzles would be somewhat larger to accommodate the irreversibilities. 
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Chapter 12 Compressible Flow 


12-150 [Also solved using EES on enclosedDVD] 

Solution Using the compressible flow relations, the one-dimensional compressible flow functions are to be evaluated 
and tabulated as in Table A-13 for an ideal gas with k = 1.667. 


Properties 

Analysis 

Ma* = Ma 


The specific heat ratio of the ideal gas is given to be k= 1.667. 

The compressible flow functions listed below are expressed in EES and the results are tabulated. 

-i0.5(/t+i)/(/t-r) 


1 k+\ 

A _ 1 

rr 2 Yi^-'MaOl 

J 2 + (k-l)Ma 2 

A* Ma 

LU+iA 2 Ma JJ 


= 1 + - 


k — \. 


— = 1 + 


k-1 


-Ma' 


Ma- 


-*/(*—!) 


P 

Po 


= 1 + - 


k-\ 


-Ma' 


-!/(*-!) 


k=1.667 

PP0=(1 +(k-1 )*M A 2/2) A (-k/(k-1)) 

TT0=1/(1 +(k-1 )*M A 2/2) 

DD0=(1+(k-1 )*M A 2/2) A (-1/(k-1)) 

Mcr=M*SQRT((k+1 )/(2+(k-1 )*M A 2)) 

AAcr=((2/(k+1 ))*(1 +0.5*(k-1 )*M A 2)) A (0.5*(k+1 )/(k-1 ))/M 


Ma 

Ma* 

A/A' 

PIPo 

Pipi) 

T/T 0 

0.0 

0 

OO 

1.0000 

1.0000 

1.0000 

0.1 

0.1153 

5.6624 

0.9917 

0.9950 

0.9967 

0.2 

0.2294 

2.8879 

0.9674 

0.9803 

0.9868 

0.3 

0.3413 

1.9891 

0.9288 

0.9566 

0.9709 

0.4 

0.4501 

1.5602 

0.8782 

0.9250 

0.9493 

0.5 

0.5547 

1.3203 

0.8186 

0.8869 

0.9230 

0.6 

0.6547 

1.1760 

0.7532 

0.8437 

0.8928 

0.7 

0.7494 

1.0875 

0.6850 

0.7970 

0.8595 

0.8 

0.8386 

1.0351 

0.6166 

0.7482 

0.8241 

0.9 

0.9222 

1.0081 

0.5501 

0.6987 

0.7873 

1.0 

1.0000 

1.0000 

0.4871 

0.6495 

0.7499 

1.2 

1.1390 

1.0267 

0.3752 

0.5554 

0.6756 

1.4 

1.2572 

1.0983 

0.2845 

0.4704 

0.6047 

1.6 

1.3570 

1.2075 

0.2138 

0.3964 

0.5394 

1.8 

1.4411 

1.3519 

0.1603 

0.3334 

0.4806 

2.0 

1.5117 

1.5311 

0.1202 

0.2806 

0.4284 

2.2 

1.5713 

1.7459 

0.0906 

0.2368 

0.3825 

2.4 

1.6216 

1.9980 

0.0686 

0.2005 

0.3424 

2.6 

1.6643 

2.2893 

0.0524 

0.1705 

0.3073 

2.8 

1.7007 

2.6222 

0.0403 

0.1457 

0.2767 

3.0 

1.7318 

2.9990 

0.0313 

0.1251 

0.2499 

5.0 

1.8895 

9.7920 

0.0038 

0.0351 

0.1071 

oc 

1.9996 

OO 

0 

0 

0 


Discussioit The tabulated valúes are useful for quick calculations, but be careful - they apply only to one specific valué 
of k , in this case k= 1.667. 
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Chapter 12 Compressible Flow 


12-151 [Also solved using EES on enclosed DVD] 

Solution Using the normal shock relations, the normal shock ñinctions are to be evaluated and tabulated as in Table 
A-14 for an ideal gas with k = 1.667. 


Properties 

Analysis 


Ma 2 

T\ 


The specific heat ratio of the ideal gas is given to be k= 1.667. 

The normal shock relations listed below are expressed in EES and the results are tabulated. 

.2 


(k- l)Maf+2 
] 2kMaj -k + l 

2 + Maj ? (k-l) 

2 + Ma 2 (k-l) 


1 + kMaf 2kMa X — k + l 


P x 1 + kMa i 


Pi_ 

P\ 


P 2 /P x 


k + l 
(k + l)Maí 


T 2 /Ti 2 + (k-l)Maj V 2 


Pp2 

Poi 


Ma, I" 1 + Ma 2 (k-1)/2 
Ma 2 [l + Maf(k-l)/2 


Jc+ 1_ 

2 (^- 1 ) 


P 02 _ (l + kMaf)[l + Ma 2 (k-l)/2] í ' /(i ^ 1) 
P x l + kMa 2 2 


k=1.667 

My=SQRT((Mx A 2+2/(k-1))/(2*Mx A 2*k/(k-1 )-1)) 

PyPx=(1 +k*Mx A 2)/(1 +k*My A 2) 

TyTx=(1 +Mx A 2*(k-1 )/2)/(1 +My A 2*(k-1 )/2) 

RyRx=PyPx/TyTx 

P0yP0x=(Mx/My)*((1 +My A 2*(k-1 )/2)/(1 +Mx A 2*(k-1 )/2)) A (0.5*(k+1 )/(k-1)) 
P0yPx=(1 +k*Mx A 2)*(1 +My A 2*(k-1 )/2) A (k/(k-1 ))/(1 +k*My A 2) 


Mai 

Ma 2 

P 2 /P 1 

Pl/Pl 

T 2 !T\ 

P 02 /P 01 

P 02 ¡P\ 

1.0 

1.0000 

1.0000 

1.0000 

1.0000 

1 

2.0530 

1.1 

0.9131 

1.2625 

1.1496 

1.0982 

0.999 

2.3308 

1.2 

0.8462 

1.5500 

1.2972 

1.1949 

0.9933 

2.6473 

1.3 

0.7934 

1.8626 

1.4413 

1.2923 

0.9813 

2.9990 

1.4 

0.7508 

2.2001 

1.5805 

1.3920 

0.9626 

3.3838 

1.5 

0.7157 

2.5626 

1.7141 

1.4950 

0.938 

3.8007 

1.6 

0.6864 

2.9501 

1.8415 

1.6020 

0.9085 

4.2488 

1.7 

0.6618 

3.3627 

1.9624 

1.7135 

0.8752 

4.7278 

1.8 

0.6407 

3.8002 

2.0766 

1.8300 

0.8392 

5.2371 

1.9 

0.6227 

4.2627 

2.1842 

1.9516 

0.8016 

5.7767 

2.0 

0.6070 

4.7503 

2.2853 

2.0786 

0.763 

6.3462 

2.1 

0.5933 

5.2628 

2.3802 

2.2111 

0.7243 

6.9457 

2.2 

0.5814 

5.8004 

2.4689 

2.3493 

0.6861 

7.5749 

2.3 

0.5708 

6.3629 

2.5520 

2.4933 

0.6486 

8.2339 

2.4 

0.5614 

6.9504 

2.6296 

2.6432 

0.6124 

8.9225 

2.5 

0.5530 

7.5630 

2.7021 

2.7989 

0.5775 

9.6407 

2.6 

0.5455 

8.2005 

2.7699 

2.9606 

0.5442 

10.3885 

2.7 

0.5388 

8.8631 

2.8332 

3.1283 

0.5125 

11.1659 

2.8 

0.5327 

9.5506 

2.8923 

3.3021 

0.4824 

11.9728 

2.9 

0.5273 

10.2632 

2.9476 

3.4819 

0.4541 

12.8091 

3.0 

0.5223 

11.0007 

2.9993 

3.6678 

0.4274 

13.6750 

4.0 

0.4905 

19.7514 

3.3674 

5.8654 

0.2374 

23.9530 

5.0 

0.4753 

31.0022 

3.5703 

8.6834 

0.1398 

37.1723 

00 

0.4473 

00 

3.9985 

00 

0 

OO 


Discussion The tabulated valúes are useful for quick calculations, but be careful - they apply only to one specific valué 
of k , in this case k= 1.667. 
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Solution The critical temperature, pressure, and density of an equimolar mixture of oxygen and nitrogen for specified 
stagnation properties are to be determined. 

Assmnptions Both oxygen and nitrogen are ideal gases with constant specific heats at room temperature. 

Properties The specific heat ratio and molar mass are k = 1.395 and M= 32 kg/kmol for oxygen, and £ = 1.4 and M = 
28 kg/kmol for nitrogen. 

Aitalysis The gas constant of the mixture is 

M m = y 0l Mo 2 + = 0.5 x 32 + 0.5 x 28 = 30 kg/kmol 


R,„ = ■ 


R„ 




8.314 kJ/kmol • K 
30 kg/kmol 


= 0.2771 kJ/kg-K 


The specific heat ratio is 1.4 for nitrogen, and nearly 1.4 for oxygen. Therefore, the specific heat ratio of the mixture is also 
1.4. Then the critical temperature, pressure, and density of the mixture become 


T* = 77 


P* = Pn 


P* = 


£ + 1 
2 

k +1 


= (800 K)f 

k/(k- 1) 


yl.4 + 1 
= (500 kPa)[ 
264 kPa 


667 K 

,1.4/(1.4-1) 


y 1.4 + 1 


RT* (0.2771 kPa-m 3 /kg-K)(667K) 


= 264 kPa 


= 1.43 kg/rrr 


Discussion If the specific heat ratios k of the two gases were different, then we would need to determine the k of the 
mixture from k = C p ,„/C v m where the specific heats of the mixture are determined from 

Cp,m = m ^o 2 C p,o 2 +m ^N 2 Cp,N 2 =(yo 2 M o 2 IM m )C po 2 + (y Ni /M m )C pNi 
C V j„ =m f o 2 ^v,o 2 + m f ; v 2 Cv,n 2 =(yo 2 M o 2 IM m )C v o 2 +(y N 2 M Ni /M m )C vN2 

where mf is the mass fraction and y is the mole fraction. In this case it would give 
C pm = (0.5 x 32/30) x 0.918 + (0.5 x 28/30) x 1.039 = 0.974 ld/kg.K 
C p m = (0.5 x 32/ 30) x 0.658 + (0.5 x 28 / 30) x 0.743 = 0.698 kJ/kg.K 
and 

£=0.974/0.698 = 1.40 
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Solution Using EES (or other) software, the shape of a converging-diverging nozzle is to be determined for specified 
flow rate and stagnation conditions. The nozzle and the Mach number are to be plotted. 

Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady, one-dimensional, and 
isentropic. 3 The nozzle is adiabatic. 

Properties The specific heat ratio of air at room temperature is 1.4. 

Aitalysis The problem is solved using EES, and the results are tabulated and plotted below. 


k=1.4 

Cp=1.005 "kJ/kg.K' 


R=0.287 "kJ/kg.K' 

P0=1400 "kPa" 

T0=200+273 "K" 
m=3 "kg/s" 
rho_0=P0/(R*T0) 
rho=P/(R*T) 

T=T0*(P/P0) A ((k-1 )/k) 

V=SQRT(2*Cp*(T0-T)*1000) « 

A=m/(rho*V)*10000 "cm2" S 

C=SQRT(k*R*T*1000) 

Ma=V/C 


Pressure 

Flow area 

Mach number 

P, kPa 

A, cm 2 

Ma 

1400 

OO 

0 

1350 

30.1 

0.229 

1300 

21.7 

0.327 

1250 

18.1 

0.406 

1200 

16.0 

0.475 

1150 

14.7 

0.538 

1100 

13.7 

0.597 

1050 

13.0 

0.655 

1000 

12.5 

0.710 

950 

12.2 

0.766 

900 

11.9 

0.820 

850 

11.7 

0.876 

800 

11.6 

0.931 

750 

11.5 

0.988 

700 

11.5 

1.047 

650 

11.6 

1.107 

600 

11.8 

1.171 

550 

12.0 

1.237 

500 

12.3 

1.308 

450 

12.8 

1.384 

400 

13.3 

1.467 

350 

14.0 

1.559 

300 

15.0 

1.663 

250 

16.4 

1.784 

200 

18.3 

1.929 

150 

21.4 

2.114 

100 

27.0 

2.373 




P, kPa 


Discussion The shape is not actually to scale since the horizontal axis is pressure rather than distance. If the pressure 
decreases linearly with distance, then the shape would be to scale. 
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Solution Using the compressible flow relations, the one-dimensional compressible flow functions are to be evaluated 
and tabulated as in Table A-13 for air. 


Properties 

Analysis 

Ma* = Ma 


The specific heat ratio is given to be k = 1.4 for air. 

The compressible flow functions listed below are expressed in EES and the results are tabulated. 

-|0.5(*+1)/(*-!) 


k +1 


2 + (k-l)Ma‘ 


1 

Ma 


— = 1 + 


k -1 


Ma" 


-k/(k-l) 


A 
A * 

— = 1 1 + 
Po 


k +1 


1 + ——-Ma 2 


k- i.. 9 
-Ma 


2 

-!/(*-!) 


-= 1 + 


k- 1 


Ma' 


Air: 

k=1.4 

PP0=(1 +(k-1 )*M A 2/2) A (-k/(k-1)) 

TT0=1/(1+(k-1 )*M A 2/2) 

DD0=(1+(k-1 )*M A 2/2) A (-1/(k-1)) 

Mcr=M*SQRT((k+1 )/(2+(k-1 )*M A 2)) 

AAcr=((2/(k+1 ))*(1 +0.5*(k-1 )*M A 2)) A (0.5*(k+1 )/(k-1 ))/M 


Ma 

Ma' 

A/A' 

P/Po 

pipo 

T/T 0 

1.0 

1.0000 

1.0000 

0.5283 

0.6339 

0.8333 

1.5 

1.3646 

1.1762 

0.2724 

0.3950 

0.6897 

2.0 

1.6330 

1.6875 

0.1278 

0.2300 

0.5556 

2.5 

1.8257 

2.6367 

0.0585 

0.1317 

0.4444 

3.0 

1.9640 

4.2346 

0.0272 

0.0762 

0.3571 

3.5 

2.0642 

6.7896 

0.0131 

0.0452 

0.2899 

4.0 

2.1381 

10.7188 

0.0066 

0.0277 

0.2381 

4.5 

2.1936 

16.5622 

0.0035 

0.0174 

0.1980 

5.0 

2.2361 

25.0000 

0.0019 

0.0113 

0.1667 

5.5 

2.2691 

36.8690 

0.0011 

0.0076 

0.1418 

6.0 

2.2953 

53.1798 

0.0006 

0.0052 

0.1220 

6.5 

2.3163 

75.1343 

0.0004 

0.0036 

0.1058 

7.0 

2.3333 

104.1429 

0.0002 

0.0026 

0.0926 

7.5 

2.3474 

141.8415 

0.0002 

0.0019 

0.0816 

8.0 

2.3591 

190.1094 

0.0001 

0.0014 

0.0725 

8.5 

2.3689 

251.0862 

0.0001 

0.0011 

0.0647 

9.0 

2.3772 

327.1893 

0.0000 

0.0008 

0.0581 

9.5 

2.3843 

421.1314 

0.0000 

0.0006 

0.0525 

10.0 

2.3905 

535.9375 

0.0000 

0.0005 

0.0476 


Discussion The tabulated valúes are useful for quick calculations, but be carefid - they apply only to one specific valué 
of k , in this case k= 1.4. 
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Solution Using the compressible flow relations, the one-dimensional compressible flow functions are to be evaluated 
and tabulated as in Table A-13 for methane. 


Properties 

Analysis 

Ma* = Ma 


The specific heat ratio is given to be k = 1.3 for methane. 

The compressible flow functions listed below are expressed in EES and the results are tabulated. 

-|0.5(*+1)/(*-!) 


k +1 


2 + (k-l)Ma‘ 


1 

Ma 


— = 1 + 


k-1 


Ma" 


-k/(k-l) 


A 
A * 

— = 1 1 + 
Po 


k +1 


1 + ——-Ma 2 


k- i.. 9 
-Ma 


2 

-!/(*-!) 


-= 1 + 


k- 1 


Ma' 


Methane: 
k=1.3 

PP0=(1 +(k-1 )*M A 2/2) A (-k/(k-1)) 

TT0=1/(1+(k-1 )*M A 2/2) 

DD0=(1+(k-1 )*M A 2/2) A (-1/(k-1)) 

Mcr=M*SQRT((k+1 )/(2+(k-1 )*M A 2)) 

AAcr=((2/(k+1 ))*(1 +0.5*(k-1 )*M A 2)) A (0.5*(k+1 )/(k-1 ))/M 


Ma 

Ma' 

A/A' 

P/Po 

pipo 

T/T 0 

1.0 

1.0000 

1.0000 

0.5457 

0.6276 

0.8696 

1.5 

1.3909 

1.1895 

0.2836 

0.3793 

0.7477 

2.0 

1.6956 

1.7732 

0.1305 

0.2087 

0.6250 

2.5 

1.9261 

2.9545 

0.0569 

0.1103 

0.5161 

3.0 

2.0986 

5.1598 

0.0247 

0.0580 

0.4255 

3.5 

2.2282 

9.1098 

0.0109 

0.0309 

0.3524 

4.0 

2.3263 

15.9441 

0.0050 

0.0169 

0.2941 

4.5 

2.4016 

27.3870 

0.0024 

0.0095 

0.2477 

5.0 

2.4602 

45.9565 

0.0012 

0.0056 

0.2105 

5.5 

2.5064 

75.2197 

0.0006 

0.0033 

0.1806 

6.0 

2.5434 

120.0965 

0.0003 

0.0021 

0.1563 

6.5 

2.5733 

187.2173 

0.0002 

0.0013 

0.1363 

7.0 

2.5978 

285.3372 

0.0001 

0.0008 

0.1198 

7.5 

2.6181 

425.8095 

0.0001 

0.0006 

0.1060 

8.0 

2.6350 

623.1235 

0.0000 

0.0004 

0.0943 

8.5 

2.6493 

895.5077 

0.0000 

0.0003 

0.0845 

9.0 

2.6615 

1265.6040 

0.0000 

0.0002 

0.0760 

9.5 

2.6719 

1761.2133 

0.0000 

0.0001 

0.0688 

10.0 

2.6810 

2416.1184 

0.0000 

0.0001 

0.0625 


Discussion The tabulated valúes are useful for quick calculations, but be careful - they apply only to one specific valué 
of k , in this case k= 1.3. 
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Solution Using the normal shock relations, the normal shock ñinctions are to be evaluated and tabulated as in Table 
A-14 for air. 

Properties The specific heat ratio is given to be k = 1.4 for air. 


Analysis 


Ma 2 
T x " 


The normal shock relations listed below are expressed in EES and the results are tabulated. 

' .2 


(£-l)Maf+2 
] 2kMa x -k + l 
2 + Maf(k-l) 

2 + Ma 2 (k-l) 


1 + kMa 


P x 1 + kMa 2 


Pi 

P\ 


P,/P t 


2kMa\-k + \ 
k + l 

(k + l)Maf 


T 2 /T x 2 + (k-l)Maf V 2 


Pq2 

P 0l 


Ma, I" 1 + Ma 2 (k-1)/2 
Ma 2 [l + Maf(k-l)/2 


k+l 
2(A—r> 


P 02 _ (l + kMaf)[l + Ma^(/i:-l)/2] í ' /( ^ 1) 
P x 1 + kMa? 


Air: 

k=1.4 

My=SQRT((Mx A 2+2/(k-1))/(2*Mx A 2*k/(k-1 )-1)) 

PyPx=(1 +k*Mx A 2)/(1 +k*My A 2) 

TyTx=(1 +Mx A 2*(k-1 )/2)/(1 +My A 2*(k-1 )/2) 

RyRx=PyPx/TyTx 

P0yP0x=(Mx/My)*((1 +My A 2*(k-1 )/2)/(1 +Mx A 2*(k-1 )/2)) A (0.5*(k+1 )/(k-1)) 
P0yPx=(1 +k*Mx A 2)*(1 +My A 2*(k-1 )/2) A (k/(k-1 ))/(1 +k*My A 2) 


Ma! 

Ma 2 

P 2 /P 1 

Pi¡P\ 

T 2 /T\ 

P 0 2/Pm 

P 0 2/^l 

1.0 

1.0000 

1.0000 

1.0000 

1.0000 

1 

1.8929 

1.5 

0.7011 

2.4583 

1.8621 

1.3202 

0.9298 

3.4133 

2.0 

0.5774 

4.5000 

2.6667 

1.6875 

0.7209 

5.6404 

2.5 

0.5130 

7.1250 

3.3333 

2.1375 

0.499 

8.5261 

3.0 

0.4752 

10.3333 

3.8571 

2.6790 

0.3283 

12.0610 

3.5 

0.4512 

14.1250 

4.2609 

3.3151 

0.2129 

16.2420 

4.0 

0.4350 

18.5000 

4.5714 

4.0469 

0.1388 

21.0681 

4.5 

0.4236 

23.4583 

4.8119 

4.8751 

0.0917 

26.5387 

5.0 

0.4152 

29.0000 

5.0000 

5.8000 

0.06172 

32.6535 

5.5 

0.4090 

35.1250 

5.1489 

6.8218 

0.04236 

39.4124 

6.0 

0.4042 

41.8333 

5.2683 

7.9406 

0.02965 

46.8152 

6.5 

0.4004 

49.1250 

5.3651 

9.1564 

0.02115 

54.8620 

7.0 

0.3974 

57.0000 

5.4444 

10.4694 

0.01535 

63.5526 

7.5 

0.3949 

65.4583 

5.5102 

11.8795 

0.01133 

72.8871 

8.0 

0.3929 

74.5000 

5.5652 

13.3867 

0.008488 

82.8655 

8.5 

0.3912 

84.1250 

5.6117 

14.9911 

0.006449 

93.4876 

9.0 

0.3898 

94.3333 

5.6512 

16.6927 

0.004964 

104.7536 

9.5 

0.3886 

105.1250 

5.6850 

18.4915 

0.003866 

116.6634 

10.0 

0.3876 

116.5000 

5.7143 

20.3875 

0.003045 

129.2170 


Discussion The tabulated valúes are useful for quick calculations, but be careful - they apply only to one specific valué 
of k, in this case k = 1.4. 
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Solution Using the normal shock relations, the normal shock ñinctions are to be evaluated and tabulated as in Table 
A-14 for methane. 

Properties The specific heat ratio is given to be k = 1.3 for methane. 


Analysis 


Ma 2 
T x " 


The normal shock relations listed below are expressed in EES and the results are tabulated. 

' .2 


(k-l)Maf+2 
] 2kMa x -k + l 
2 + Maf(k-l) 

2 + Ma 2 (k-l) 


1 + kMa 


P x 1 + kMa 2 


Pi 

P\ 


P,/P t 


2kMa\-k + \ 
k + l 

(k + l)Ma x 


T 2 /T x 2 + (k-l)Maf V 2 


Pq2 

P 0 l 


Ma, I" 1 + Ma 2 (k-1)/2 
Ma 2 [l + Maf(k-l)/2 


k+l 
2(A—r> 


P 02 _ (l + kMaf)[l + Ma^(/i:-l)/2] í ' /( ^ 1) 
P x 1 + kMa? 


Methane: 
k=1.3 

My=SQRT((Mx A 2+2/(k-1))/(2*Mx A 2*k/(k-1 )-1)) 

PyPx=(1 +k*Mx A 2)/(1 +k*My A 2) 

TyTx=(1 +Mx A 2*(k-1 )/2)/(1 +My A 2*(k-1 )/2) 

RyRx=PyPx/TyTx 

P0yP0x=(Mx/My)*((1 +My A 2*(k-1 )/2)/(1 +Mx A 2*(k-1 )/2)) A (0.5*(k+1 )/(k-1)) 
P0yPx=(1 +k*Mx A 2)*(1 +My A 2*(k-1 )/2) A (k/(k-1 ))/(1 +k*My A 2) 


Ma! 

Ma 2 

P 2 /P 1 

Pi¡P\ 

t 2 /t x 

P 0 2/Pm 

P 0 2/^l 

1.0 

1.0000 

1.0000 

1.0000 

1.0000 

1 

1.8324 

1.5 

0.6942 

2.4130 

1.9346 

1.2473 

0.9261 

3.2654 

2.0 

0.5629 

4.3913 

2.8750 

1.5274 

0.7006 

5.3700 

2.5 

0.4929 

6.9348 

3.7097 

1.8694 

0.461 

8.0983 

3.0 

0.4511 

10.0435 

4.4043 

2.2804 

0.2822 

11.4409 

3.5 

0.4241 

13.7174 

4.9648 

2.7630 

0.1677 

15.3948 

4.0 

0.4058 

17.9565 

5.4118 

3.3181 

0.09933 

19.9589 

4.5 

0.3927 

22.7609 

5.7678 

3.9462 

0.05939 

25.1325 

5.0 

0.3832 

28.1304 

6.0526 

4.6476 

0.03613 

30.9155 

5.5 

0.3760 

34.0652 

6.2822 

5.4225 

0.02243 

37.3076 

6.0 

0.3704 

40.5652 

6.4688 

6.2710 

0.01422 

44.3087 

6.5 

0.3660 

47.6304 

6.6218 

7.1930 

0.009218 

51.9188 

7.0 

0.3625 

55.2609 

6.7485 

8.1886 

0.006098 

60.1379 

7.5 

0.3596 

63.4565 

6.8543 

9.2579 

0.004114 

68.9658 

8.0 

0.3573 

72.2174 

6.9434 

10.4009 

0.002827 

78.4027 

8.5 

0.3553 

81.5435 

7.0190 

11.6175 

0.001977 

88.4485 

9.0 

0.3536 

91.4348 

7.0837 

12.9079 

0.001404 

99.1032 

9.5 

0.3522 

101.8913 

7.1393 

14.2719 

0.001012 

110.367 

10.0 

0.3510 

112.9130 

7.1875 

15.7096 

0.000740 

122.239 


Discussion The tabulated valúes are useful for quick calculations, but be careful - they apply only to one specific valué 
of k, in this case k = 1.3. 
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Solution Air enters a constant-area adiabatic duct at a specified State, and leaves at a specified pressure. The mass 
flow rate of air, the exit velocity, and the average friction factor are to be determined. 



Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor is constant along the duct. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The friction factor is 
given to be/= 0.025. 


Analysis Noting that the flow in the nozzle section is isentropic, the Mach number, thermodynamic temperature, and 
density at the tube inlet become 

( b-\ y* 7 ** -1 ) r i4i v 1 - 470 - 4 

P x = /> 01 l 1 + —— Ma 2 l 97kPa = (100kPa)ll + ^—MaM Ma, = 0.2091 

r, =T 01 íl + ^-Maf j = (300K)íl + ^1(0.2091) 2 j = 297.4 K 


P i = 


RT, 


_97 kPa_ 

(0.287 kJ/kgK)(297.4 K) 


= 1.136 kg/m 3 


Then the inlet velocity and the mass flow rate become 


c, = y fkRT\ = (1.4)(0.287 kJ/kg • K)(297.4 K) 


^ 1000m 2 /S n 
1 kJ/kg 


= 345.7 m/s 


V, = Ma lCl = 0.2091(345.7 m/s) = 72.3 m/s 


m air = p x A cX V x = (1.136kg/m 3 )[^(0.03m) 2 /4](72.3m/s) = 0.0581 kg/s 
The Fanno flow functions corresponding to the inlet Mach number are, from Table A-16, 

Ma, = 0.2091: ifL*ID h ) i =13.095 T x /T* = 1.1896, Pi/P* = 5.2173, JW* = 0.2280 

Thercfore/h = 5.2173P . Then the Fanno function Pili’’ bccomes 

P 2 P 2 5.2173(55 kPa) 

P* Pj/5.2173 97 kPa 

The corresponding Mach number and Fanno flow functions are, from Table A-16, 

Ma 2 = 0.3655, (fL*/D h ) x = 3.0420, and K 2 /K* =0.3951. 

Then the air velocity at the duct exit and the average friction factor become 


p. Vr, /V 0 3951 

— =—-- = —-= 1.7329 ^ V 2 = 1.7329K, =1.7329(72.3m/s) = 125 m/s 

F, V ¡ / y 0.2280 


L — Z/j L 2 — 


Di, 


D u 


£k 

f 


-» 2 m = (13.095-3.042) 


0.03 m 

/ 


~^f= 0.151 


Discussioit Note that the mass flow rate and the average friction factor can be determined by measuring static pressure, 
as in incompressible flow. 
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12-159 

Solution Supersonic airflow in a constant cross-sectional area adiabatic duct is considered. For a specified exit Mach 
number, the temperature, pressure, and velocity at the duct exit are to be determined. 


P, = 80 kPa 
T\ = 250 K 
Ma,=2.2 " 


/= 0.03 
Exit 

Ma 2 = 1.8 


~Má*=l 

p* 
p * 



Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor remains constant along the 
duct. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction 
factor is given to be/= 0.03. 

Analysis The inlet velocity is 


= JkRT\ = (1.4X0.287 kJ/kg ■ K)(250 K) 


1000 m 2 /s 
1 kJ/kg 


2 A 


= 316.9 m/s 


V¡ =Ma lCl =2.2(316.9 m/s) = 697.3 m/s 

The Fanno flow functions corresponding to the inlet and exit Mach numbers are, from Table A-16, 

Ma, = 2.2: (fL*/D h ) , = 0.3609 T x /f = 0.6098, P,/P* = 0.3549, VJV* = 1.7179 

Ma 2 = 1.8: (fL*/D h ) 2 = 0.2419 777* = 0.7282, P 2 /P* = 0.4741, V 2 /V* = 1.5360 

Then the temperature, pressure, and velocity at the duct exit are determined to be 


T i _ t i /t * _ 0.7282 
T x ~ T x /T* ~ 0.6098 

P 2 P 2 /P* 0,4741 

P¡~~ PJP* “ 0.3549 


1.1942 

1.3359 


v 2 v 2 iv* 

v x v x /v * 


1.5360 

1.7179 


0.8941 


^ P 2 = 1.1942^ =1.1942(250 K)=299K 
^ P 2 =1.3359^ = 1.3359(80 kPa) = 107 kPa 
-a V 2 = 0.8941^ = 0.8941(697.3 m/s) = 623 m/s 


Discussion The duct length is determined to be 

D 


L — L\ L 2 - 


r JL\ JL\' 




D,, 


— = (0.3609-0.2419) 0Mm =0.16m 
/ 0.03 


Note that it takes a duct length of only 0.16 m for the Mach number to decrease from 2.2 to 1.8. The máximum (or sonic) 
duct lengths at the inlet and exit States in this case are ij = 0.48 m and Li = 0.32 m. Therefore, the flow would reach sonic 
conditions if a 0.32-m long section were added to the existing duct. 
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Solution Air flowing at a supersonic velocity in a duct is accelerated by cooling. For a specified exit Mach number, 
the rate of heat transfer is to be determined. 


Assumptions The assumptions associated with Rayleigh flow (i.e., 
steady one-dimensional flow of an ideal gas with constant properties 
through a constant cross-sectional area duct with negligible frictional 
effects) are valid. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 
kJ/kg-K, and R = 0.287 kJ/kg-K. 

Analysis Knowing stagnation properties, the static properties are 
determined to be 


Q 


Pm = 240 kPa 

7oi = 350 K 

1 

w 1 

Ma 2 = 2 

I 

1 

1 

1 

I 

1 

I 

I 

I 

1 

I 

1 

1 

I 

-CM-1 

II 

a 

s 



T\=T 0X H + 


P,=PoiU + 


k -1 
2 

k -1 


Ma; 


Ma¡ 


= (350K)íl + ^^1.2 2 


= 271.7 K 


-k/(k-l) 


= (240 kPa)( 1- 


1.4-1 


1 . 2 ' 


- 1 . 4 / 0.4 


= 98.97 kPa 


P\ =■ 


98.97 kPa 


■ = 1.269 kg/m J 


RT X (0.287 kJ/kgK)(271.7 K) 

Then the inlet velocity and the mass flow rate become 


c, = JkRT x = (1.4X0.287 kJ/kg • K)(271.7 K) 


/ 1000m 2 /s 2 ^ 

1 kJ/kg 


= 330.4 m/s 


V, = Ma lCl =1.2(330.4 m/s) = 396.5 m/s 

m air = p¡A cl V ¡ = (1.269 kg/m 3 )[;r(0.20 m) 2 / 4](396.5 m/s) = 15.81 kg/s 


The Rayleigh flow functions T 0 /T 0 * corresponding to the inlet and exit Mach numbers are (Table A-15): 

Maj = 1.8: T 01 /T 0 ' = 0.9787 

Ma 2 = 2: T 02 /T 0 * = 0.7934 

Then the exit stagnation temperature is determined to be 
T T /T* 0 7934 

-02_=-02— = ^-= 0.8107 -> r 02 =0.8107r 01 =0.8107(350K) = 283.7K 

T 0 1 T 0l /T¿ 0.9787 

Finally, the rate of heat transfer is 

Q = t K iI c p {T ll2 -T m )=(l5.8l kg/s)(l.005 kJ/kg-K)(283.7-350) K = -1053 kWs-1050kW 


Discussion The negative sign confirms that the gas needs to be cooled in order to be accelerated. Also, it can be shown 
that the thermodynamic temperature drops to 158 K at the exit, which is extremely low. Therefore, the duct may need to be 
heavily insulated to maintain indicated flow conditions. 
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Solution Air flowing at a subsonic velocity in a duct is accelerated by heating. The highest rate of heat transfer 
without affecting the inlet conditions is to be determined. 

Assumptiom 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional ílow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 Inlet 
conditions (and thus the mass flow rate) remain constant. 


Properties 

Analysis 
temperature are 

Pi 


We take the properties of air to be k= 1.4, c p = 1.005 kJ/kg-K, andR = 0.287 kJ/kg-K. 

Heat transfer will stop when the flow is choked, and thus Ma 2 = V 2 /c 2 = 1. The inlet density and stagnation 

Q 


P\ = 


400 kPa 


RT X (0.287 kJ/kgK)(360K) 


= 3.871 kg/m 2 


T m =T X \ l + ^-Ma^ = (360K)J^l + ^^-0.4 2 h 371.5K 


Then the inlet velocity and the mass flow rate become 


P\ = 400lkPa ^ 


Ti = 360¡K 

1 

y' 

2 

S 3 

ii 

Maj = (5.(4 

1 

1 



c, = JkRT\ = (1.4)(0.287 kJ/kg • K)(360 K) 


^1000m 2 /s 2 ^ 


= 380.3 m/s 


1 kJ/kg 

V¡ = Ma lCl = 0.4(380.3 m/s) = 152.1 m/s 

m alr = p l A cX V l = (3.871 kg/m 3 )(0.1x 0.1 m 2 )(152.1 m/s) = 5.890 kg/s 
The Rayleigh flow ñinctions corresponding to the inlet and exit Mach numbers are Tq 2 IT 0 = 1 (since Ma 2 = 1) . 

T 0l (k + l)Ma 2 [2 + (A: - l)Ma 2 ] (1.4 +1)0.4 2 [2 + (1.4 -1)0.4 2 ] 


2 *.2 


(1 + AMaf) 


(1 + 1.4x0.4 2 ) 2 


= 0.5290 


Therefore, 


^02 ^ 02^0 


-> T 02 = T ol / 0.5290 = (371.5 K)/0.5290 = 702.3 K 


T 0l T 01 /T’ 0.5290 

Then the rate of heat transfer becomes 

Q = m ¡ár c p (r 02 -T m ) = (5.890 kg/s)(l.005 kJ/kg-K)(702.3-371.5) K = 1958 kW = 1960 kW 


Discussion It can also be shown that T 2 = 585 K, which is the highest thermodynamic temperature that can be attained 
under stated conditions. If more heat is transferred, the additional temperature rise will cause the mass flow rate to decrease. 
We can also solve this problem using the Rayleigh function valúes listed in Table A-15. 
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Solution Helium flowing at a subsonic velocity in a duct is accelerated by heating. The highest rate of heat transfer 
without affecting the inlet conditions is to be determined. 

Assumptiom 1 The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 2 Inlet 
conditions (and thus the mass flow rate) remain constant. 


Properties 

Analysis 
temperature are 


We take the properties of helium to be k= 1.667, c p = 5.193 kJ/kg-K, andi? = 2.077 kJ/kg-K. 

Heat transfer will stop when the flow is choked, and thus Ma 2 = V 2 /c 2 = 1. The inlet density and stagnation 

é 


p\ = 


400 kPa 


RT X (2.077 kJ/kgK)(360K) 


= 0.5350 kg/m j 


r 0 i=r,li+ 


k- 1. 


Maf = (360 K) 1 + 


1.667-1 


0.4 2 = 379.2 K 


Then the inlet velocity and the mass flow rate become 


P \ — 400¡ kPa 

-y- 

-i 

1 

1 

T x = 360ÍK 

1 

^ 1 


¡Ma 2 = 1 

2 

P 

II 

o> 

,-Í£L- 

1 

I 


1 

1 

1 

1 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 1116 m/s 


c, =y[kR7\ = ^j(l.667)(2.077 kJ/kg-K)(360K) 

V¡ =Ma je, =0.4(1116 m/s) = 446.6 m/s 

m air = p x A cX V x = (0.5350 kg/m 3 )(0.1x0.1 m 2 )(446.6 m/s) = 2.389 kg/s 
The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are T 02 /T 0 = 1 (since Ma 2 =1) 


[ oi 


(k + l)Ma f[2 + (k- l)Ma / ] (1.667 +1)0.4 - [2 + (1.667 -1)0.4 2 ] 


2 \ 2 


(1 + kMaf) 


(1 + 1.667x0.4 2 ) 2 


= 0.5603 


Therefore, 

^02 ^02 / T 0 


1 


T 0 1 T m !T¿ 


0.5603 


'oí' -‘o 

Then the rate of heat transfer becomes 


T 02 = T ox / 0.5603 = (379.2 K)/0.5603 = 676.8 K 


Q = m^Cp(T 02 -T 0l ) = (2.389 kg/s)(5.193 kJ/kg• K)(676.8-379.2) K = 3690 kW 

Discussion It can also be shown that 77 = 508 K, which is the highest thermodynamic temperature that can be attained 
under stated conditions. If more heat is transferred, the additional temperature rise will cause the mass flow rate to decrease. 
Also, in the solution of this problem, we cannot use the valúes of Table A-15 since they are based on k= 1.4. 
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Solution Air flowing at a subsonic velocity in a duct is accelerated by heating. For a specified exit Mach number, the 
heat transfer for a specified exit Mach number as well as the máximum heat transfer are to be determined. 

Assumptions 1 The assumptions associated with Rayleigh flow (i.e., q 


through a constant cross-sectional area duct with negligible frictional 
effects) are valid. 2 Inlet conditions (and thus the mass flow rate) 
remain constant. 

P x = 35 ¿Pa 

7) = 400¡K 

1 

~T~ 

-i 

1 

1 

;Ma 2 = 0.8 

Properties We take the properties of air to be k = 1.4, c p = 1.005 

kJ/kg-K, and R = 0.287 kJ/kg-K. 

V] = 100; m/s 


1 

1 

1 

1 


Analysis The inlet Mach number and stagnation temperature are 

= 400.9 m/s 


c¡ = y jkRT l = j(1.4)(0.287 kJ/kg • K)(400 K) 


^1000 m 2 /s 2 ^ 


1 kJ/kg 


Ma, = — = 


V í 100 m/s 


'i 


r 0 i=rili+ 


400.9 m/s 
k -1 


= 0.2494 


Maf = (400 K) 1 + 


1.4-1 


0.2494 2 = 405.0 K 


The Rayleigh flow functions corresponding to the inlet and exit Mach numbers are (Table A-15): 

Ma, = 0.2494: T m /T* = 0.2559 

Ma 2 = 0.8: T 02 /f = 0.9639 

Then the exit stagnation temperature and the heat transfer are determined to be 
Tk, T m /T* 0.9639 

-=-52-- =-= 3.7667 -> T 02 = 3.766777, = 3.7667(405.0 K) = 1526 K 

T 0i T 0l /T 0.2559 

q = c p (T 02 -T m ) = (1.005 kJ/kg• K)(1526-405) K = 1126 kJ/kg = 1130 kJ/kg 

Máximum heat transfer will occur when the flow is choked, and thus Ma 2 = 1 and thus T 02 /T* = 1. Then, 

— = T ° 2 IT \ - —-— -> T Q2 =T 0l /0.2559 = (405 K)/0.2559 = 1583 K 

T 0i T 0l /T 0.2559 02 

q max = C P ( T m ~ T m) = (1-005 kJ/kg' K !583-405 ) K = 1184 kJ/kg ^1180 kJ/kg 


Discussion This is the máximum heat that can be transferred to the gas without affecting the mass flow rate. If more 
heat is transferred, the additional temperature rise will cause the mass flow rate to decrease. 
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Solution Air flowing at sonic conditions in a duct is accelerated by cooling. For a specified exit Mach number, the 
amount of heat transfer per unit mass is to be determined. 

Assumptions The assumptions associated with Rayleigh flow (i.e., steady one-dimensional flow of an ideal gas with 
constant properties through a constant cross-sectional area duct with negligible frictional effects) are valid. 

Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. 

Aitalysis Noting that Mai = 1, the inlet stagnation temperature is 

r 01 =T^l + ^-Ma¡ j = (500K)(\ + ^-^l 2 j = 600K 

The Rayleigh flow functions T 0 /T 0 * corresponding to the inlet and exit 
Mach numbers are (Table A-15): 

Ma, = 1: Toi/To* = 1 

Ma 2 = 1.6: T 02 /T n * = 0.8842 

Then the exit stagnation temperature and heat transfer are determined to be 
T T / T* 0 8842 

— = —- %-= ' c - = 0.8842 -> r 02 = 0.8842r 01 = 0.8842(600 K) = 530.5 K 

^oi T 0l /T 0 1 

q = c p (T 02 -T 0l ) = (1.005kJ/kg• K)(530.5-600)K = - 69.8 kJ/kg 

Discussioit The negative sign confirms that the gas needs to be cooled in order to be accelerated. Also, it can be shown 
that the thermodynamic temperature drops to 351 K at the exit 




Poi = 420 kPa 
T 0 1 = 500 K 


Ma ? =1.6 


Maj = 1 
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Ma = 1 
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Solution Combustión gases enter a constant-area adiabatic duct at a specified State, and undergo a normal shock at a 
specified location. The exit velocity, temperature, and pressure are to be determined. 

Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, 
frictional flow of an ideal gas with constant properties through a constant 
cross-sectional area adiabatic duct) are valid. 2 The friction factor is 
constant along the duct. 

Properties The specific heat ratio and gas constant of combustión gases 
are given to be k = 1.33 and R = 0.280 kJ/kg-K. The friction factor is given 
tobe/= 0.010. 

Analysis The Fanno flow ñinctions corresponding to the inlet Mach number of 2 are calculated from the relations in 
Table A-16 for k = 1.33 tobe 

Ma,=2: (/L7 a,)i = 0.3402 T x /f = 0.7018, P x /P" = 0.4189 

First we check to make sure that the flow everywhere upstream the shock is supersonic. The required duct length from the 

* * £) 0.10 m 

inlet L x for the flow to reach sonic conditions is L , = 0.3402 — = 0.3402 —-= 3.40 m , which is greater than the actual 

1 / 0.010 

length of 2 m. Therefore, the flow is indeed supersonic when the normal shock occurs at the indicated location. Also, using 


7^! = 180 kPa 



J 1 * 

T x = 510K 


Normal 

p* 

Ma! = 2 

shock 

V* 

L x = 2 m 



, , , r , f 1 1 (0.010)(2m) 

the actual duct length L¡, we have -=- 

D h 0.10 m 


State and the corresponding Mach number are 


From the relations in Table A-16, at Ma 2 =1.476: 
velocity before the shock are determined to be 

0.8568 


(£_} 


(£_) 

K D h y 

2 

y D h y 


= 0.2000 . Noting that L x = L x -L 2 , the function fL /D h at the exit 


D, 


■ = 0.3402-0.2000 = 0.1402 -> Ma, = 1.476. 


T 2 T 2 !T 


TJT * 


P 2 P 2 /P 


0.7018 

0.6270 


= 1.2209 


= 1.4968 


T 2 /T = 0.8568, P 2 /P = 0.6270. Then the temperature, pressure, and 
T 2 =1.22097; = 1.2209(510 K) = 622.7 K 
P 2 = 1.49687; = 1.4968(180 kPa) = 269.4 kPa 


P x P x /P 0.4189 

The normal shock functions corresponding to a Mach number of 1.476 are, from the relations in Table A-14, 

Ma, =1.476: Ma 3 = 0.7052, T 3 /T 2 = 1.2565, P 3 /P 2 =2.3466 

Then the temperature and pressure after the shock become 
T 3 = 1.25657; = 1.2565(622.7 K) = 782.4 K 
P 3 = 2.3466P 2 = 2.3466(269.4 kPa) = 632.3 kPa 

Sonic conditions exist at the duct exit, and the flow downstream of the shock is still Fanno flow. From the relations in Table 
A-16, 

Ma 3 = 0.7052: T 3 /f = 1.0767, P 3 /P* = 1.4713 

Ma 4 = 1: T 4 ¡f = 1, P 4 /P*=\ 

Then the temperature, pressure, and velocity at the duct exit are determined to be 

1 


t 4 _ Tjr 
t 3 t 3 /t* 

p 4 p 4 /p* 


p 3 p 3 /p 


1.0767 

1 

"1.4713 


T 4 =T 3 /1.0767 = (782.4K)/1.0767 = 727 K 
^ p 4 = P 3 / 1.4713 = (632.3 kPa)/1.4713 = 430 kPa 


V 4 =Ma 4 c 4 = (1 ) 3 ¡kRT 4 = (1.33)(0.280kJ/kg-K)(727K) 


/ 1000m 2 /s 2A 
1 kJ/kg 


= 520 m/s 


Discussion It can be shown that ¿ 3 = 2.13 m, and thus the total length of this duct is 4.13 m. If the duct is extended, the 
normal shock will move farther upstream, and eventually to the inlet of the duct. 
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Solution Choked supersonic airflow in a constant cross-sectional area adiabatic duct is considered. The variation of 
duct length with Mach number is to be investigated, and the results are to be plotted. 

Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor remains constant along the 
duct. 


Properties We take the properties of air to be k = 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction 
factor is given to be/= 0.03. 


Analysis We use EES to solve the problem. The flow is choked, 
and thus Ma 2 =1. Corresponding to the inlet Mach number of Mai = 3 
we have, from Table A-16 ,fL*ID h = 0.5222, Therefore, the original 
duct length is 

L\ = 0.5222— = 0.5222 18 m = 3.13 m 

/ 0.03 

Repeating the calculations for different Ma 2 as it varies from 3 to 1 
results in the following table for the location on the duct from the inlet: 


Ma 2 — 1 


0 


Pi = 80 kPa 

T\ = 500 K 

J T * 

Z)=18 cm p * 
V * 

Mai = 3 

Ti* 


L 



Mach 

number, Ma 

Duct length 
L, m 

3.00 

0.00 

2.75 

0.39 

2.50 

0.78 

2.25 

1.17 

2.00 

1.57 

1.75 

1.96 

1.50 

2.35 

1.25 

2.74 

1.00 

3.13 


EES program: Duct | ength L m 

k=1.4 

cp=1.005 

R=0.287 


P1=80 
TI=500 
Mal =3 
"Ma2=1" 
f=0.03 
D=0.18 

C1 =sqrt(k*R*T1 *1000) 

Ma1=V1/C1 

T01=T02 

T01=T1*(1+0.5*(k-1 )*Ma1 A 2) 
T02=T2*(1 +0.5*(k-1 )*Ma2 A 2) 

P01 =P1 *(1 +0.5*(k-1 )*Ma1 A 2) A (k/(k-1)) 

rho1=P1/(R*T1) 

Ac=pi*D A 2/4 

mair=rho1*Ac*V1 


P01 Ps=((2+(k-1 )*Ma1 A 2)/(k+1)) A (0.5*(k+1 )/(k-1 ))/Ma1 
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P1 Ps=((k+1 )/(2+(k-1 )*Ma1 A 2)) A 0.5/Mal 
T1Ts=(k+1 )/(2+(k-1 )*Ma1 A 2) 

R1Rs=((2+(k-1)*Ma1 A 2)/(k+1 )) A 0.5/Mal 
V1Vs=1/R1Rs 

fLs1=(1-Ma1 A 2)/(k*Ma1 A 2)+(k+1)/(2*k)*ln((k+1)*Ma1 A 2/(2+(k-1)*Ma1 A 2)) 

Ls1=fLs1*D/f 

P02Ps=((2+(k-1 )*Ma2 A 2)/(k+1 )) A (0.5*(k+1 )/(k-1 ))/Ma2 
P2Ps=((k+1 )/(2+(k-1 )*Ma2 A 2)) A 0.5/Ma2 
T2Ts=(k+1 )/(2+(k-1 )*Ma2 A 2) 

R2Rs=((2+(k-1)*Ma2 A 2)/(k+1 )) A 0.5/Ma2 
V2Vs=1/R2Rs 

fLs2=(1-Ma2 A 2)/(k*Ma2 A 2)+(k+1)/(2*k)*ln((k+1)*Ma2 A 2/(2+(k-1)*Ma2 A 2)) 

Ls2=fLs2*D/f 

L=Ls1-Ls2 


P02=P02Ps/P01 Ps*P01 
P2=P2Ps/P1 Ps*P1 
V2=V2Vs/V1 Vs*V1 

Discussion Note that the Mach number decreases nearly linearly along the duct. 
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Solution Choked subsonic airflow in a constant cross-sectional area adiabatic duct is considered. The effect of duct 
length on the mass flow rate and the inlet conditions is to be investigated as the duct length is doubled. 



Assumptions 1 The assumptions associated with Fanno flow (i.e., steady, frictional flow of an ideal gas with constant 
properties through a constant cross-sectional area adiabatic duct) are valid. 2 The friction factor remains constant along the 
duct. 


Properties We take the properties of air to be k= 1.4, c p = 1.005 kJ/kg-K, and R = 0.287 kJ/kg-K. The average friction 
factor is given to be f= 0.02. 

Analysis We use EES to solve the problem. The flow is choked, and thus Ma 2 =1. The inlet Mach number is 


c, = JkRT\ = (1.4)(0.287 kJ/kg • K)(400 K) 


^1000 m 2 /s 2 ^ 
1 kJ/kg 


= 400.9 m/s 


Ma, 


Yx 

C\ 


120 m/s 
400.9 m/s 


0.2993 


Corresponding to this Mach number we have, from Table A- 
16 ,fL l ID h = 5.3312, Therefore, the original duct length is 


L = L X =5.3312—= 5.3312 


D 

7 


0.06 m 
0.02 


= 16.0 m 


Then the initial mass flow rate becomes 


Ma 2 = 1 


0 


P x = 100 kPa 

T x = 400 K 

J 1 * 

D= 6 cm P* 
y* 

V\ = 120 m/s 

Li 


L 


P x _ 100 kPa 

RT X ~ (0.287 kJ/kgK)(400K) 


0.871 lkg/m 3 


m air = p x A cX V \ = (0.8711 kg/m 3 )[/r(0.06 m) 2 / 4](120 m/s) = 0.296 kg/s 



Duct length 
L, m 

Inlet velocity 

V¡, m/s 

Mass flow rate 
m air , kg/s 

13 

129 

0.319 

14 

126 

0.310 

15 

123 

0.303 

16 

120 

0.296 

17 

117 

0.289 

18 

115 

0.283 

19 

112 

0.277 

20 

110 

0.271 

21 

108 

0.266 

22 

106 

0.262 

23 

104 

0.257 

24 

103 

0.253 

25 

101 

0.249 

26 

99 

0.245 


The EES program is listed below, along with a plot of inlet velocity vs. duct length: 
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Chapter 12 Compressible Flow 

k=1.4 
cp=1.005 
R=0.287 

P1=100 
TI=400 
"L=26" 

Ma2=1 
f=0.02 

D=0.06 ■“ 

E 

C1 =sqrt(k*R*T1 *1000) ^ 

Ma1=V1/C1 
T01=T02 

T01=T1*(1+0.5*(k-1 )*Ma1 A 2) 

T02=T2*(1 +0.5*(k-1 )*Ma2 A 2) 

P01 =P1 *(1 +0.5*(k-1 )*Ma1 A 2) A (k/(k-1)) 

rho1=P1/(R*T1) 

Ac=pi*D A 2/4 
mair=rho1*Ac*V1 

P01 Ps=((2+(k-1 )*Ma1 A 2)/(k+1)) A (0.5*(k+1 )/(k-1 ))/Ma1 
P1 Ps=((k+1 )/(2+(k-1 )*Ma1 A 2)) A 0.5/Mal 
T1Ts=(k+1 )/(2+(k-1 )*Ma1 A 2) 

R1Rs=((2+(k-1)*Ma1 A 2)/(k+1 )) A 0.5/Mal 
VI Vs=1/R1 Rs 

fLs1=(1-Ma1 A 2)/(k*Ma1 A 2)+(k+1)/(2*k)*ln((k+1)*Ma1 A 2/(2+(k-1)*Ma1 A 2)) 

Ls1=fLs1*D/f 

P02Ps=((2+(k-1 )*Ma2 A 2)/(k+1 )) A (0.5*(k+1 )/(k-1 ))/Ma2 
P2Ps=((k+1)/(2+(k-1 )*Ma2 A 2)) A 0.5/Ma2 
T2Ts=(k+1 )/(2+(k-1 )*Ma2 A 2) 

R2Rs=((2+(k-1)*Ma2 A 2)/(k+1 )) A 0.5/Ma2 
V2Vs=1/R2Rs 

fLs2=(1-Ma2 A 2)/(k*Ma2 A 2)+(k+1)/(2*k)*ln((k+1)*Ma2 A 2/(2+(k-1)*Ma2 A 2)) 

Ls2=fLs2*D/f 
L=Ls1-Ls2 

P02=P02Ps/P01 Ps*P01 
P2=P2Ps/P1 Ps*P1 

V2=V2Vs/V1 Vs*V1 



Duct length L, m 


Discussion Note that once the flow is choked, any increase in duct length results in a decrease in the mass flow rate and 
the inlet velocity. 


12-108 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 







Chapter 12 Compressible Flow 


12-168 

Solution The flow velocity of air in a channel is to be measured using a Pitot-static probe, which causes a shock 
wave to occur. For measured valúes of static pressure before the shock and stagnation pressure and temperature after the 
shock, the flow velocity before the shock is to be determined. 


Assumptions 1 Air is an ideal gas with constant specific heats. 2 Flow through the nozzle is steady and one-dimensional. 
Properties The specific heat ratio of air at room temperature is k= 1.4. 


Analysis The nose of the probe is rounded (instead of being pointed), and thus it will cause a bow shock wave to 
form. Bow shocks are difficult to analyze. But they are normal to the body at the nose, and thus we can approximate them 
as normal shocks in the vicinity of the probe. It is given that the static pressure before the shock is P\ = 110 kPa, and the 
stagnation pressure and temperature after the shock are P 02 = 620 kPa, and T 02 = 340 K. Noting that the stagnation 
temperature remains constant, we have 


r 01 =r 02 =340K 


Also, 


^02 

P \ 


620 kPa 
llOkPa 


5.6364 « 5.64 


The fluid properties after the shock are related to those before 
the shock through the ñinctions listed in Table A-14. 

ForP 02 / P\ = 5.64 we read 



Ma¡ = 2.0, Ma 2 =0.5774, — = 0.7209, — = — =2.6667, 


^ Pi 


01 ^2 P\ 


Then the stagnation pressure and temperature before the shock become 
P 0 1 = P 02 /0.7209 = (620 kPa)/0.7209 = 860 kPa 


( D \ (*-!)/* 


T \ = T Í 


01 


v^oi ) 


= (340 K)¡ 


f llO kPa ) 

V 860 kPa J 


( 1 . 4 — 1 ) / 1.4 


= 188.9K 


The flow velocity before the shock can be determined from V\ = MaiCi, where Ci is the speed of sound before the shock, 

= 275.5 m/s 


c¡ = JkRT¡ = ^(1.4X0.287 kJ/kg • K)(188.9 K) 
Kj = Ma lCl = 2(275.5 m/s) = 551 m/s 


^1000m 2 /s 2A 


1 kJ/kg 


Discussion The flow velocity after the shock is V 2 = FV2.6667 = 551/2.6667 = 207 m/s. Therefore, the velocity 
measured by a Pitot-static probe would be very different that the flow velocity. 


Design and Essay Problems 


12-169 to 12-171 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 13 Open-Channel Flow 


Classification, Froude Number, and Wave Speed 


13-1C 

Solution We are to discuss differences between open-channel flow and internal flow. 

Analysis Open-channel flow is the flow of liquids in channels open to the atmosphere or in partially filled 
conduits, and is characterized by the presence of a liquid-gas interface called the free surface, whereas internal flow is 

the flow of liquids or gases that completely fill a conduit. 

Discussion At a free surface of a liquid, the pressure must be equal to the pressure of the gas above it. This is what 
Controls the pressure in open-channel flow. There is no such restriction in internal (pipe) flow since there is no free surface. 


13-2C 

Solution We are to discuss the driving forcé in open-channel flow and how flow rate is determined. 

Analysis Flow in a channel is driven naturally by gravity. Water flow in a river, for example, is driven by the 

elevation difference between the source and the sink. The flow rate in an open channel is established by the dynamic 
balance between gravity and frietion. Inertia of the flowing fluid also becomes important in unsteady flow. 

Discussion In pipe flow, on the other hand, there may be an additional driving forcé of pressure due to pumps. 


13-3C 

Solution 

Analysis 
free surface. 

Discussion 


We are to discuss how pressure changes along the free surface in open-channel flow. 

The free surface coincides with the hydraulic grade line (HGL), and the pressure is constant along the 

At a free surface of a liquid, the pressure must be equal to the pressure of the gas above it. 


13-4C 

Solution We are to determine if the slope of the free surface is equal to the slope of the channel bottom. 

Analysis No in general. The slope of the free surface is not necessarily equal to the slope of the bottom surface 

even during steady fully developed flow. 

Discussion However, there are situations called uniformflow in which the conditions here are met. 


13-5C 

Solution We are to discuss the difference between uniform and nonuniform flow. 

Analysis The flow in a channel is said to be uniform if the flow depth (and thus the average velocity) remains 
constant. Otherwise, the flow is said to be nonuniform or varied, indicating that the flow depth varíes with distance in the 
flow direction. Uniform flow conditions are commonly encountered in practice in long straight sections of channels with 
constant slope and constant cross-section. 

Discussion In uniform open-channel flow, the head loss due to frictional effects equals the elevation drop. 
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Chapter 13 Open-Channel Flow 

13-6C 

Solution We are to define normal depth and how it is established. 

Aitalysis In open channels of constant slope and constant cross-section, the fluid accelerates until the head loss due 
to frictional effects equals the elevation drop. The fluid at this point reaches its terminal velocity, and uniform flow is 
established. The flow remains uniform as long as the slope, cross-section, and the surface roughness of the channel remain 
unchanged. The flow depth in uniform flow is called the normal depth y„, which is an important characteristic parameter 
for open-channel flows. 

Discussion The normal depth is a fairly strong function of surface roughness. 


13-7C 

Solution We are to discuss some reasons for nonuniform flow in open channels, and the difference between rapidly 
varied flow and gradually varied flow. 

Aitalysis The presence of an obstruction in a channel sueh as a gate or a change in slope or cross-section causes 
the flow depth to vary, and thus the flow to become varied or nonuniform. The varied flow is called rapidly varied flow 
(RVF) if the flow depth changes markedly over a relatively short distance in the flow direction (sueh as the flow of water 
past a partially open gate or shortly before a falls), and gradually varied flow (GVF) if the flow depth changes gradually 
over a long distance along the channel. 

Discussion The equations of GVF are simplified because of the slow changes in the flow direction. 


13-8C 

Solution We are to define and discuss hydraulic radius. 

Aitalysis The hydraulic radius If, is defined as the ratio of the cross-sectional flow area A c and the wetted 
perimeter p. That is, R¡, = AJp. Knowing the hydraulic radius, the hydraulic diameter is determined from D/, = 4R¡,. 

Discussion It is unfortunate (and not our fault!) that hydraidic radius is % rather than Vi of hydraulic diameter. 


13-9C 

Solution We are to explain how to determine if a flow is tranquil, critical, 

Aitalysis Knowing the average flow velocity and flow depth, the Froude 

Then the flow is classified as 

Fr < 1 Subcritieal or tranquil flow 
Fr = 1 Critical flow 
Fr > 1 Supercritical or rapid flow 

Discussion The Froude number is the most important parameter in open-channel flow. 


or rapid. 

number is determined from Fr = V l-Jgy . 


13-10C 

Solution We are to define and discuss the usefulness of the Froude number. 


Aitalysis 


Froude number, defined as 


Fr = F / -y/gy 


is a dimcnsionless parameter that governs the character of 


flow in open channels. Flere, g is the gravitational acceleration, V is the mean fluid velocity at a cross-section, and L c is a 
characteristic length (L, = flow depth y for wide rectangular channels). Fr represents the ratio of inertia forces to viscous 
forces in open-channel flow. The Froude number is also the ratio of the flow speed to wave speed, Fr = V !c 0 . 


Discussion The Froude number is the most important parameter in open-channel flow. 
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13-11C 

Solution 

Analysis 
from 


Chapter 13 Open-Channel Flow 

We are to define critical length, and discuss how it is determined. 

The flow depth y c corresponding to a Froude number of Fr = 1 is the critical depth, and it is determined 


V = y[gy^ 


or 


y c = v / g 


Discussioit Critical depth is a useful parameter, even if the depth does not actually equal y c anywhere in the flow. 


13-12C 

Solution We are to discuss whether the flow upstream of a hydraulic jump must be supercritical, and whether the 
flow downstream of a hydraulic jump must be subcritical. 

Analysis Upstream of a hydraulic jump, the upstream flow must be supercritical. Downstream of a hydraulic 
jump, the downstream flow must be subcritical. 

Discussioit Otherwise, the second law of thermodynamics would be violated. Note that a hydraulic jump is analogous 
to a normal shock wave - in that case, the flow upstream must be supersonic and the flow downstream must be subsonic. 


13-13 

Solution The flow of water in a wide channel is considered. The speed of a small disturbance in flow for two 
different flow depths is to be determined for both water and oil. 

Assumptions The distance across the wave is short and thus friction at the bottom surface and air drag at the top are 
negligible, 

Analysis Surface wave speed can be determined directly from the relation c 0 = Jgh . 

(a) c 0 =Jgh =-\j( 9.81m/s 2 ) (O.lm) = 0.990 m/s 

(b) c 0 = -Jgh =^( 9.81 m/s 2 ) (0.8 m) = 2.80 m/s 

Therefore, a disturbance in the flow will travel at a speed of 0.990 m/s in the first case, and 2.80 m/s in the second case. 

Discussioit Note that wave speed depends on the water depth, and the wave speed increases as the water depth 
increases as long as the water remains shallow. Results would not change if the fluid were oil, because the wave speed 
depends only on the fluid depth. 


13-14 

Solution Water flows uniformly in a wide rectangular channel. For given flow depth and velocity, it is to be 
determined whether the flow is laminar or turbulent, and whether it is subcritical or supercritical. 


Assumptions The flow is uniform. 


Properties 

Analysis 


The density and dynamic viscosity of water at 20°C are p = 998.0 kg/m 3 and p = 1.002xl0" 3 kg/m-s. 


(a) The Reynolds number of the flow is Re = 


greater than the critical valué of 500. Therefore, the flow is turbulent. 

V 2 m/s 

(//) The Froude number is Fr = 


sfgy ^(9.81m/s 2 )(0.2m) 


pVy (998.0 kg/m 3 )(2m/s)(0.2 m) 
p 1.002xl0~ 3 kg/m-s 

= 1.43, which is greater than 1. 


= 3.984 xlO 5 , which is 


Therefore, the flow is supercritical. 


Discussioit The result in (a) is expected since almost all open channel flows are turbulent. Also, hydraulic radius for a 
wide rectangular channel approaches the water depth y as the ratio y /b approaches zero. 
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Chapter 13 Open-Channel Flow 


13-15 

Solution Water flow in a partially full circular channel is considered. For given water depth and average velocity, the 
hydraulic radius, Reynolds number, and the flow regime are to be determined. 

Assumptions 1 The flow is uniform. 


Properties 

Analysis 

eos 0 = 


The density and dynamic viscosity of water at 20°C are p = 998.0 kg/m 3 and p = 1.002x10" kg/m-s. 


From geometric considerations, 


R-a 1-0.5 


= 0.5 


-» 


0 = 60° = 60 


2 k 
360 


71 

3 


R 1 
Then the hydraulic radius becomes 

= A = 0 - sin 6 eos 6 R = * / 3 - sin(;r / 3) cos(,r / 3) = Q 2g3 m 

* p 20 2W3 

The Reynolds number of the flow is 

(998.0 kg/m 3 )(2 m/s)(0.293 m) 


Re = 


pVR h 


p 1.002x10 3 kg/m-s 

which is greater than the critical valué of 500. Therefore, the flow is turbulent. 

When calculating the Froude number, the hydraulic depth should be used rather than the máximum depth or the 
hydraulic radius. For a non-rectangular channel, hydraulic depth is defined as the ratio of the flow area to top width, 

A c = R 2 (0-s'm OcosO) = (1 m) 2 [;r /3 -sin(;z7 3) cos(;r/3)] = 0.6142 m 2 


= 5.84x10' 



0.6142 m' 


Ta =' 


= 0.3546 m 


-» 


Fr = - 


V 


2m/s 


Top width 2R sin 6 2(lm)sin60° ,/(9.81m/s 2 )(0.3546m) 

which is greater than 1. Therefore, the flow is supercritical (although, very cióse to critical). 


= 1.07 


Discussion Note that if the máximum flow depth were used instead of the hydraulic depth, the result would be 
subcritical flow, which is not true. 


13-16 

Solution Water flows uniformly in a wide rectangular channel. For given valúes of flow depth and velocity, it is to 
be determined whether the flow is subcritical or supercritical. 

Assumptions 1 The flow is uniform. 2 The channel is wide and thus the side wall effects are negligible. 

V 4 m/s 

Analysis The Froude number is Fr = _ = - = 4.51, which is greater than 1. 

slg}’ ^(9.81 m/s 2 )(0.08m) 

Therefore, the flow is supercritical. 

Discussion Note that the Froude Number is not function of any temperature-dependent properties, and thus 
temperature. 


13-17 

Solution Rain water flows on a concrete surface. For given valúes of flow depth and velocity, it is to be determined 
whether the flow is subcritical or supercritical. 

Assumptions 1 The flow is uniform. 2 The thickness of water layer is constant. 

V 1.3 m/s 

Analysis The Froude number is Fr = _ = - = 2.93, which is greater than 1. 

V© ; y](9.8lm/s 2 )(0.02m) 

Therefore, the flow is supercritical. 

Discussion This water layer will undergo a hydraulic jump when the ground slope decreases or becomes adverse. 
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Chapter 13 Open-Channel Flow 


13-18E 

Solution Water flows uniformly in a wide rectangular channel. For given flow depth and velocity, it is to be 
determined whether the flow is laminar or turbulent, and whether it is subcritical or supercritical. 

Assumptions The flow is uniform. 


Properties 

Analysis 


The density and dynamic viscosity of water at 70°F are p= 62.30 lbm/ff and p = 6.556xl0" 4 lbm/ft s. 


(a) The Reynolds number of the flow is Re = 


pVy (62.30 lbm/ft 3 )(6 ft/s)(0.5 ft) 




6.556x10 lbm/fts 


= 2.85 xlO 5 , which is 


greater than the critical valué of 500. Therefore, the flow is turbulent. 


(b) The Fraude number is Fr = _ 

Vgy 

Therefore, the flow is supercritical. 


6 ft/s 

A /(32.2ft/s 2 )(0.5ft) 


1.50 , which is greater than 1. 


Discussion The result in (o) is expected since almost all open channel flows are turbulent. Also, hydraulic radius for a 
wide rectangular channel approaches the water depth y as the ratio y /b approaches zero. 


13-19 

Solution Water flows uniformly through a half-full circular channel. For a given average velocity, the hydraulic 
radius, the Reynolds number, and the flow regime are to be determined. 


Assumptions The flow is uniform. 

Properties The density and dynamic viscosity of water at 10°C are p = 999.7 kg/m 3 and p = 1.307xl0" 3 kg/m-s. 


Analysis From geometric considerations, the hydraulic radius is 


R„ 



nR 2 / 2 
7lR 


R 

~2 


1.5 m 
2 


= 0.75 m 


The Reynolds number of the flow is 

pVR h _ (999.7 kg/m 3 )(2.5m/s)(0.75m) 
p 1.307xl0~ 3 kg/m-s 


= 1.43x10®, which is 


greater than the critical valué of 500. Therefore, the flow is turbulent. 

When calculating the Fraude number, the hydraulic depth should be 
used rather than the máximum depth or the hydraulic radius. For a non- 
rectangular channel, hydraulic depth is defined as the ratio of the flow area to 
top width, 

A c nR 1 1 2 nR ^(1.5 m) 

y h =-=-= — =-=1.178m 

Top width 2R 4 4 



V _ 2,5m/s 

V( 9 - 81m/s2 x L178m ) 


= 0.735, which is greater than 1. Therefore, the flow is subcritical. 


Discussion If the máximum flow depth were used instead of the hydraulic depth, the result would still be subcritical 
flow, but this is not always the case. 
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Chapter 13 Open-Channel Flow 


13-20 

Solution A single wave is initiated in a sea by a strong jolt during an earthquake. The speed of the resulting wave is 
to be determined. 

Assumptions The depth of water is constant, 

Analysis Surface wave speed is determined the wave-speed relation to be 

c 0 = Jgh =J(9.$lm/s 2 )(2000m) = 140 m/s 

Discussion Note that wave speed depends on the water depth, and the wave speed increases as the water depth 
increases. Also, the waves eventually die out because of the viscous effects. 


Specific Energy and the Energy Equation 


13-21C 

Solution We are to define and discuss specific energy. 

Analysis The specific energy E s of a fluid flowing in an open channel is the sum of the pressure and dynamic 
heads of a fluid, and is expressed as 


V 


E S =T + — 

2 g 


Discussion Specific energy is very useful when analyzing varied flows. 


13-22C 

Solution We are to compare the specific energy in two flows - one subcritical and one supercritical. 

Analysis A plot of E s versus y for constant V through a rectangular channel of width b reveáis that there are two y 

valúes corresponding to a fixed valué of E s : one for subcritical flow and one for supercritical flow. Therefore, the specific 
energies of water in those two channels can be identical. 

Discussion lf the flow is varied (not uniform), however, E s is not necessarily identical in the two channels. 


13-23C 

Solution We are to examine claims about the mínimum valué of specific energy. 

Analysis The point of mínimum specific energy is the critical point, and thus the first person is correct. 

Discussion The specific energy cannot go below the critical point for a given volume flow rate, as is clear from the plot 

of specific energy as a function of flow depth. 


13-24C 

Solution We are to examine a claim about supercritical flow of water in an open channel, namely, that the larger the 
flow depth, the larger the specific energy. 

Analysis No, the claim is incorrect. A plot of E s versus y for constant V reveáis that the specific energy decreases 
as the flow depth increases during supercritical channel flow. 

Discussion This may go against our intuition, since a larger flow depth seems to imply greater energy, but this is not 
necessarily the case (we cannot always trust our intuition). 
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Chapter 13 Open-Channel Flow 

13-25C 

Solution We are to examine a claim that specific energy remains constant in steady uniform flow. 

Analysis The first person (who claims that speeiflc energy remains constant) is correct since in uniform flow, 
the flow depth and the flow velocity, and thus the speeiflc energy, remain constant since E s = y + V 2 / 2g . The head loss 
is made up by the decline in elevation (the channel is sloped downward in the flow direction). 

Discussion In uniform flow, the flow depth and the average velocity do not change downstream, since the elevation 
drop exactly overcomes the frictional losses. 


13-26C 

Solution We are to define and discuss friction slope. 


Analysis 


The friction slope is related to head loss h L , and is defined as 


S f =h L ! L 


where L is the channel length. 

The friction slope is equal to the bottom slope when the head loss is equal to the elevation drop. That is, S <■ =S 0 

when h L = z x -z 2 - 


Discussion 


Friction slope is a useful concept when analyzing uniform or varied flow in open channels. 


13-27C 

Solution We are to examine a claim that during steady flow in a wide rectangular channel, the energy line of the 
flow is parallel to the channel bottom when the frictional losses are negligible. 

Analysis No, the claim is not correct. The energy line is a distance E s = y+V 2 /2g (total mechanical energy of 
the fluid) above a horizontal reference datum. When there is no head loss, the energy line is horizontal even when the 
channel is not. The elevation and velocity heads (z + y and V 2 / 2g ) may convert to each other during flow in this case, 
but their sum remains constant. 

Discussion Keep in mind that in real life, there is no such thing as frictionless flow. However, there are situations in 
which the frictional effects are negligible compared to other effects in the flow. 


13-28C 

Solution We are to examine a claim that during steady 1-D flow through a wide rectangular channel, the total 
mechanical energy of the fluid at the free surface is equal to that of the fluid at the channel bottom. 

Analysis Yes, the claim is correct. During steady one-dimensional flow, the total mechanical energy of a fluid at 
any point of a cross-section is given by H = z + y + V 2 / 2g . 

Discussion The physical elevation of the point under consideration does not appear in the above equation for H. 


13-29C 

Solution We are to express the total mechanical energy in steady 1-D flow in terms of heads. 


Analysis 


The total mechanical energy of a fluid at any point of a cross-section is expressed as 


H = z + y + V- !2g 


where y is the flow depth, z is the elevation of the channel bottom, and V is the average flow velocity. It is related to the 
speeiflc energy of the fluid by H = z + E s . 


Discussion Because of irreversible frictional head losses, H must decrease in the flow direction in open-channel flow. 
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13-30C 

Solution 


Chapter 13 Open-Channel Flow 

We are to express the 1-D energy equation for open-channel flow and discuss head loss. 

Analysis The one-dimension al energy equation for open ch annel flow between an upstream section 1 and 

vT v~i n 

downstream section 2 is written as Zj + y¡ H-= z 2 + y 2 H-H h L where y is the flow depth, z is the elevation of the 

_ 2g 2 g 

channel bottom, and V is the average flow velocity. The head loss h L due to frictional effects can be determined from 
L V 2 

h L = /-where/is the average friction factor and L is the length of channel between sections 1 and 2. 

R h 8 g 


Discussion Head loss is always positive - it can never be negative since this would viólate the second law of 
thennodynamics. Thus, the total mechanical energy must decrease downstream in open-channel flow. 


13-31 

Solution Water flow in a rectangular channel is considered. The character of flow, the flow velocity, and the 

altérnate depth are to be determined. 


Assumptions The specific energy is constant. 

Analysis The average flow velocity is determined from 

0.7 m 3 /s 


0.7 m/s 


V VV 

” 17 ” T¿ ” (0.25m)(0.8m) 
The critical depth for this flow is 


T c = 


3.50 m/s 


fv 2 ) 

1/3 

(0.7 m 3 /s) 2 

ygb 2 , 


^(9.81 m/s 2 )(0.8m) 2 ; 


1/3 



= 0.427 m 


Therefore, the flow is supercritical since the actual flow depth is y = 0.25 m, and y < y c . The specific energy for given 
conditions is 


E s\ = Ti + 


V 


>2 


2g/’Vi 2 


= (0.25 m) + 


(0.7 m 3 /s) 2 


2(9.81 m/s 2 )(0.8 m) 2 (0.25 m) 2 


= 0.874 m 


Then the altérnate depth is determined from E s] = E s2 to be 

V 2 _ (0.7 m 3 /s) 2 


£,2=T2+- 2 2 

2gb y 2 


—> 0.874 m = y 2 + 


2(9.81 m/s 2 )(0.8m) 2 y| 


Solving for y 2 gives the altérnate depth to be y 2 = 0.82 m. There are three roots of this equation; one for subcritical, one for 
supercritical and third one as a negative root. Therefore, if the character of flow is changed from supercritical to subcritical 
while holding the specific energy constant, the flow depth will rise from 0.25 m to 0.82 m. 

Discussion Two altérnate depths show two possible flow conditions for a given specific energy. If the energy is not the 
mínimum specific energy, there are two water depths corresponding to subcritical and supercritical States of flow. As an 
example, these two depths may be observed before and after a sluice gate as altérnate depths, if the losses are disregarded. 
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Chapter 13 Open-Channel Flow 


13-32 

Solution Water flows in a rectangular channel. The specific energy and whether the tlow is subcritical or 
supercritical are to be determined. 

Assumptions The flow is uniform and thus the specific energy is constant. 


Analysis For convenience, we take the channel width to be b = 1 m. Then the volume flow rate and the critical depth 
for this flow become 

V = VA C = Vyb = (6 m/s)(0.4 m)(lm) = 2.40 m 3 /s 


T c = 


í V 2 > 


gb ¿ 


1/3 


, , N1/3 

(2.40 m 3 /s) 2 
(9.81m/s 2 )(lm) 2 


= 0.837 m 


The flow is supercritical since the actual flow depth is y = 0.4 m, 
and y <y c . The specific energy for given conditions is 


E 


si 


= y i + 


i/ 2 

2gb 2 y\ 


V 2 

Ti + — = (0.4 m) + 

2 g 


(6 m/s) 2 
2(9.81m/s 2 ) 


= 2.23 m 


6 m/s 



Discussion Note that the flow may also exist as subcritical flow at the same valué of specific energy, 


13-33 \Also solved using EES on enclosed DVD ] 

Solution Water flows in a rectangular channel. The critical depth, the altérnate depth, and the mínimum specific 
energy are to be determined. 

Assumptions The channel is sufficiently wide so that the edge effeets are negligible. 

Analysis For convenience, we take the channel width to be b = 1 m. Then the volume flow rate and the critical depth 
for this flow become 

V = VA C = Vyb = (6 m/s)(0.4 m)(lm) = 2.40 m 3 /s 


T c = 


fv 2 ) 

1/3 í 

U ¿2 J 

V 


, , N 1/3 

(2.40 m 3 /s)- ' 

(9.81m/s 2 )(lm) 2 


= 0.837 m 


(b) The flow is supercritical since the actual flow depth is y = 0.4 m, 
and y < y c . The specific energy for given conditions is 


E 


si 


= Ti + 


V 2 

2 gb 2 y\ 



(0.4 m) + 


(6 m/s) 2 
2(9.81 m/s 2 ) 


2.23 m 


Then the altérnate depth is determined from E jl = E sl to be 

V 2 0.240 m 3 /s 

E s 2 =yi + - ,2 2 2.23 m = y 2 + -¿- 

2 gb y 2 T 2 


6 m/s 



Solving for y 2 gives the altérnate depth to be y 2 = 2.17 m. Therefore, if the character of flow is changed from supercritical 
to subcritical while holding the specific energy constant, the flow depth will rise from 0.4 m to 2.17 m. 


(c) the mínimum specific energy is 

^.min = Tc + ^- = T c + = 4 Tc = 4 (0.837 m) = 1.26 m 

2 g 2g 2 2 

Discussion Note that mínimum specific energy is observed when the flow depth is critical. 
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Chapter 13 Open-Channel Flow 


13-34 


Solution Water flows in a rectangular channel. The critical depth, the altérnate depth, and whether the flow is 
subcritical or supercritical are to be determined. 


Assumptions The flow is uniform and thus the specific energy is constant. 


Analysis 


(a) The critical depth is calculated to be y c = 


fv 2 ) 

1/3 ( 

U ¿2 J 

V 


3/„\2 


(12 m/s) 


1/3 


(9.81 m/s 2 )(6 m) 2 


= 0.742 m 


(b) The average flow velocity and the Froude number are 


V 


12 m/s 


V = - 

by (6m)(0.55m) 
Therefore, the flow is supercritical. 

(c) Specific energy for this flow is 
V 2 


= 3.636 m/s and 


Fr, = 


V 


3.636 m/s 


sfgy 7(9.81 m/s 2 )(0.55 m) 


= 1.565 , which is greater than 1. 


12 nr/s 


E s \ = Ti + 


2gb 2 y¡ 


= (0.55 m) + 


(12 m 3 /s) 2 


2(9.81 m/s 2 )(6 m) 2 (0.55 m) 2 


Then the altérnate depth is determined from E s i=E : 


s2, 


V 


>2 


E s2 =y 2 +- 2 2 

2gb T2 


—> 1.224 m = y 2 + 


(12 m 3 /s) 2 



2(9.81 m/s 2 )(6 m) 2 y 2 


The altérnate depth is calculated to be y 2 = 1.03 m which is the subcritical depth for the same valué of specific energy. 

Discussioit The depths 0.55 m and 1.03 are altérnate depths for the given discharge and specific energy. The flow 
conditions determine which one is observed. 


13-35E 

Solution Water flows in a wide rectangular channel. For specified valúes of flow depth and average velocity, the 
Froude number, critical depth, and whether the flow is subcritical or supercritical are to be determined. 

Assumptions The flow is uniform and thus the specific energy is constant. 


Analysis 


(a) The Froude number is Fr = 


V 


14 ft/s 


sfgy 7(32-2 ft/s 2 )(0.8 ft) 


2.76 


(b) The critical depth is calculated to be y c = 

(c) The flow is supercritical since Fr> 1. 


/ ■ 2 \l/3 

' v 2 ' 


gb" 


( V 2 y 2 b 2 ^ 

gb 2 


1/3 


(14 ft/s) 2 (0.8 ft ) 
(32.2 ft/s 2 ) 


2 


1/3 


1.57 ft 


For the case of y = 0.2 ft: 

Replacing 0.8 ft in above calculations by 0.2 ft gives 


V _ 14 ft/s 

sfgy 7(32.2 ft/s 2 )(0.2 ft) 


5.52 


í ] 

1/3 

í V 2 y 2 b 

1/3 

" (14 ft/s) 2 (0.2 ft) 

U 2 J 


l gb 2 J 


(32.2 ft/s 2 ) 


The flow is supercritical in this case also since Fr > 1. 


2 A 


y 


1/3 


= 0.625 ft 


14 ft/s 



Discussioit Note that the valué of critical depth depends on flow rate, and it decreases as the flow rate decreases. 
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Chapter 13 Open-Channel Flow 


13-36E 

Solution Water flows in a wide rectangular channel. For specified valúes of flow depth and average velocity, the 
Froude number, critical depth, and whether the flow is subcritical or supercritical are to be determined. 

Assumptions The flow is uniform and thus the specific energy is constant. 


Analysis 


(a) The Froude number is Fr = 


V 


lOft/s 


■[gy (32.2 ft/s 2 )(0.8 ft) 


= 1.97 


(b) The critical depth is calculated to be y c = 

(c) The flow is supercritical since Fr> 1. 


í V 2 N 

1/3 

í V 2 y 2 b 

1/3 

'(10 ft/s) 2 (0.8 ft) 2> 

,gb 2 J 




(32.2 ft/s 2 ) y 


= 1.26 ft 


For the case of y = 0.2 ft: 

Replacing 0.8 ft in above calculations by 0.2 ft gives 


Fr = 


T c = 


V 


10 ft/s 


A /(32.2ft/s 2 )(0.2 ft) 


= 3.94 


ÍV 2 ) 

1/3 

( jr 2 2 7 2 ^ 

V y b 

1/3 

'(14 ft/s) 2 (0.2 ft) 2> 

v gb 2 j 


l g^ ) 


(32.2 ft/s 2 ) y 


= 0.50 ft 


The flow is supercritical in this case also since Fr > 1. 


10 ft/s 



Discussion Note that the valué of critical depth depends on flow rate, and it decreases as the flow rate decreases. 


13-37 

Solution Critical flow of water in a rectangular channel is considered. For a specified average velocity, the flow rate 
of water is to be determined. 


Assumptions The flow is uniform and thus the specific energy is 
constant. 


Analysis The Froude number must be unity since the flow is 
critical, and thus Fr = V / -Jgy = 1. Therefore, 


y = y c = ■ 


V 2 (5m/sy 


g 9.81 m/s ^ 


2.55 m 


Then the flow rate becomes 


5 m/s 



V = VA C = Vby = (5m/s)(4m)(2.55m) =51.0 m 3 /s 


Discussion Critical flow is not a stable type of flow and can be observed for short intervals. Occurrence of critical 
depth is important as boundary condition most of the time. For example it can be used as a flow rate computation 
mechanism for a channel ending with a drawdown. 
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Chapter 13 Open-Channel Flow 


13-38 

Solution Water flows uniformly through a half-full circular Steel channel. For a given average velocity, the volume 
flow rate, critical slope, and the critical depth are to be determined. 

Assumptions The flow is uniform. 


Analysis 


The volume flow rate is determined from 


V = VA„ = V 


kR- 


= (2.8 m/s) 


;r(0.25 m) 2 


= 0.275m 3 /s 


2 2 
When calculating the Fraude number, the hydraulic depth should be used rather 
than the máximum depth or the hydraulic radius. For a non-rectangular channel, 
hydraulic depth is defined as the ratio of the flow area to top width. 


y¡, = 


Fr = 


Top width 
V 


nR ¿ ! 2 _ 
2 R ~ 
2.8 m/s 


JtR 

~4~ 


;r(0.25m) 

4 

= 2.02 


= 0.1963 m 


Igy~ ^(9.81m/s 2 )(0.1963m) 
which is greater than 1. Therefore, the flow is supercritical. 



Discussion Note that if the máximum flow depth were used instead of the hydraulic depth, the result could be 
different, especially when the Fraude number is cióse to 1. 


13-39 

Solution Water flows uniformly through a half-full hexagon channel. For a given flow rate, the average velocity and 
whether the flow is subcritical or supercritical are to be determined. 


Assumptions The flow is uniform. 

Analysis (a) The flow area is determined from geometric considerations to be 

. (b + 2b) b (2 + 2x2)m2m 2 

A r =-tan60 =-tan60 =5.196 m“ 

2 2 2 2 

Then the average velocity becomes 


V = 


V 


45 m 


3 , 


5.196 m- 


= 8.66 m/s 


(b) When calculating the Fraude number, the hydraulic depth should be used 
rather than the máximum depth or the hydraulic radius. For a non-rectangular 
channel, hydraulic depth is defined as the ratio of the flow area to top width, 
A r A r 5.196m 

y = y h =- - £_ = -iL =__-= 1.299 m 


Top width 2b 
Then the Fraude number becomes 

V 8.66 m/s 


2x2m 


Fr = 


■ = 2.43 


/¡T~~ -J(9.81 m/s 2 )(1.299 m) 
which is greater than 1. Therefore, the flow is supercritical. 



Discussion The analysis is approximate since the edge effects are significant here compared to a wide rectangular 
channel, and thus the results should be interpreted accordingly. 


13-14 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 































Chapter 13 Open-Channel Flow 


13-40 

Solution Water flows uniformly through a half-full hexagon channel. For a given flow rate, the average velocity and 
whether the flow is subcritical or supercritical are to be determined. 


Assumptions The flow is uniform. 

Analysis The flow area is determined from geometric considerations to be 

(b + 2b)b (2 + 2 x 2 )m 2 m 9 

A = ---tan60° = --— — tan60° = 5.196 m 2 

c 2 2 2 2 

Then the average velocity becomes 


K = ^ = 


30 m/s 
5.196 m : 


= 5.77 m/s 


When calculating the Fraude number, the hydraulic depth should be used rather 
than the máximum depth or the hydraulic radius. For a non-rectangular channel, 
hydraulic depth is defined as the ratio of the flow area to top width. 


y = yh =- 


A 

2b 


5.196m- 


Top width 

Then the Fraude number becomes 

V 5.77 m/s 

Fr = 


2 x 2 m 


- = 1.299 m 


= 1.62 


/¡A -J(9.81m/s 2 )(1.299m) 

which is greater than 1. Therefore, the flow is supercritical. 



Discussion The analysis is approximate since the edge effects are significant here compared to a wide rectangular 
channel, and thus the results should be interpreted accordingly. 


Uniform Flow and Best Hydraulic Cross Sections 


13-41C 

Solution We are to discuss when flow in an open channel is uniform, and how it remains uniform. 

Analysis Flow in a channel is called uniform flow if the flow depth (and thus the average flow velocity) remains 

constant. The flow remains uniform as long as the slope, cross-section, and the surface roughness of the channel 
remain unchanged. 

Discussion Uniform flow in open-channel flow is somewhat analogous to fully developed pipe flow in internal flow. 


13-42C 

Solution We are to discuss how flow depth changes when the bottom slope is increased. 
Analysis The flow depth decreases when the bottom slope is increased. 


Discussion You can think of it in simple terms this way: As the slope increases, the liquid flows faster, and faster flow 
requires lower depth. 
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Chapter 13 Open-Channel Flow 

13-43C 

Solution We are to examine a claim that head loss can be determined by multiplying bottom slope by channel length. 

Analysis Yes, the claim is correct. The head loss in uniform flow is h L =S 0 L since the head loss must equal 

elevation loss. 

Discussioit In uniform flow, frictional head losses are exactly balanced by elevation loss, which is directly proportional 
to bottom slope. 


13-44C 

Solution We are to discuss the constants and coefficients in the Manning equation. 

Analysis The valué of the factor a in SI units is a = 1 m 1/3 /s. Combining the relations C = ^/8g/ / and C = —Rj/ 6 

n 


and solving them for n gives the desired relation to be 


V§g77 


R 


1/6 


experimentally. 

Discussion The valué of n varíes greatly with surface roughness. 


In practice, n is usually determined 


13-45C 

2 

gYl y 

Solution It is to be shown that for uniform critical flow, the general critical slope relation S c = —— jyr- reduces to 

ci-R h 

2 

en 

S c = ——— for film flow with b » y c . 

«‘Te 


Analysis For critical flow, the flow depth i sy =y c . For film flow, the hydraulic radius is R h =y= y c . Substituting into 
the critical slope relation gives the desired result. 


5, = 


g» * 2 Te 

„2 P 4/3 

a R h 


gn 2 y c 

«V 3 


gn- 


«vj 3 


Discussion The reduced equation is valid for film flow only - be careful not to apply it to channels of other shapes. 


13-46C 

Solution We are to determine which cross section is better - one with a small or large hydraulic radius. 

Analysis The best hydraulic cross-section for an open channel is the one with the máximum hydraulic radius, or 

equivalently, the one with the mínimum wetted perimeter for a specified cross-sectional area. 

Discussion Frictional losses occur at the wetted perimeter walls of the channel, so it makes sense to minimize the 
wetted perimeter in order to minimize the frictional losses. 


13-47C 

Solution We are to determine which cross section shape is best for an open channel. 

Analysis The best hydraulic cross-section for an open channel is a (a) circular one. 

Discussion Circular channels are often more difficult to construct, however, so they are often not used in practice. 
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Chapter 13 Open-Channel Flow 

13-48C 

Solution We are to determine the best hydraulic cross section for a rectangular channel. 

Aitalysis The best hydraulic cross section for a rectangular channel is one whose fluid height is (a) half the channel 
width. 

Discussion It turns out that for this case, the wetted perimeter, and thus the frictional losses, are smallest. 


13-49C 

Solution We are to determine the best hydraulic cross section for a trapezoidal channel. 

Aitalysis The best hydraulic cross section for a trapezoidal channel of base width b is (a) one for which the length of 

the side edge of the flow section is b. 

Discussion It turns out that for this case, the wetted perimeter, and thus the frictional losses, are smallest. 


13-50C 

Solution We are to determine how the flow rate changes when the Manning coefficient doubles. 

" 2/3 1/2 

Aitalysis The flow rate in uniform flow is given as V = —A c R¡ 1 , and thus the flow rate is inversely 

n 

proportional to the Manning coefficient. Therefore, if the Manning coefficient doubles as a result of some algae growth on 
surfaces while the flow cross section remains constant, the flow rate will (d) decrease by half. 

Discussion In an actual case, the cross section may also change due to flow depth changes as well. 


13-51 

Solution The flow of water in a trapezoidal finished-concrete channel is considered. For a given flow depth and 
bottom slope, the flow rate is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for an open channel of finished concrete is n = 0.012 (Table 13-1). 

Aitalysis The flow area, wetted perimeter, and hydraulic radius of the channel are 



S 0 = tan 0.4° =0.006981 

Then the flow rate can be determined from Manning’s equation to be 


V =-A c R^ n S 1 0 n =^^(0.3724m 2 )(0.2096m) 2/3 (0.006981) 1/2 =0.915 m 3 /s 
Discussion Note that the flow rate in a given channel is a strong function of the bottom slope. 
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Chapter 13 Open-Channel Flow 


13-52 

Solution Water ílows uniformly half-full in a circular fmished-concrete channel. For a given bottom slope, the flow 
rate is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for an open channel of finished concrete is n = 0.012 (Table 13-1). 


Analysis 

p = 


The flow area, wetted perimeter, and hydraulic radius of the channel are 

xR 2 Ji(lm) 2 2 

---= 1.571 m 


2 2 
2 jzR _ 2^(1 m) 
~~ 2 
A. 


= 3.142m 


R h = — = 
P 


kR 1 12 R lm 


= 0.50 m 


nR 2 2 

Then the flow rate can be determined from Manning’s equation to be 


V =-A c R 2 h ,3 S l 0 n = 1 e!!LL 

n 0.012 


(1.57lm 2 )(0.50m) 2/3 (1.5/1000) 1/2 =3.19 m 3 /s 



Discussioit Note that the flow rate in a given channel is a strong function of the bottom slope. 


13-53E 

Solution Water is to be transported uniformly in a full semi-circular unfinished-concrete channel. For a specified 
flow rate, the elevation difference across the channel is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Properties 

Analysis 

A .„ = 


ttR J 


Manning coefficient for an open channel of unfinished concrete is n = 0.014 (Table 13-1). 

The flow area, wetted perimeter, and hydraulic radius of the channel are 

71 (3 ft) 2 , 

= 14.14 ñ 2 


P = 


2 2 
2 nR 2^(3 ft) 


2 

d„ 


= 9.425 ft 


R h = —= 
P 


2 

nR 1 12 R 3 ft 


TtR 


= —= — =1.50 ft 
2 2 


Substituting the given quantities into Manning’s equation, 

1.486 ft 1/3 / 


V=-d c R 2 /3 5 , ¿ /2 -> 150ft 3 /s = - 


— (14.14 ft 2 )(1.50 ft) 2/3 *S'¿ /2 



n 0.014 

It gives the slope to be S 0 = 0.005817. Therefore, the elevation difference Az across a pipe length of L = I mile = 5280 ft 
must be 


Az = S 0 L = 0.005817(5280 ft) = 30.7 ft 


Discussioit Note that when transporting water through a región of fixed elevation drop, the only way to increase the 
flow rate is to use a channel with a larger cross-section. 
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Chapter 13 Open-Channel Flow 


13-54 

Solution Water is to be transported uniformly in a trapezoidal asphalt-lined channel. For a specified flow rate, the 
required elevation drop per km channel length is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Properties 

Analysis 


Manning coefficient for an asphalt-lined open channel is /? = 0.016 (Table 13-1). 


The flow area, wetted perimeter, and hydraulic radius of the channel are 

10m + 5m , 

A c =-(2.2 m) = 16.5 m - 


p = (5 m) + 2 -J(2.2 m) 2 +(2.5m) 2 = 11.661 


Rk=~ = 


16.5 m 2 


= 1.415 m 


p 11.66m 

Substituting the given quantities into Manning’s equation. 



V = — A c R h 


2/3 e 1/2 

ü 0 


-» 120m 3 /s = 


lm 1/3 /í 


(16.5m 2 )(1.415m) 2/3 5'¿ /2 


n 0.016 

It gives the slope to be S 0 = 0.008524. Therefore, the elevation drop Sz across a pipe length ofZ = 1 km must be 

Az = S 0 L = 0.008524(1000 m) = 8.52 m 


Discussion Note that when transporting water through a región of fixed elevation drop, the only way to increase the 
flow rate is to use a channel with a larger cross-section. 
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Chapter 13 Open-Channel Flow 


13-55 

Solution The flow of water through the trapezoidal asphalt-lined channel in the previous problem is reconsidered. 
The máximum flow rate corresponding to a given máximum channel height is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Analysis We denote the flow conditions in the previous problem by subscript 1 and the conditions for the máximum 

" £7 2/3 1/2 

case in this problem by subscript 2. Using the Manning’s equation V = — A c Rj t Sq and noting that the Manning 

n 

coefficient and the channel slope remain constant, the flow rate in case 2 can be expressed in terms of flow rate in case 1 as 


V 2 (a / n)A c2 R h2 3 


V, (a! n)A cí R¡ ¡ ¡ 3 




a c2 


( ^ 2/3 

R h2 

V R hl J 


V, 


The trapezoid angle is tan 0 = 2.2/ 2.5 = OT 
From geometric considerations. 


0 = 2.2/2.5 = 41.34°. 


A c \ 


10 m + 5 m 


(2.2 m) = 16.5 m 2 


p x = (5m) + 2^(2.2m) 2 +(2.5m) 2 =11.66m 
= 1.415 m 


Rh\ - 


A,, 16.5 m 2 


and 


A C 2 ~ ' 


p x 11.66m 
10.45 m + 5 m 


- (2.4 m) = 18.54 m J 


p 2 = (5 m) + 2 ^(2.4 m) 2 + (5.45/2 m) 2 = 12.26 m 
= 1.512 m 


R hl ~ 


A c2 18.54 m 2 


P 2 

Substituting, 


12.26 m 


V/ 2 = 


1 c2 


1 


R 


,2/3 


h2 


V R hl J 


V,= 


18.54 m ( 1.512 m 


16.5m vl-415 m 


2/3 


(120 m 3 /s) = 141 rrr/s 




Discussiott Note that a 9% increase in flow depth results in an 18% increase in flow rate. 
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Chapter 13 Open-Channel Flow 


13-56 

Solution The flow of water through two identical channels with square flow sections is considered. The percent 
increase in flow rate as a result of combining the two channels while the flow depth remains constant is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is 
constant. 3 Roughness coefficient is constant along the channel. 

Analysis We denote the flow conditions for two sepárate 
channels by subscript 1 and the conditions for the combined wide 
channel by subscript 2. Using the Manning’s equation 

V=-A c R 2 h "sl n 

n 


>o 


and noting that the Manning coefficient, channel 


slope, and the flow area A c remain constant, the flow rate in case 2 can 
be expressed in terms of flow rate in case 1 as 


Yi 

v, 


(a/n)A c 2 Rtí 3 

(a/n)A cl R¡( 3 


R 


n2/3 


A 2 


y ^ai j 


Ad ! Pl 
K A cl 1 P\ 


\ 2/3 


f >2/3 

Pl 

Pl 


where p is the wetted perimeter. Substituting, 


^2 

Vi 


f Pl} 
Pl 


2/3 


6x3m 

4x3m 


2/3 


2/3 



3 m 

3 m 



3 m 

3 m 


= 1.31 (31% increase) 


Discussion This is a very significant increase, and shows the importance of eliminating unnecessary surfaces in flow 
Systems, including pipe flow. 


13-57 

Solution The flow of water in a trapezoidal channel made of unfinished-concrete is considered. For given flow rate 
and bottom slope, the flow depth is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for an open channel of unfinished concrete is n = 0.014 (Table 13-1). 

Analysis From geometric considerations, the flow area, wetted perimeter, and hydraulic radius are 

5m + 5m + 2/z 

A c =- h = (5 + h)h 


p = {5m) + 2h/ sin 45° = 5 + 2.828 h 

R (5 + h)h 

h p 5 + 2 hl sin 45° 

Substituting the given quantities into Manning’s equation, 

V=-A c Rl n S}¡ 2 -> 25m 3 /s= lm ‘ /3/ " 



0.014 


(5 + h)h\ 


(5 + h)h 


5 + 2 h! sin45 c 


2/3 


(tan I o ) 


1/2 


It gives the flow depth to be h - 0.685 m. 


Discussion Non-linear equations frequently arise in the solution of open channel flow problems. They are best handled 
by equation solvers such as EES. 
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Chapter 13 Open-Channel Flow 


13-58 

Solution The flow of water in a weedy excavated trapezoidal channel is considered. For given flow rate and bottom 
slope, the flow depth is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for the channel is given to be n = 0.030. 

Analysis From geometric considerations, the flow area, wetted perimeter, and hydraulic radius are 
5m + 5m + 2A 

A c =-—- h = (5 + h)h 

p = (5m) + 2h/ sin 45° = 5 + 2.828 h 

R . A c _ (5 + h)h 

h p 5 + 2ht sin 45° 

Substituting the given quantities into Manning’s equation, 

-(5 + h)h\ 



1 m 1/3 / 5 


V =—AR% ,3 Sq 2 -> 25m 3 /s = 

n 0.030 


(5 + h)h 


5 + 2 h / sin 45 c 


2/3 


(tan I o ) 


1/2 


It gives the flow depth to be y = 1.07 m. 


Discussion Note that as the Manning coefficient increases because of the increased surface roughness of the channel, 
the flow depth required to maintain the same flow rate also increases. 


13-59 

Solution The flow of water in a V-shaped cast iron channel is considered. For a given flow depth and bottom slope, 
the flow rate is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for an open channel of cast iron is n = 0.013 (Table 13-1). 

Analysis The flow area, wetted perimeter, and hydraulic radius of the channel are 

A c = =/i 2 =(lm) 2 =lm 2 p = 2h/ sin 6 -2{\ m)/sin45° = 2y[2 n 

A r lm 2 

R h = — = —= —= 0.3536 m 
p 2sÍ2 m 

The bottom slope ofthe channel is S 0 = tan 0.5° =0.008727 . 

Then the flow rate can be determined from Manning’s equation to be 

V =-A c R¡ / 3 S 1 0 /2 = —— —(1 m 2 )(0.3536 m) 2/3 (0.008727) 1/2 =3.59 
n 0.013 

Discussion Note that the flow rate in a given channel is a strong function of the bottom slope. 



h = 

1 m 

45^^ 

y 45° 



m /s 
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Chapter 13 Open-Channel Flow 


13-60E 

Solution The flow of water in a rectangular cast iron channel is considered. For given flow rate and bottom slope, 
the flow depth is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness coefficient is constant. 
Properties Manning coefficient for a cast iron open channel is n = 0.013 (Table 13-1). 

Analysis 

A c = by = (6 ft)y = 6 y p = (6 ft) + 2y = 6 + 2y 


From the geometry, the flow area, wetted perimeter, and hydraulic radius are 

A - 6y 


R h =- 


6 + 2 y 


The channel bottom slope is S 0 = 1.5/1000 = 0.0015. 
Substituting the given quantities into Manning’s equation, 


a 

n 


V =-A c R 2n S l 0 /2 -> 70 ft 3 /s = 


1.486 ft / s 
0.013 


(6 y) 


6 + 2v 


2/3 


(0.0015) 


1/2 


Solution of the above equation gives the flow depth to be h = 2.24 ft. 


1 

il 

b = 

- 6 ft 



Discussion Non-linear equations frequently arise in the solution of open channel flow problems. They are best handled 
by equation solvers such as EES. 


13-61 

Solution Water is flowing through a channel with nonuniform surface properties. The flow rate and the effective 
Manning coefficient are to be determined. 


Assumptions 1 The flow is steady and uniform. 2 
The bottom slope is constant. 3 The Manning 
coefficients do not vary along the channel. 

Analysis The channel involves two parts 
with different roughness, and thus it is appropriate 
to divide the channel into two subsections. The 
flow rate for each subsection can be determined 
from the Manning equation, and the total flow rate 
can be determined by adding them up. 

The flow area, perimeter, and hydraulic radius for each subsection and the entire channel are: 



Subsection 1: 


A cl = 18 m z 


Subsection 2: A c2 = 20 m 


Entire channel: A, =38m‘ 


P\ = 9m, 
p 2 =12m, 
p = 21 m, 


A c\ _ 

P\ 

A c2 _ 

Pl 

„ A c 
R h= — = 


R h\ ~ 


R hl ~ 


18 m" 
9 m 

20 m 2 
12 m 


= 2.00 m 


= 1.67 m 


38 nT 


= 1.81 m 


p 21 m 

Applying the Manning equation to each subsection, the total flow rate through the channel is determined to be 


\Z = V, +V 2 =—A l R;' i S l 0 /2 + — AX n S l 0 /2 


= (lm 1/3 /s) 


(18m 2 ) (2m) M (20m 2 ) (1.67m) 


2/3 V 


0.014 


0.05 


( 0 . 002) 1/2 = 116 m 3 /s 


Knowing the total flow rate, the effective Manning coefficient for the entire channel can be determined from the Manning 
equation to be 


aA r R 2/3 S l n ' 2 


n eñ ~ ' 


\/ 


(1 m 1/3 /s)(38m 2 )(1.81 m) 2/3 (0.002) 1/2 
116m 3 /s 


0.0217 


Discussion The effective Manning coefficient « e(T lies between the two n valúes as expected. The weighted average of 
the Manning coefficient of the channel is n ílve =(n¡p¡+ n^p^lp = 0.035, which is quite different than « cf r. Therefore, using a 
weighted average Manning coefficient for the entile channel may be tempting, but it would not be accurate. 
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Chapter 13 Open-Channel Flow 


13-62 

Solution Waters llows in a partially filled circular channel made of finished concrete. For a given flow depth and 
bottom slope, the flow rate is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for an open channel made of finished concrete is n = 0.012 (Table 13-1). 

Analysis From geometric considerations, 


R-y 0.5-0.25 2n n 

eos (9 =-—=-=0.5 9 = 60 = 60-= — 

R 0.5 360 3 

A c = R 2 (9-sin 9 eos 9) = (0.5 m) 2 [;r/3-sin(;r/3)cos(;z7 3)] = 0.1535 m 2 


■4 - g- s ingco s g ji- J /3-s.nU/3)cos^/3) J46(im 

h p 29 Inll 

Then the flow rate can be determined from Manning’s equation to be 

V =-A c Rt n S 1 0 12 =———(0.1535 m 2 )(0.1466m) 2/3 (0.002) 1/2 
n 0.012 

Discussiott Note that the flow rate in a given channel is a strong function of the bottom slope. 
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Chapter 13 Open-Channel Flow 


13-63 

Solution The previous problem is reconsidered. By varying the flow depth-to-radius ratio from 0.1 to 1.9 for a fixed 
valué of flow area, it is the to be shown that the best hydraulic cross section occurs when the circular channel is half-full, 
and the results are to be plotted. 

Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 



a=1 

n=0.012 

s=0.002 

Ac=0.1536 “Flow area kept constant” 

rat¡o=y/R “This ratio is varied from 0.1 to 1.9” 

bdeg=arcsin((R-y)/R) 

tetadeg=90-bdeg 

teta=tetadeg*2*pi/360 

Ac=R A 2*(teta-sin(tetadeg)*cos(tetadeg)) 

p=2*teta*R 

Rh=Ac/p 

Vdot=(a/n)*Ac*Rh A (2/3)*SQRT (s) 


Depth-to-radius 
ratio, y/R 

Channel radius, 

R, m 

Flow rate, 

V ,m 3 /s 

0.1 

1.617 

0.1276 

0.2 

0.969 

0.1417 

0.3 

0.721 

0.1498 

0.4 

0.586 

0.1553 

0.5 

0.500 

0.1592 

0.6 

0.440 

0.1620 

0.7 

0.396 

0.1639 

0.8 

0.362 

0.1652 

0.9 

0.335 

0.1659 

1.0 

0.313 

0.1661 

1.1 

0.295 

0.1659 

1.2 

0.279 

0.1653 

1.3 

0.267 

0.1642 

1.4 

0.256 

0.1627 

1.5 

0.247 

0.1607 

1.6 

0.239 

0.1582 

1.7 

0.232 

0.1550 

1.8 

0.227 

0.1509 

1.9 

0.223 

0.1453 



Depth-to-radius ratio, y/R 



Discussion The depth-to-radius ratio of y/R = 1 corresponds to a half-full circular channel, and it is clear from the table 
and the chart that, for a fixed flow area, the flow rate becomes máximum when the channel is half-full. 
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Chapter 13 Open-Channel Flow 


13-64 

Solution Water is to be transported uniformly in a clean-earth trapezoidal channel. For a specified flow rate, the 
required elevation drop per km channel length is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties Manning coefficient for the clean-earth lined open channel is n = 0.022 (Table 13-1). 

Analysis The flow area, wetted perimeter, and hydraulic radius of the channel are 



Substituting the given quantities into Manning’s equation, 

V=-zf c R 2/3 S¿ /2 -> 8m 3 /s = 1 ' S (2.5 m 2 )(0.5776 m) 2/3 S 1 ’ 2 

n 0.022 

It gives the slope to be S 0 = 0.0103. Therefore, the elevation drop Az across a pipe length of/. = 1 km must be 
A z = S 0 L = 0.0103(1000 m) = 10.3 m 

Discussioit Note that when transporting water through a región of fixed elevation drop, the only way to increase the 
flow rate is to use a channel with a larger cross-section. 


13-65 

Solution A water draining system consists of three circular channels, two of which draining into the third one. If all 
channels are to run half-full, the diameter of the third channel is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 4 Losses at the junction are negligible. 

Properties The Manning coefficient for asphalt lined open channels is n = 0.016 (Table 13-1). 

Analysis The flow area, wetted perimeter, and hydraulic radius of the two pipes upstream are 


A„ = 


nR - 1 


7i (0.6 mV , 

—-— = 0.5655 m 2 


2 JtR 2/r(0.6m) 

p = -=-= 1.885 m 


„ A c nR 2 / 2 R 0.6m 

R h =— =-= — =-=0.30 m 

h P nR 2 2 

Then the flow rate through the 2 pipes becomes, from Manning’s equation. 


V =2-A c R 2 h n Si' 2 =2 


lm 1/3 /, 

0.016 


(0.5655 m 2 )(0.30 m) 2/3 (0.0015) 1/2 =1.227 m 3 /s 



The third channel is half-full, and the flow rate through it remains the same. Noting that the flow area is nR 12 and the 
hydraulic radius is R/2, we have 


1.227 m7s = 


1 m 1/3 / s 

0.016 


(nR 2 / 2m 2 )(R / 2 m) 2/3 (0.0015) 1/2 


Solving for R gives R = 0.778 m. Therefore, the diameter of the third channel is Z) 3 = 1.56 m . 

Discussioit Note that if the channel diameter were larger, the channel would have been less than half full. 
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Chapter 13 Open-Channel Flow 


13-66 

Solution Water is transported in an asphalt lined open channel at a specified rate. The dimensions of the best cross- 
section for various geometric shapes are to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Properties The Manning coefficient for asphalt lined open channels is n = 0.016 
(Table 13-1). 

Aitalysis (o) Circular channel of Diameter D : Best cross-section occurs when 
the channel is half-full, and thus the flow area is jiZ) 2 /8 and the hydraulic radius is 

DI 4. Then fromManning’s equation, V = —A c R? t n So 2 , 

n 

4m ] /s --—— {xD 2 / 8 m 2 )(Z)/ 4 m) 2/3 (0.0015) 1/2 
0.016 

which gives D = 2.42 m. 



( b ) Rectangular channel of bottom width b : For best cross-section, y = bl2. 
Then A c = yb = /r/2 and Rh = bl 4. From the Manning equation, 

4m 3 /s = -— — (b 2 /2 m 2 )(¿> / 4 m) 2/3 (0.0015) 172 
0.016 

which gives b = 2.21 m, and y = 6/2 = 1.11 m. 


(c) Trapezoidal channel of bottom width b \ For best cross-section, 6= 60° and 
y = by¡ 3/2 . Then, A c = y(b + b eos 0) = 0.5VT b 2 (1 + eos60°) = 0.75V3¿> 2 , 


y V3 

p = 3b , R h =- = . From the Manning equation, 


4 m /s = 


1 m 1/3 / s 

0.016 


(0.75V3¿ 2 m 2 )(V3b/4m) 2/3 (0.0015) 1/2 


which gives b — 1.35 m, and y = 1.17 m and 9= 60°. 



Discussion The perimeters for the circular, rectangular, and trapezoidal channels are 3.80 m, 4.42 m, and 4.05 m, 
respectively. Therefore, the circular cross-section has the smallest perimeter. 
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Chapter 13 Open-Channel Flow 


13-67E 

Solution Water is to be transported in a rectangular channel at a specified rate. The dimensions for the best cross- 
section if the channel is made of unfinished and finished concrete are to be determined. 

Assuinptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties The Manning coefficient is n = 0.012 and n = 0.014 for finished and unfinished concrete, respectively 
(Table 13-1). 

Analysis For best cross-section of a rectangular cross-section, y = b/2. Then A c 
= yb = lr/2 and Rh = b/4. The flow rate is determined from the Manning equation, 

V=-A c R 2 h l3 S l 0 n , 
n 

(a) Finished concrete, n = 0.012: 

800 ft 3 /s = L486 ft —— (¿> 2 / 2 ft 2 )(¿> / 4 ft) 2/3 (0.0005) 1/2 
0.012 

It gives b = 15.4 ft, and y = 6/2 = 7.68 ft 



(b) Unfinished concrete, » = 0.014: 

800 ft 3 /s = L486 ft —— (¿> 2 / 2 ft 2 )(¿> / 4 ft) 2/3 (0.0005) 1/2 
0.014 

It gives b = 16.3 ft, and y = b/2 = 8.13 ft 

Disciissioit Note that channels with rough surfaces require a larger cross-section to transport the same amount of water. 
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Chapter 13 Open-Channel Flow 


13-68 

Solution Uniform flow in an asphalt-lined rectangular channel is considered. By varying the depth-to-width ratio 
from 0.1 to 2 in increments of 0.1 for a fixed valué of flow area, it is the to be shown that the best hydraulic cross section 
occurs wlien ylb = 0.5, and the results are to be plotted. 



Analysis The EES Equations window is printed below, along with the tabulated and plotted results. 


a=1 

n=0.016 "Manning coefficient" 
s=0.003 "Bottom slope is constant" 

Ac=2 "Flow area remains constant at 2 m2" 

Ratio=y/b 

Ac=b*y 

p=b+2*y « 

Rh=Ac/p "Hydraulic radius" ”e 

Vdot=(a/n)*Ac*Rh A (2/3)*SQRT(s) "Volume flow rate" > 


Depth-to-width 
ratio, ylb 

Channel width, 
b, m 

Flow rate, 

V ,m 3 /s 

0.1 

4.47 

3.546 

0.2 

3.16 

4.031 

0.3 

2.58 

4.221 

0.4 

2.24 

4.295 

0.5 

2.00 

4.313 

0.6 

1.83 

4.301 

0.7 

1.69 

4.273 

0.8 

1.58 

4.235 

0.9 

1.49 

4.192 

1.0 

1.41 

4.147 

1.1 

1.35 

4.101 

1.2 

1.29 

4.054 

1.3 

1.24 

4.008 

1.4 

1.20 

3.963 

1.5 

1.15 

3.919 

1.6 

1.12 

3.876 

1.7 

1.08 

3.834 

1.8 

1.05 

3.794 

1.9 

1.03 

3.755 

2.0 

1.00 

3.717 



Depth-to-witdth ratio, y/b 



Discussion It is clear from the table and the chart that the depth-to-width ratio of ylb = 0.5 corresponds to the best 
cross-section for an open channel of rectangular cross-section. 
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Chapter 13 Open-Channel Flow 


Gradually and Rapidly Varied Flows and Hydraulic Jump 


13-69C 

Solution We are to discuss the difference between uniform and nonuniform (varied) flow. 

Analysis Both uniform and varied flows are steady, and thus neither involves any change with time at a specified 
location. In uniform flow, the flow depth y and the flow velocity V remain constant whereas in nonuniform or varied 
flow, the flow depth and velocity vary in the streamwise direction of the flow. In uniform flow, the slope of the energy 
line is equal to the slope of the bottom surface. Therefore, the friction slope equals the bottom slope, Sf= S 0 . In varied 
flow, however, these slopes are different. 

Discussioit Varied flows are further classified into gradually varied flow (GVF) and rapidly varied flow (RVF). 


13-70C 

Solution We are to discuss the differences between GVF and RVF. 

Analysis Gradually varied flow (GVF) is characterized by gradual variations in flow depth and velocity (small 

slopes and no abrupt changes) and a free surface that always remains smooth (no discontinuities or zigzags). Rapidly 
varied flow (RVF) involves rapid changes in flow depth and velocity. A change in the bottom slope or cross-section of a 
channel or an obstruction on the path of flow may cause the uniform flow in a channel to become gradually or rapidly 
varied flow. Analytical relations for the profile of the free surface can be obtained in GVF, but this is not the case for 
RVF beeause of the intense agitation. 

Discussion In many situations, the shape of the free surface must be solved numerically, even for GVF. 


13-71C 

Solution We are to analyze a claim that wall shear is negligible in RVF but important in GVF. 

Analysis Yes, we agree with this claim. Rapidly varied flows occur over a short section of the channel with 

relatively small surface area, and thus frictional losses associated with wall shear are negligible compared with losses due 
to intense agitation and turbulence. Losses in GVF, on the other hand, are primarily due to frictional effects along the 
channel, and should be considered. 

Discussion There is somewhat of an analogy here with internal flows. In long pipe sections with entrance lengths 
and/or gradually changing pipe diameter, wall shear is important. However, in short sections of piping with rapid change of 
diameter or a blockage or turn, etc (minor loss), friction along the wall is typically negligible compared to other losses. 


13-72C 

Solution 

Analysis 

Discussion 


We are to analyze what happens to flow depth in a horizontal rectangular channel during subcritical flow. 
The flow depth y must (c) decrease in the flow direction. 

Since the flow is subcritical, there is no possibility of a hydraulic jump. 


13-73C 

Solution 

Analysis 

Discussion 


We are to analyze what happens to flow depth in a sloped rectangular channel during subcritical flow. 
The flow depth y must (a) increase in the flow direction. 

Since the flow is subcritical, there is no possibility of a hydraulic jump. 
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13-74C 

Solution 

Analysis 

Discussioit 


Chapter 13 Open-Channel Flow 

We are to analyze what happens to flow depth in a horizontal rectangular channel during supercritical flow. 
The flow depth y ( a ) increases in the flow direction. 

Since the flow is supercritical, this increase in flow depth may occur via a hydraulic jump. 


13-75C 

Solution 

Analysis 

Discussioit 


We are to analyze what happens to flow depth in a sloped rectangular channel during subcritical flow. 
The flow depth y (c) decreases in the flow direction. 

Since the flow is subcritical, there is no possibility of a hydraulic jump. 


13-76C 

Solution 

flow. 

Analysis 

Discussioit 


We are to analyze what happens to flow depth in an upward-sloped rectangular channel during supercritical 
The flow depth y (a) increases in the flow direction. 

Since the flow is supercritical, this increase in flow depth may occur via a hydraulic jump. 


13-77C 

Solution We are to determine if it is possible for subcritical flow to undergo a hydraulic jump. 

Analysis No. It is impossible for subcritical flow to undergo a hydraulic jump. Such a process would require the 

head loss h L to become negative, which is impossible. It would correspond to negative entropy generation, which would be 
a violation of the second law of thermodynamics. Therefore, the upstream flow must be supercritical (Fr > 1) for a 
hydraulic jump to occur. 

Discussion This is analogous to normal shock waves in gases - the only way a shock wave can occur is if the flow 
upstream of the shock wave is supersonic with Via > 1 (analogous to supercritical in open-channel flow with Fr, > 1). 


13-78C 

Solution We are to define the energy dissipation ratio for a hydraulic jump and discuss why a hydraulic jump is 
sometimes used to dissipate energy. 


Analysis Hydraulic jumps are often designed in conjunction with stilling basins and spillways of dams in order to 
waste as much of the mechanical energy as possible to minimize the mechanical energy of the fluid and thus its 
potentiai to cause damage. In such cases, a measure of performance of a hydraulic jump is the energy’ dissipation ratio, 
which is the fraction of energy dissipated through a hydraulic jump, defined as 


Dissipation ratio = 


h 

E s i 


h L _ k L 

y 1 +V 1 2 /(2g) y 1 (l + Fr 1 2 /2) 


Discussion Since the head loss is always positive, the dissipation ratio is also always positive. 
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Chapter 13 Open-Channel Flow 

13-79 

Solution Water is flowing in an open channel uniformly. It is to be determined whether the channel slope is mild, 
critical, or steep for this flow. 

Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness of the wetted surface of 
the channel and thus the friction coefficient are constant. 


Properties The Manning coefficient for an open channel with finished concrete surfaces is n = 0.012 (Table 13-1). 

Analysis The cross-sectional area, perimeter, and hydraulic radius are 


A c = yb = (1.2 m)(3 m) = 3.6 m ¿ 


p = b + 2y = 3 m + 2(1.2 m) = 5.4 m 


A 

p 


*/,=—= 


3.6 m*' 
5.4 m 


= 0.6667 m 


The flow rate is determined from the Manning equation to be 

-(3.6 m 2 )(0.6667 m) 2/3 (0.002) 1 


1 m 1/3 / s 


V = — ARI' 3 Sq 2 = 

n c 0.012 


= 10.2 nr/s 


Noting that the flow is uniform, the specified flow rate is the normal depth and 
thus y = y n =1.2 m. The critical depth for this flow is 


Te = 


í 

y 1 


gb 2 


(10.2 m 3 /s) 2 
(9.81 m/s 2 )(3m) ! 


1/3 


= 1.06 m 


1.2 m 


b = 3 m 


This channel at these flow conditions is classified as mild sincey >y c , and the flow is subcritical. 


Discussion If the flow depth were smaller than 1.06 m, the channel slope would be said to be steep. Therefore, the 
bottom slope alone is not sufficient to classify a downhill channel as being mild, critical, or steep. 


13-80 

Solution Water is flowing in an wide brick open channel uniformly. The range of flow depth for which the channel 
can be classified as “steep” is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness of the wetted surface of 
the channel and thus the friction coefficient are constant. 


Properties The Manning coefficient for a brick open channel is n = 0.015 (Table 13-1). 


Analysis The slope of the channel is S 0 = tan a = tan 0.4° = 0.006981. 


The hydraulic radius for a wide channel is equal to the flow depth, R¡, = y. Now assume the flow in the channel to be 
critical, The channel flow in this case would be critical slope S c , and the flow depth would be the critical flow depth, which 
is determined from 


= 


gn 

2 1/3 
a y¡ 




Te = 


í 2 y 

gn 


2 0 

\ a S cj 


Substituting, 


Te = 


( 2 > 
gn 

3 

(9.81m/s 2 )(0.015) 2 Y 

2 c 

S cJ 


yi m 1/3 /s) 2 (0.006981) y 


= 0.0316 m 


Therefore, this channel can be classified as steep for uniform flow depths less than y c , i.e., y < 0.0316 m. 


Discussion Note that two channels of the same slope can be classified as differently (one mild and the other steep) if 
they have different roughness and thus different valúes of n. 


13-32 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 






























Chapter 13 Open-Channel Flow 


13-81E 

Solution Water is ílowing in a rectangular open channel with a specified bottom slope at a specified flow rate. It is to 
be determined whether the slope of this channel should be classified as mild, critical, or steep. The surface profile is also to 
be classified for a specified flow depth of 2 m. 

Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness of the wetted surface of 
the channel and thus the friction coefficient are constant. 


Properties The Manning coefficient of a channel with unfinished concrete surfaces is n = 0.014 (Table 13-1). 


Analysis The cross-sectional area, perimeter, and hydraulic radius are 
A c = yb = y{\2fi) = \2yft 2 p = b + 2y = 12 ft + 2y = 12 + 2y ft 


R h = —— = \ —— = 0.6667 m 


p 


12 + 2y ft 

Substituting the known quantities into the Manning equation, 


V = -A c R; n S l 0 ' 2 -> 300ft 3 /s = 
n 


1.486 ft' 1/3 Is 
0.014 


(12j) 


f 12y 

12 + 2j 


(tan 0.5°) 


1/2 


Solving for the flow depth y gives^ = 1.95 ft. The critical depth for this flow is 



V 1 (300ñ 3 /s) 2 

y c = —^ =- - -— = 5.10 ft 

gA 2 (32.2ft/s 2 )(12ftxl.95ft) 2 

This channel at these flow conditions is classified as steep since y <y c , and the flow is supercritical. Alternately, we could 
solve for Fraude number and show that Fr > 1 and reach the same conclusión. The given flow is uniform, and thus y = y„ 

= 1.95 ft. Therefore, the given valué oí y = 3 ft during development is bctwccn y, and y„, and the flow profile is S2 
(Table 13-3). 

Discussion If the flow depth were larger than 5.19 ft, the channel slope would be said to be mild. Therefore, the 
bottom slope alone is not sufficient to classify a downhill channel as being mild, critical, or steep. 


13-82 

Solution Water is flowing in a V-shaped open channel with a specified bottom slope at a specified rate. It is to be 
determined whether the slope of this channel should be classified as mild, critical, or steep. 

Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness of the wetted surface of 
the channel and thus the friction coefficient are constant. 

Properties The Manning coefficient for a cast iron channel is n = 0.013 (Table 13-1). 

Analysis From geometric considerations, the cross-sectional area, perimeter, and hydraulic radius are 

A=y( 2 y)/2 = y 2 P - 2-\¡ y 2 + y 2 =2^1.y R h=~ = = 

p 2V2y 2V2 


Substituting the known quantities into the Manning equation, 


V = “A c R 2 h n S 1 0 /2 

n 


—> 3 m /s = 


lm 1/3 /s 

0.013 


(y 2 ) 


f 

y 

\2y¡2 


2/3 


( 0 . 002 ) 


1/2 


Solving for the flow depth y gives y = 1.23 m. The critical depth for this flow is 


W =- 


V 


>2 


(3m 3 /s) 2 


g A c 


(9.81 m/s 2 )(1.23 m) 2 


= 0.61 m 



This channel at these flow conditions is classified as mild sinc ey>y c , and the flow is subcritical. 

Discussion If the flow depth were smaller than 0.61 m, the channel slope would be said to be steep. Therefore, the 
bottom slope alone is not sufficient to classify a downhill channel as being mild, critical, or steep. 
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Chapter 13 Open-Channel Flow 


13-83 [Also solved using EES on enclosed D VD\ 

Solution Water at a specified depth and velocity undergoes a hydraulic jump. The depth and Froude number after the 
jump, the head loss and dissipation ratio, and dissipated mechanical power are to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 3 The channel is horizontal. 

.3 


Properties 

Analysis 

Fr 1 = 


The density of water is 1000 kg/m . 

(a) The Froude number before the hydraulic jump is 


Vi 


9 m/s 


sfgyi V( 9 -8 lm/ s 2 )(!. 2 m) 


= 2.62 


which is greater than 1. Therefore, the flow is supercritical before the 
jump. The flow depth, velocity, and Froude number after the jump are 

= 0.5 y ¡1 + yjl + mf'j = 0.5(1.2m)(-1 + V1 + 8X2.62 2 j = 3. 


(1) 


89 m 


Energy 

— tifie — 


K, = 9 m/s - ^. _ j 

f 2 

T2 _* 

— 1 



( 2 ) 


f 2 =^ = 

y 2 


1.2 m 
3.89 m 


(9 m/s) = 2.78 m/s 


Fr 2 = 


V, 


2.78 m/s 


= 0.449 


[gyi 7(^81m/s^)(T89nfl 

(b) The head loss is determined from the energy equation to be 

h, = yi - y , + *' 1 ~ Vl = (1.2m)-(3.89m)+ (9m/s) ~ (2 - 78m/s) = 1.05m 
' ~ 2 g 2(9.81m/s 2 ) 

The specific energy of water before the jump and the dissipation ratio are 


V{ „ „ . (9 m/s) 2 

E s j = y, +-= (1.2 m) +-r— 

2g 2(9.81 m/s 2 ) 


= 5.33 m 


Dissipation ratio = 




1,04 m 
5.33 m 


0.195 


Therefore, 19.5% of the available head (or mechanical energy) of the liquid is wasted (converted to thermal energy) as a 
result of frictional effects during this hydraulic jump. 

(c) The mass flow rate of water is 


m-pV = pby x V x = (1000 kg/m 3 )(1.2 m)(8 m)(9 m/s) = 86,400 kg/s 


Then the dissipated mechanical power becomes 


•^dissipated =™g h L = (86,400 kg/s)(9.81 m/s 2 )(1.04 m) 


1N 


lkg-m/s‘ 


= 881,000 Nm/s = 881 kW 


Discussion The results show that the hydraulic jump is a highly dissipative process, wasting 881 kW of power 
production potential in this case. That is, if the water is routed to a hydraulic turbine instead of being released from the 
sluice gate, up to 881 kW of power could be produced. 
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Chapter 13 Open-Channel Flow 


13-84 

Solution Water at a specified depth and velocity undergoes a hydraulic jump. The head loss associated with this 
process is to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 3 The channel is horizontal. 


Analysis 


The Fraude number before the hydraulic jump is Fr, = 


Vi 


12 m/s 


■ = 6.476 , which is 


y[gñ -^/(9.81 m/s 2 )(0.35 m) 

greater than 1. Therefore, the flow is indeed supercritical before the jump. The flow depth, velocity, and Fraude number 
after the jump are 

j 2 = 0.5 jq \-l + iJl + 8Fr 2 J = 0.5(0.35 m)(-1 + Vi + 8 x 6.476 2 J = 3.035 m 


V 2 = — V¡ = °^ 35 m (12 m/s) = 1.384 m/s 


Fr 2 = 


y 2 3.035 m 

V, 1.384 m/s 


L Energy 
UflB" 


yfgyí V(9-81 m/s 2 )(3.035 m) 


= 0.2536 


The head loss is determined from the energy equation to be 

, F¡ 2 — V >2 s , (12 m/s) 2 -(1.384 m/s) 2 . 

h L = y x - y 2 + —- - = (0.35 m) - (3.035 m) + - - — - = 4.56 m 



2g 


2(9.81 m/s ) 


Discussion The results show that the hydraulic jump is a highly dissipative process, wasting 4.56 m of head in the 
process. 
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Chapter 13 Open-Channel Flow 


13-85 

Solution The increase in flow depth during a hydraulic jump is given. The velocities and Fraude numbers before and 
after the jump, and the energy dissipation ratio are to be determined. 


Assumptions 
negligible. 3 

Analysis 


1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
The channel is horizontal. 


The Fraude number before the jump is determined from 


T hf, Energy 

'• . llflB 1 ' 


J 2 =0.5y^-l + Vl + 8F r 2 ) 


—> 3m = 


which gives Fri = 3.873. Then, 



V 2 = — V¡ = (9.40 m/s) = 1.88 m/s 

y 2 3m 


Fr 2 = 


Vi 


1.88 m/s 


0.347 


fgyi yj(9.8lm/s 2 )(3 m) 

The head loss is determined from the energy equation to be 

, V 2 - V 2 /nr ^ n N (9.40 m/s) 2 -(1.88 m/s) 2 „ 

h L =y l ~y 2 +——— = (0.6m)-(3m) + 4- 2 -= 1.92m 

2 g 2(9.81 m/s ) 

The specific energy of water before the jump and the dissipation ratio are 

V , 2 (9.40 m/s) 2 

Esi = Ti + = (0-6 m) + I = 5.10 m 

2 g 2(9.81 m/s ) 


_. . h, 1.92 m . 

Dissipation ratio =-=-= 0.376 

E sl 5.10 m 

Therefore, 37.6% of the available head (or mechanical energy) of water is wasted (converted to thermal energy) as a result 
of frictional effects during this hydraulic jump. 

Discussion The results show that the hydraulic jump is a highly dissipative process, wasting over one-third of the 
available head. 
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Chapter 13 Open-Channel Flow 


13-86 

Solution Water ílowing in a wide channel at a specified depth and flow rate undergoes a hydraulic jump. The 
mechanical power wasted during this process is to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 3 The channel is horizontal. 

Properties The density of water is 1000 kg/m 3 . 


Aitalysis 


Average velocities before and after the jump are 


Vi = 


V , = 


70 m/s 
(10m)(0.5m) 

70 m 3 /s 


- = 14m/s 


= 1.75m/s 


(10m)(4m) 

The head loss is determined from the energy equation to be 



h L =y i ~~ y 2 + 


vf-v? 


2 g 


= (0.5m)-(4m)- 


(14m/s) 2 -(1.75m/s) 2 
2(9.81m/s 2 ) 


= 6.33 m 


The mass flow rate of water is 


m =pV = (1000 kg/m 3 )(70m 3 /s) = 70,000 kg/s 
Then the dissipated mechanical power becomes 

-¿dissipated =mg h L = (70,000 kg/s)(9.81 m/s 2 )(6.33 m) 


lkN 


1000 kg • m/s" 


= 4350 kNm/s = 4.35 MW 


Discussion The results show that the hydraulic jump is a highly dissipative process, wasting 4.35 MW of power 
production potential in this case. 
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Chapter 13 Open-Channel Flow 


13-87 

Solution The flow depth and average velocity of water after a hydraulic jump are measured. The flow depth and 
velocity before the jump as well as the fraction ofmechanical energy dissipated are to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 3 The channel is horizontal. 


Analysis 


The Fraude number after the hydraulic jump is 


Fr 2 = 


Vo 


3m/s 


Jgyí V( 9 - 81 m/s 2 X 2m ) 


= 0.6773 


It can be shown that the subscripts in the relation 
y 2 =0.5_y I ^-l-i--Jl + 8Fr 1 2 j are interchangeable. Thus, 

= 0.5 y 2 1 + ^/l + 8Frf J = 0.5(2 m)^- 1 + Vl + 8x0.6773 2 j = 1.16 



Vx= — Vi=- 


2 m 


■(3m/s) = 5.17 m/s 


y x l.lólm 
The Fraude number before the jump is 

F, 5.17m/s 

Frj = 


Jgyi V( 9 -8 lm/ s 2 )d. i6m ) 


= 1.53 


which is greater than 1. Therefore, the flow is indeed supercritical before the jump. The head loss is determined from the 
energy equation to be 

k L =y, -y 2 + = (1.16 m) - (2 m) 4- (S - 17 m/S> ' - ^ 2 = 0.0636 m 

2 g 2(9.81 m/s 2 ) 

The specific energy of water before the jump and the dissipation ratio is 


V{ n „ x (5.17m/s) 2 

E s \ “Ti +-= (1.16m) + —- 

s 2g ' 2(9.81 m/s 2 ) 


= 2.52 m 


0.0636 m n 

Dissipation ratio =-= __ -= 0.025 


-'si 


2.52 m 


Discussioit Note that this is a “mild” hydraulic jump, and only 2.5% of the available energy is wasted. 
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Chapter 13 Open-Channel Flow 


13-88E 

Solution Water at a specified depth and velocity undergoes a hydraulic jump, and dissipates a known fraction of its 
energy. The flow depth, velocity, and Fraude number after the jump and the head loss associated with the jump are to be 
determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 3 The channel is horizontal. 


Analysis 


Frj = 


The Fraude number before the hydraulic jump is 


V, 


40 ft/s 


Vg)T 7(32.2 m/s 2 )(2 ft) 


= 4.984 


which is greater than 1. Therefore, the flow is indeed 
supercritical before the jump. The flow depth, velocity, and 
Fraude number after the jump are 


y 2 = 0.5jq (-1 + 7l + 8Frj 2 j = 0.5(2 ft)^-1 + Vi + 8 > 
V 2 = — V 1 = (40 ft/s) = 6.09 ft/s 


x 4.984“ = 13.1 ft 


y 2 


13.1 ft 


Fr 2 = 


Vn 


6.091 ft/s 


V&VT V( 32 - 2 ft/ S 2 )( 13 - 13m ) 


0.296 


The head loss is determined from the energy equation to be 

(40 ft/s) z - (6.09 ft/s)'‘ 


h L — Ti — y 2 + 


Vt-Vi 


= (2ft)-(13.1ft) + - 


= 13.2 ft 


Energy 

litre ■ 



2 g ' ’ ' ' 2(32.2 ft/s ¿ ) 

Discussiott The results show that the hydraulic jump is a highly dissipative process, wasting 13.2 ft of head in the 
process. 


Flow Control and Measurement in Channels 


13-89C 

Solution We are to draw a flow depth-specific 
energy diagram for several types of flow. 

Analysis On the figure, diagram l-2a is for 
frictionless gate, l-2b is for sluice gate with free 
outflow, and l-2b-2c is for sluice gate with drown 
outflow, ineluding the hydraulic jump back to 
subcritical flow. 

Discussion A plot of flow depth as a function of 
specific energy, as shown here, is quite useful in the 
analysis of varied open-channel flow because the 
States upstream and downstream of a change must 
jump between the two branches. 
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Chapter 13 Open-Channel Flow 

13-90C 

Solution We are to define the discharge coefficient for sluice gates, and discuss some typical valúes. 

Analysis For sluice gates, the discharge coefficient C¡¡ is defined as the ratio of the actual velocity through the 

gate to the máximum velocity as determined by the Bernoulli equation for the idealized frictionless flow case. For ideal 
flow, 0=1. Typical valúes of Cj for sluice gates with free outflow are in the range of 0.55 to 0.60. 

Discussion Actual valúes of the discharge coefficient must be less than one or else the second law would be violated. 


13-91C 

Solution We are to discuss how flow rate is measured with a broad-crested weir. 

Analysis The operation of broad crested weir is based on blocking the flow in the channel with a rectangular 

block, and establishing critical flow over the block. Then the flow rate is determined by measuring flow depths. 

Discussion This technique is quite obtrusive, but requires no special measuring equipment or probes. 


13-92C 

Solution We are to analyze whether the free surface of flow over a bump will increase, decrease, or remain constant. 

Analysis In the case of subcritical flow , the flow depthy will decrease during flow over the bump. 

Discussion This may be contrary to our intuition at first, but if we think in terms of increasing velocity and decreasing 

pressure over the bump (a Bernoulli type of analysis), it makes sense that the surface will decrease over the bump. 


13-93C 

Solution We are to analyze what happens in subcritical flow over a bump when the bump height increases. 

Analysis When the specific energy reaches its mínimum valué, the flow is critical, and the flow at this point is 

said to be choked. If the bump height is increased even further, the flow remains critical and thus choked. The flow will 
not become supercritical. 

Discussion This is somewhat analogous to compressible flow in a converging nozzle - the flow cannot become 
supersonic at the nozzle exit unless there is a diverging section of the nozzle downstream of the throat. 


13-94C 

Solution We are to define and classify sharp-crested weirs. 

Analysis A sharp-crested weir is a vertical píate placed in a channel that forces the fluid to flow through an 
opening to measure the flow rate. They are characterized by the shape of the opening. For example, a weir with a 
triangular opening is referred to as a triangular weir. 

Discussion Similar to the broad-crested weir, this type of flow measurement is quite obtrusive, but requires no special 
measuring equipment or probes. 


13-40 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 














13-95 


Chapter 13 Open-Channel Flow 


Solution Water is released from a reservoir through a sluice gate into an open channel. For specified flow depths, the 
rate of discharge is to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis The depth ratio>>]/« and the contraction coctTicientva/í/ are 


14m =i4 
a 1 m 


and 


y 2 3 m 
a 1 m 


The corresponding discharge coefficient is determined from Fig. 13-38 to 
be C¿= 0.59. Then the discharge rate becomes 

V = C d ba y l2gy l = 0.59(5 m)(lm)^ 2(9.81m/s 2 )(14 m) = 48.9 m 3 /s 


Sluice gate 



Discussion Discharge coefficient is the same as free flow because of small depth ratio after the gate. So, the flow rate 
would not change if it were not drowned. 


13-96 

Solution Water flowing in a horizontal open channel 
encounters a bump. It will be determined if the flow over the bump is 
choked. 

Assumptions 1 The flow is steady. 2 Frictional effects are 
negligible so that there is no dissipation of mechanical energy. 3 The 
channel is sufficiently wide so that the end effects are negligible. 


Depression over the bump 


Analysis 


Fh = 


The upstream Fraude number and the critical depth are 


Vi 


2.5 m/s 


sfgñ yj(9.mm 2 /s)(l.2 m) 


= 0.729 



yi=1.2 m 

V\ =2.5 m/s 

T2 


> 

' Az b =0.22 m 


Bump 


T c = 


f V 2 ) 

1/3 

fi^vo 2 ) 

1/3 

( 2 t / 2 ) 
y \ v \ 

1/3 

' (1.2 m) 2 (2.5 m/s) 2 " 

U ¿2 J 


l sb 2 ) 


l 8 ) 


9.81m/s 2 y 


1/3 


= 0.972 m 


The flow is subcritical since Fr < 1, and the flow depth decreases over the bump. The upstream, over the bump, and critical 
specific energies are 


E S\ = Ti + = (1 -2 m) + 

2 g 


(2.5 m/s) ¿ 
2(9.81 m/s 2 ) 


■ = 1.52 m 


E s2 =E sl - A z b =1.52-0.22 = 1.30 m 
E c = | y c =1.46 m 


We have an interesting situation: The calculations show that E s2 < E c . That is, the specific energy of the fluid decreases 
below the level of energy at the critical point, which is the mínimum energy, and this is impossible. Therefore, the flow at 
specified conditions cannot exist. The flow is choked when the specific energy drops to the mínimum valué of 1.46 m, 
which occurs at a bump-height of A z b mm = E ñ —E c = 1.52 -1.46 = 0.06 m . 


Discussion A bump-height over 6 cm results in a reduction in the flow rate of water, or a rise of upstream water level. 
Therefore, a 22-cm high bump alters the upstream flow. On the other hand, a bump less than 6 cm high will not affect the 
upstream flow. 
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Chapter 13 Open-Channel Flow 


13-97 

Solution Water flowing in a horizontal open channel encounters 
a bump. The change in the surface level over the bump and the type of 
flow (sub- or supercritical) over the bump are to be determined. 

Assumptions 1 The flow is steady. 2 Frictional effects are negligible 
so that there is no dissipation of mechanical energy. 3 The channel is 
sufficiently wide so that the end effects are negligible. 


Analysis The upstream Fraude number and the critical depth are 


F f i = 


8 m/s 


^fgyi V( 9 - 81m2/s )(°- 8m ) 


= 2.856 


Rise over the bump 


y i= 0.8 m 
Vi= 8 m/s 


Bump 


y 


T2 

Az b = 0.30 m 


Te 


¡V 2 ) 

1/3 

f(W) 2 l 

1/3 

(v 2 V 2 ) 
Ti y 1 

1/3 / 

U 2 J 


<N 

&0 


l s ) 

V 


(0.8 m) 2 (8 m/s) 
9.81m/s 2 


2 > 




1/3 


1.61 m 


The upstream flow is supercritical since Fr > 1, and the flow depth increases over the bump. The upstream, over the bump, 
and critical specific energies are 


E S\ — Ti +~— = (0-8 m) + 

2 g 


(8m/s)‘ 


2(9.81m/s‘) 


= 4.06 m 


E s2 =E sl -Az b =4.06-0.30 = 3.76 m 



The flow depth over the bump is determined from 

yl-{E A -áz b )yl+^-yl=0 -> y 2 3 -(4.06-0.30 m)y¡ + Jf ^ (0.80 m) 2 = 0 

2 g 2(9.81 m/s ) 


Using an equation solver, the physically meaningful root of this equation is determined to be 0.846 m. Therefore, there is a 
rise of 


Rise over bump = y 2 ~Ti + ~ 0.846-0.80 + 0.30 = 0.346 m 

over the surface relative to the upstream water surface. The specific energy decreases over the bump from, 4.06 to 3.76 m, 
but it is still over the mínimum valué of 2.42 m. Therefore, the flow over the bump is still supercritical. 

Discussion The actual valué of surface rise may be different than 4.6 cm because of frictional effects that are neglected 
in this simplified analysis. 
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Chapter 13 Open-Channel Flow 


13-98 

Solution The flow rate in an open channel is to be measured using a sharp-crested rectangular weir. For a measured 
valué of flow depth upstream, the flow rate is to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is 
negligible. 3 The channel is sufficiently wide so that the end effects are 
negligible. 

Analysis The weir head is 

H = y x -P w = 2.2-0.75 = 1.45 m 

The discharge coefficient of the weir is 

C wd rec = 0.598 + 0.0897 — = 0.598 + 0.0897 L45m = 0.771 
P w 0.75 m 



The condition H/P w < 2 is satisfied since 1.45/0.75 = 1.93. Then the water flow rate through the channel becomes 


rec - 


byJlgH*' 1 = (0.7714)—(4 m)^2(9.81 m/s 2 ) (1.45 m) 3/2 =15. 


9m 3 /s 


Discussioit The upstream velocity and the upstream velocity head are Fi=—— = = 1.81m/s and 

by j (4 m)(2.2 m) 

—i—_ (1.81 m/s) = Q i67m respectively. This is 11.5% of the weir head, which is significant. When the upstream 
2g 2(9.81 m/s 2 ) 

velocity head is considered, the flow rate becomes 18.1 m 3 /s, which is about 14 percent higher than the valué determined 
above. Therefore, it is good practice to consider the upstream velocity head unless the weir height P w is very large relative 
to the weir head H. 


13-99 

Solution The flow rate in an open channel is to be measured using a sharp-crested rectangular weir. For a measured 
valué of flow depth upstream, the flow rate is to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is 
negligible. 3 The channel is sufficiently wide so that the end effects are 
negligible. 

Analysis The weir head is H = y x -P w = 2.2-1.0 = 1.2 m . The 
discharge coefficient of the weir is 

C wd rec = 0.598 + 0.0897 — = 0.598 + 0.0897 = 0.7056 

P w 1-0 m 

The condition H/P w < 2 is satisfied since 1.2/1.0 = 1.20. Then the water 
flow rate through the channel becomes 



=C w¿ , rec |bV2¡ : // 3/2 =(0.7056)|(4 m)^2(9.81 m/s 2 )(1.2 m) 3/2 = 11.0 m 3 /s 


\/ 

Discussioit The upstream velocity and the upstream velocity head are =-= 


11.0 m/s 


= 1.25 m/s and 


V¡ (1.25 m/s) 2 


by j (4 m)(2.2 m) 

= 0.079 m , respectively. This is 6.6% of the weir head, which may be significant. When the upstream 


2 g 2(9.81 m/s 2 ) 

velocity head is considered, the flow rate becomes 11.9 m 3 /s, which is about 8 percent higher than the valué determined 
above. Therefore, it is good practice to consider the upstream velocity head unless the weir height P K , is very large relative 
to the weir head H. 
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Chapter 13 Open-Channel Flow 


13-100 

Solution Water tlowing over a sharp-crested rectangular weir is discharged into a channel where uniform flow 
conditions are established. The máximum slope of the downstream channel to avoid hydraulic jump is to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 
3 The channel is sufficiently wide so that the end effects are negligible. 

Properties Manning coefficient for an open channel of unfinished 
concrete is n = 0.014 (Table 13-1). 

Analysis The weir head is H =y x - P w = 3.0 m - 2.0 m = 1.0 m . The 
condition H/P w < 2 is satisfied since 1.0/2.0 = 0.5. The discharge coefficient 
of the weir is 

C wd rec = 0.598 + 0.0897 — = 0.598 + 0.0897 = 0.6429 

P w 2.0 m 



Then the water flow rate through the channel per meter width (i.e., taking i=lm) becomes 


Kec = C wdjec h^H 3 ' 2 = (0.6429)^(1 m)j2(9.81m/s 2 )(l.O mf 2 = 1.898 mVs 


To avoid hydraulic jump, we must avoid supercritical flow in the channel. Therefore, the bottom slope should not be higher 
than the critical slope, in which case the flow depth becomes the critical depth, 

, 1/3 / , , \ 1/3 

(1.898 m 3 /s) 2 


Í V 2 > 


Te = 


gb 2 


(9.81 m/s 2 )(1 m 2 ) 


= 0.7162 m 


Noting that the hydraulic radius of a wide channel is equal to the flow depth, the bottom slope is determined from the 
Manning equation to be 


v =-ar 2 ' 3 s 1 J 2 


-> 1.898 m/s = 


lm 1/3 / s 

0.014 


(0.7162 xlm 2 )(0.7162m) 2/3 5'¿ /2 


Solution gives the slope to be S 0 = 0.00215. Therefore, S 0t¡mx = 0.00215. 


Discussion For a bottom slope smaller than calculated valué, downstream channel would have a mild slope, that will 
forcé the flow to remain subcritical. 


13-101E 

Solution The flow rate in an open channel is to be measured using a sharp-crested rectangular weir. For specified 
upper limits of flow rate and flow depth, the appropriate height of the weir is to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 3 The channel is sufficiently wide so that 
the end effects are negligible. 


Analysis The weir head is H = y¡ - P w = 5 - P w . The discharge coefficient of the weir is 


C 


wd, rec 


= 0.598 + 0.0897 — = 0.598 + 0.0897 —— 
P , P 


The water flow rate through the channel can be expressed as 
'/reo =C wd , Kc ^bJÍÍH V2 


Substituting the known quantities, 


150 ft /s = 


0.598 + 0.0897- 


,5~ Pía, 


-(10ft) A /2(32.2ft/s 2 )(5 -P W ) V2 



Solution of the above equation yields the weir height as P w = 2.46 ft. 


Discussion Nonlinear equations of this kind can be solved easily using equation solvers like EES. 
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Chapter 13 Open-Channel Flow 


13-102 

Solution The flow of water in a wide channel with a bump is considered. The flow rate of water without the bump 
and the effect of the bump on the flow rate for the case of a fíat surface are to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is 
constant. 3 Roughness coefficient is constant along the channel. 4 The 
channel is sufficiently wide so that the end effects are negligible. 5 
Frictional effects during flow over the bump are negligible. 

Properties Manning coefficient for an open channel of unfinished 
concrete is n = 0.014 (Table 13-1). 

Analysis For a wide channel, the hydraulic radius is equal to the 
flow depth, and thus R h = 2 m. Then the flow rate before the bump per m 
width (i.e., b = 1 m) can be determined from Manning’s equation to be 


y i = 2 m 




y 2 _ 

Az h =15 cm 


' _ 

Bump f 

Slope = 0.0022 


V=-A c R 2 h ,3 S 1 0 /2 = 
n 


1 m 1/3 / 5 

0.014 


(lx 2 m 2 )(2 m) 2/3 (0.0022) 1/2 = 10.64 m 3 /s 


tu a , ■«, ■ T/ V 10.64 m /s 

The average flow velocity is V = — =--— = 5.32 m/s . 

A c lx2m~ 

When a bump is placed, it is said that the flow depth remains the same and there is no rise/drop, and thus y 2 = y¡ — Az b . 
But the energy equation is given as 


E si = E s\ ~te b 


y 2 _ v 2 . vi 

}’2+— - ~ 

2 g 2 g 2 g 


y¿ 

2 g 


since y 2 = y¡ an ^ thus V¡ = V 2 . But from the continuity equation y 2 V 2 =y\V\, this is possible only if the flow 

depth over the bump remains constant, i.e., y¡ = y 2 , which is a contradiction since y 2 cannot be equal to both y¡ and 
y l -Az b while A z b remains nonzero. Therefore, the second part of the problem can have no solution since it is 
physically impossible. 


Discussion Note that sometimes it is better to investígate whether there is really a solution before spending a lot of time 
trying to find a solution. 
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Chapter 13 Open-Channel Flow 


13-103 

Solution Uniform subcritical water flow of water in a wide channel with a bump is considered. For critical flow over 
the bump, the flow rate of water and the flow depth over the bump are to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 4 The channel is sufficiently wide so that the end effects are negligible. 5 Frictional effects during flow over the 
bump are negligible. 


Properties Manning coefficient for an open channel of unfinished 
concrete is n = 0.014 (Table 13-1). 


Analysis Let subscript 1 denote the upstream conditions 
(uniform flow) in the channel, and 2 denote the critical conditions over 
the bump. For a wide channel, the hydraulic radius is equal to the flow 
depth, and thus R h = y¡. Then the flow rate per m width (i.e., b = 1 m) 
can be determined from Manning’s equation. 


V=-A c R 2 h n Sl ,2 = 
n 


1 m 1/3 / s 

0.014 


Ti (Ti) 2/3 (0.0022) 1/2 = 3.350y 1 5/3 m 3 /s 


r 


Critical flow 


Ti 


T2 


Bump 


y 




Slope = 0.0022 


The critical depth corresponding to this flow rate is (note that 6=1 m), 

T 2 =T c = 


f V 2 ) 

1/3 

/(3.350y¡ 5/3 ) 2 ") 

1/3 

11.224y[ 10/3 ^ 

U ¿2 J 


l s J 


9.81m/s 2 J 


The average flow velocity is V¡ =V / A c = 3.350^! /y¡ = 3.350yf 

jr2 


2/3 


E si ~ Ti + TT~ = Ti + v ~ "'7 1 ; 2 \ = Ti + 0-5720yí 
2(9.8 lm/s") 


(3.350yj 2/3 ) 2 


4/3 


2g 
3_ 
2’ 


7 's 2 = E c =^y c =^(1.046y; o/9 ) = 1.569yí 


10/9 


1.046 0/9 
m/s. Also, 


Substituting these two relations into E sl =E sl -Az b where A z h =0.15 mgives 
1,569jVi° /9 =y l +0.5720y 1 4/3 -0.15 

Using an equation solver such as EES or an iterative approach, the flow depth upstream is determined to be 
y¡ = 2.947 m 

Then the flow rate and the flow depth over the bump becomes 
V =3.350y 1 5/3 = 3.350(2.947) 5/3 =20.3 m 3 /s 
y 2 = =1.046;q 10/9 =1.046(2.947) 10/9 = 3.48 m 

Discussion Note that when critical flow is established and the flow is “choked”, the flow rate calculations become very 

easy, and it required minimal measurements. Also, = 3.350(2.947) 2 = 6.89 m/s and 

F f i = V x /^/g)q = (6.89 m/s) / ^/(9.81 m 2 /s)(2.947 m) =1.28, and thus the upstream flow is supercritical. 
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Chapter 13 Open-Channel Flow 


13-104 

Solution A sluice gate is used to control the flow rate of water in 
a channel. For specified flow depths upstream and downstream from 
the gate, the flow rate of water and the downstream Froude number are 
to be determined. 

Assumptions 1 The flow is steady. 2 The channel is sufficiently wide 
so that the end effects are negligible. 3 Frictional effects associated 
with sluice gate are negligible. 4 The channel is horizontal. 

Analysis When frictional effects are negligible and the flow 
section is horizontal, the specific energy remains constant, E sl = E s2 . 
Then, 


y i 


= 1.1 m 


Sluice 

gate 



V¡ V 2 

Ti+—= T2+ — 
2 g 2 g 


-> l.lm + 




2(9.81 m/s 2 )[(5m)(l.lm)] 2 


= 0.45m + 


v- 


2(9.81m/s 2 )[(5 m)(0.45 m)] 2 


Solving for the flow rate gives V = 8.806 m J /s . The downstream velocity and Froude number are 


\/ \/ 

V 2 =— =- 

A c by 2 


8.806 m7s 
(5 m)(0.45 m) 


= 3.914 m/s and 


Fr 2 = 


F, 


3.914 m/s 


Vgy¡" 7( 9 - 81m/s2 )(°- 45m ) 


= 1.86 


Discussion The actual valúes will be somewhat different because of frictional effects. 


13-105E 

Solution Water is released from a reservoir through a sluice gate with free outflow. For specified flow depths, the 
flow rate per unit width and the downstream Froude number are to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis For free outflow, we only need the depth vatio y Ja to 
determine the discharge coefficient (for drowned outflow, we also need 
to know y 2 ta and thus the flow depth y 2 downstream the gate) 


a 1.1 ft 

The corresponding discharge coefficient is determined from Fig. 13-38 to 
be C¿= 0.55. Then the discharge rate becomes 

V = C d bapgy l = 0.55 (1 ft)(l.1 ft)^ 2 (32.2 ft/s 2 )(5 ft) = 10.9 ft 3 /s 



The specific energy of a fluid remains constant during horizontal flow when the frictional effects are negligible, 
E s j = E s2 . With these approximations, the flow depth past the gate and the Froude number are determined to be 


>2 


V{ V 

E si =y 1 + —= Ti +—— r — 

2g 2 g(b yi y 


■ = 5 ft + 


(10.9 ft/s 2 ) 2 


2(32.2 ft/s 2 )[(1 ft)(5 ft)] 2 


= 5.074 ft 


\/ 


>2 


E s2 -T2 +T^-T2 + • 

2g 2 g(by 2 y 


■ - E si -> y 2 + 


(10.9 ft/s 2 ) 2 


2(32.2 ft/s 2 )[(lft)(y 2 )] 2 


= 5.074 ft 


Solution yieldsj >2 = 0.643 ft as the physically meaningful root (positive and less than 5 ft). Then, 


F 2 = —= 


V 

by 2 


10.9 ft7s 
(1 ft)(0.643 ft) 


= 16.9 ft/s and 


Fr 2 = 


16.9 ft/s 


yfgyi 7(32^1t/s 2 )(0fi43ñ)’ 


3.71 


Discussion In actual gates some frictional losses are unavoidable, and thus the actual velocity and Froude number 
downstream will be lower. 
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Chapter 13 Open-Channel Flow 


13-106E 

Solution Water is released from a reservoir through a drowned sluice gate into an open channel. For specified flow 
depths, the rate of discharge is to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis The depth ratio jq/a and the contraction coefficient y 2 /o are 


Zi 

a 


5 ft 
1.1 ft 


4.55 



3.3 ft 
1.1 ft 


= 3 


The corresponding discharge coefficient is determined from Fig. 13-38 to 
be C¿ = 0.44. Then the discharge rate becomes 

V =C d bapgy l = 0.44(1 ft)(l. 1 ñ)J 2(32.2ft/s 2 )(5 ft) =8.69 ft 3 /s 


Sluice gate 




yi 

= 5 ft 




L2 = 

2 ft 


| a = 1.1 ft ( 


Then the Fronde number downstream the gate becomes 


\/ \/ 

V 2 = -=- 

A fyi 


8.69 ft7s 


= 2.63 ft/s 




Fr 2 =- 


V 1 


2.63 ft/s 


= 0.255 


Discussion 


(1 ft)(3.3 ft) ~ -y/(32.2 ft/s 2 )(3.3 ft) 

Note that the flow past the gate becomes subcritical when the outflow is drowned. 


13-107 

Solution Water is released from a lake through a drowned sluice gate into an open channel. For specified flow 
depths, the rate of discharge through the gate is to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis The depth ratio y\!u and the contraction coefficient y 2 la 
are 


Zi 

a 


6 m 
0.6 m 


= 10 


and 


y 2 _ 3m 
a 0.6 m 


The corresponding discharge coefficient is determined from Fig. 13-38 to 
be C¿= 0.48. Then the discharge rate becomes 

V = C d bayl2gy x = 0.48(5 m)(0.6 m)^ 2(9.81 m/s 2 )(6 m) =15.6 m 3 /s 


Sluice gate 



Discussion Note that the use of the discharge coefficient enables us to determine the flow rate through sluice gates by 
measuring 3 flow depths only. 
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Chapter 13 Open-Channel Flow 


13-108E 

Solution Water discharged through a sluice gate undergoes a hydraulic jump. The flow depth and velocities before 
and after the jump and the fraction of mechanical energy dissipated are to be determined. 

Assumptions 1 The flow is steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 3 
Frictional effects associated with sluice gate are 
negligible. 4 The channel is horizontal. 


Analysis For free outflow, we only need the depth 
ratio y Ja to determine the discharge coefficient. 


y i 


Zi 

a 


8ft 

lft 


= 8 ft 


Sluice 

gate 


Hydraulic 

jump 


a =1 ft 


T2 


T3 


The corresponding discharge coefficient is determined 
from Fig. 13-38 to be Q= 0.58. Then the discharge rate 
becomes 

V = C d bapgy l = 0.58(1 ft)(lft)^ 2(32.2 ft/s 2 )(8 ft) = 13.16 ft 3 /s 

The specific energy of a fluid remains constant during horizontal flow when the frictional effects are negligible, 
E s i = E sl . With these approximations, the flow depth past the gate and the Froude number are determined to be 


V, 


V 


>2 


E ñ = 34+ — = 3T + „ „ ,2 
2 g 2 g(by x y 


= 8 ft + 


(13.16 ft 3 /s)" 


2(32.2 ft/s 2 )[(lft)(8ft)] 2 


= 8.042 ft 


V 2 

E s 2 - y 2 y 2 +■ 


\/ 


>2 


■ - E s\ y 2 + 


(13.16 ft 3 /s) 2 


2(32.2 ft/s 2 )[(1 ftjíjv’-, )] 2 


= 8.042 ft 


2 g ' ‘ 2 g(by 2 y 

It gives J 2 = 0.601 ft as the physically meaningful root (positive and less than 8 ft). Then, 
13.16 ñ 3 /s 


V/ \/ 

V 2= -=- 

A c by 2 


Fr 2 =- 


(1 ft)(0.601 ft) 
21.9 ft/s 


21.9 ft/s 

= 4.97 


4 SF 2 7( 32 - 2 ft/s 2 )(0.601 ft) 

Then the flow depth and velocity after the jump (state 3) become 

= 0.5 y 2 í- 1 + A /l + 8Fr 2 2 ') = 0.5(0.601 ft)í -1 + Vl + 8x4.97 2 ") = 3.94 ft 


K 3 =^f 2 = 


0.601 ft 


(21.9 ft/s) = 3.34 ft/s 


3.94 ft 

The head loss and the fraction of mechanical energy dissipated during the jump are 
h L =y 2 -y 3+ = (0.601 ft)-(3.94 ft) + ( 2 l-9 ft/s) 2 -(3.34 ft/s) 2 = ^ ft 


2g 

h. 


2(32.2 ft/s“) 
3.93 ft 


Dissipation ratio =-=-r-= — , 

E s2 j 2 (l + Fr 2 2 12) (0.601 ft)(l +4.97" / 2) 


0.488 


Discussioit Note that almost hall' of the mechanical energy of the fluid is dissipated during hydraulic jump. 
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Chapter 13 Open-Channel Flow 


13-109 

Solution The flow rate of water in an open channel is to be measured with a sharp-crested triangular weir. For a 
given flow depth upstream the weir, the flow rate is to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Properties The weir discharge coefficient is given to be 0.60. 

Analysis The discharge rate of water is determined directly from 

V =C wdM ^ton(£jj2¿H 5 ' 2 


where C wc ¡ = 0.60, 6= 60°, and // = 1 m. Substituting, 


V =( 0 . 60 )^tan(^py 2(9.81m/s 2 )(lm) 5/2 =0.818 m 3 /s 

Discussioit Note that the use of the discharge coefficient enables us to determine the flow rate in a channel by 
measuring a single flow depth. Triangular weirs are best-suited to measure low discharge rates as they are more accurate 
than the other weirs for small heads. 


Upstream free 
surface 



13-110 

Solution The flow rate of water in an open channel is to be measured with a sharp-crested triangular weir. For a 
given flow depth upstream the weir, the flow rate is to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Properties The weir discharge coefficient is given to be 0.60. 

Analysis The discharge rate of water is determined directly from 

V =C w d M ^Un[^^H 5/2 

where C w ¿= 0.60, 0 = 60°, and H= 0.7 m. Substituting, 

V =(0.60)^-taní^J > /2(9.81m/s 2 )(0.7m) 5/2 =0.335 m 3 /s 


Upstream free 
surface 


0.7 m 


0.5 m 



Weir 

píate 


3 m 


Discussioit Note that the use of the discharge coefficient enables us to determine the flow rate in a channel by 
measuring a single flow depth. Triangular weirs are best-suited to measure low discharge rates as they are more accurate 
than the other weirs for small heads. 
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Chapter 13 Open-Channel Flow 


13-111 

Solution The notch angle of a sharp-crested triangular weir used to measure the discharge rate of water from a lake is 
reduced by half. The percent reduction in the discharge rate is to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 3 The water depth in the 
lake and the weir discharge coefficient remain unchanged. 

Analysis The discharge rate through a triangular weir is given as 

V =C wdM ^n^j^H 512 

Therefore, the discharge rate is proportional to the tangent of the half notch angle, and the ratio of discharge rates is 
calculated to be 

V,y*L, '"( 50 °' 2 ) , 0J91 

l/ 100 o tan(100°/2) 

When the notch angle is reduced by half, the discharge rate drops to 39.1% of the original level. Therefore, the percent 
reduction in the discharge rate is 

Percent reduction = 1-0.391 =0.609= 60.9% 

Discussion Note that triangular weirs with small notch angles can be used to measure small discharge rates while weirs 
with large notch angles can be used to measure for large discharge rates. 


H 


& Weir 
píate 


13-112 

Solution The flow rate in an open channel is to be measured using a broad-crested rectangular weir. For a measured 
valué of flow depth upstream, the flow rate is to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is 
negligible. 3 The channel is sufficiently wide so that the end effects are 
negligible. 


Analysis The weir head is H = y¡ —P w = 1.6 -1.0 = 0.6 m . The 
discharge coefficient of the weir is 


C 


w¿/,broad 


0.65 0.65 

Jl + H/P w ^/l + (0.6 m)/(1.0m) 


0.5139 



Then the water flow rate through the channel becomes 
-( 2 


^=^.^^( 3 ) # 3/2 =(0.5139)(5 m)(2/3) 3,2 V9.81m/s 2 ( 0.6 m) 3/2 = 2.04 m 3 /s 

The mínimum flow depth above the weir is the critical depth, which is determined from 


y min y c 


f v 2 > 

~gb 2 


1/3 f , , \ 1/3 

' (2.04 m 3 /s) 2 ' 

(9.81m/s 2 )(5 m) 2 


0.257 m 


Discussion The upstream velocity and the upstream velocity head are 


Vx = 


V 


2.04 m7s 


= 0.255 m/s 


and 


(0.255 m/s)" 


= 0.0033 m 


by l (5 m)(1.6m) 2 g 2(9.81m/s z ) 

This is 0.3% of the weir head, which is negligible. When the upstream velocity head is considered (by replacing H in the 
flow rate relation by H + V¡ 2 / 2g ), the flow rate becomes 2.05 m 3 /s, which is practically identical to the valué determined 
above. 
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Chapter 13 Open-Channel Flow 


13-113 

Solution The flow rate in an open channel is to be measured using a broad-crested rectangular weir. For a measured 
valué of flow depth upstream, the flow rate is to be determined. 

Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 3 The channel is sufficiently wide so that 
the end effects are negligible. 

Analysis The weir head is H = y¡ —P w = 2.2 -1.0 = 1.2 m . The discharge coefficient of the weir is 


C wd broad = 0,65 = Q ' 65 - = 0.4382 

Vi + H/P W ^/l + (1.2m)/(1.0m) 

Then the water flow rate through the channel becomes 

^rec = C'wd.broad^Vg'^l] H ^ 2 

= (0.4382)(5 m)(2/3) 3/2 V9.81m/s 2 (1.2 m) 3/2 

= 4.91 m 3 /s 



The mínimum flow depth above the weir is the critical depth, which is determined from 


= y c = 


fv 2 ) 

1/3 ( 

ygb 2 . 

V 


(4.91 m 3 /s) 2 
(9.81m/s 2 )(5 m) 2 


,1/3 


0.462 m 


Discussiott The upstream velocity and the upstream velocity head are 


Vi = 


V 

byi 


4.91 nr/s 


= 0.446 m/s 


V 2 (0.446 m/s) 2 
and -= 


= 0.010 m 


(5 m)(2.2 m) 2 g 2(9.81 m/s 2 ) 

This is 0.8% of the weir head, which is negligible. When the upstream velocity head is considered (by replacing H in the 
flow rate relation by H + V 2 / 2 g , the flow rate becomes 4.97 m 3 /s, which is practically identical to the valué determined 
above. 


13-52 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 























Chapter 13 Open-Channel Flow 


13-114 

Solution The flow rate in an open channel is measured using a broad-crested rectangular weir. For a measured valué 
of minimum flow depth over the weir, the flow rate and the upstream flow dept are to be determined. 


Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 3 The channel is sufficiently wide so that 
the end effects are negligible. 


Analysis The flow depth over the reaches its minimum valué when the flow becomes critical. Therefore, the 
measured minimum depth is the critical depth y c . Then the flow rate is determined from the critical depth relation to be 


Tmin Te 


í ■ i A 1/3 

< \J 2 ' 


gb 


-> V = ^y]gb 2 = V(0.50m) 3 (9.81m/s 2 )(lm) 2 =1.11 m 3 /s 


This is the flow rate per m width of the channel since we have taken b = 1 m. Disregarding the upstream velocity head and 
noting that the discharge coefficient of the weir is C wd broad =0.65/ Jl + H / P w , the flow rate for a broad-crested weir can 
be expressed as 


V„ 



H 


3/2 


Substituting, 

1.11 m 3 /s = . °' 65m (lm)(2/3) 3/2 V9.81m/s 2 // 3/2 

yjl + H/(0.8 m) 

= 4.91 m 3 /s 


Discharge 


y i 


- y<: = 

0.50 m 


P w = 0.80 m 


Broad-crested weir 


Its solution is H = 1.40 m. Then the flow depth upstream the weir becomes 


y 1 =H + P W =1.40+ 0.80 = 2.20 m 


Discussiott The upstream velocity and the upstream velocity head are 

V l.llm 3 /s „ , , V{_ 

2 g 


Vi=- 


■ = 0.503 m/s and 


(0.503 m/s)" 


= 0.013 m 


by l (1 m)(2.2 m) 2 g 2(9.81m/s z ) 

This is 0.9% of the weir head, which is negligible. When the upstream velocity head is considered (by replacing H in the 
flow rate relation by H + F, 2 / 2 g , the flow rate becomes 1.12 m 3 /s, which is practically identical to the valué determined 
above. 
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Chapter 13 Open-Channel Flow 


Review Problems 


13-115 

Solution Water flows uniformly in a trapezoidal channel. For a given flow depth, it is to be determined whether the 
flow is subcritical or supercritical. 

Assumptions The flow is uniform. 

Aitafysis The flow area and the average velocity are 

, (b + b + 2y/ tan 6) J4 +4 +2(0.60 m)/tan45°]m 

A c = y -= (0.60 m)- 


2 

V 18 m 3 /s 

V = -=-4- = 6.522 m/s 



A c 2.76 m z 

When calculating the Fraude number, the hydraulic depth should be used rather than the máximum depth or the hydraulic 
radius. For a non-rectangular channel, hydraulic depth is defined as the ratio of the flow area to top width. 


2.76 nr 


y = )’h = 


Top width b + 2y/tan0 (4 + 2x0.60/tan45°)m 

V 6.522 m/s 


Then the Fraude number becomes Fr = 


Therefore, the flow is supercritical. 


gy~ ^(9.81m/s 2 )(0.5308m) 


= 0.5308 m 

= 2.86 , which is greater than 1. 


Discussion The analysis is approximate since the edge effects are significant here compared to a wide rectangular 
channel, and thus the results should be interpreted accordingly. 


13-116 

Solution Water flows in a rectangular channel. The flow depth below which the flow is supercritical is to be 

determined. 


Assumptions The flow is uniform. 

Analysis The flow depth below which the flow is super critical is 
the critical depth y c determined from 


)’c = 


r ■ ? \i/3 

i V 2 ' 


gb~ 


(8m 3 /s) 2 


\ 1/3 


(9.81m/s 2 )(2 m) 2 


= 1.18m 


8 m 3 /s 



Therefore, flow is supercritical for j; < 1.18 m. 


Discussion Note that a flow is more likely to exist as supercritical when the flow depth is low and thus the flow 
velocity is high. 
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Chapter 13 Open-Channel Flow 


13-117 

Solution Water flows in a canal at a specified average velocity. For various flow depths, it is to be determined 

whether the flow is subcritical or supercritical. 


Assumptions 

Analysis 

(a) y = 0.2 m: 


The flow is uniform. 

For each depth, we determine the Fraude number and compare it to the critical valué of 1: 
V 4 m/s 


Fr = 


■fgy yj(9 .81 m/s 2 ) (0.2 m) 


= 2.86 >1 


which is greater than 1. Therefore, the flow is supercritical. 
V 4 m/s 


(b)y = 2 m: 


Fr = 


VgT -^(9.81 m/s 2 ) (2 m) 


= 0.903 <1 


which is less than 1. Therefore, the flow is subcritical. 

V 4 m/s 


(c)j=1.63m: Fr = 


T¡gy ^(9.81 m/s 2 ) (1.63 m) 


= 1 


4 m/s 



which is equal to 1. Therefore, the flow is critical. 


Discussion Note that a flow is more likely to exist as supercritical when the flow depth is low and thus the flow 
velocity is high. Also, the type of flow can be determined easily by checking Fraude number. 


13-118 

Solution The flow of water in a rectangular channel is considerad. For a given flow depth and bottom slope, the 

flow rate is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties The Manning coefficient is given to be n = 0.012 (Table 13-1). 

Analysis The flow area, wetted perimeter, and hydraulic radius of the channel are 
A c =by = (1.5m)(0.9 m) = 1.35m 2 /? = 1.5m + 2x0.9m = 3.3m 


R h =— = 


1.35 m" 


= 0.409 lm 


p 3.3m 
Bottom slope of the channel is 
S 0 = tan 0.6° =0.01047 

Then the flow rate can be determined from Manning’s equation to be 


V=?-A c R 2 h n S l 0 ,2 = lmmiS 


(1.35 m 2 )(0.4091 m) 2/3 (0.01047) 172 =6.34 m 3 /s 


= 0.9 m 


b = 1.5 m 


n 0.012 

Discussion Note that the flow rate in a given channel is a strong function of the bottom slope. 
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Chapter 13 Open-Channel Flow 




Solution 

be investigated 

Assumptiom 

Properties 

Analysis 


The flow of water in a rectangular channel is considered. The effect of bottom slope on the flow rate is to 
as the bottom angle varies from 0.5 to 10°. 

1 The flow is steady and uniform. 2 Roughness coefficient is constant along the channel. 

Manning coefficient for an open channel made of finished concrete is n = 0.012 (Table 13-1). 

The EES Equations window is printed below, along with the tabulated and plotted results. 


a=1 

b=5 

Vdot = 12 "m3/s" 
n=0.012 

s=tan(teta) 

Ac=b*y 

p=b+2*y 

Rh=Ac/p 

Vdot=(a/n)*Ac*Rh A (2/3)*SQRT (s) 



Bottom angle, 

e° 

Flow depth, 

y, m 

0.5 

0.533 

1.0 

0.427 

1.5 

0.375 

2.0 

0.343 

2.5 

0.320 

3.0 

0.302 

3.5 

0.287 

4.0 

0.276 

4.5 

0.266 

5.0 

0.257 

5.5 

0.250 

6.0 

0.243 

6.5 

0.237 

7.0 

0.231 

7.5 

0.226 

8.0 

0.222 

8.5 

0.218 

9.0 

0.214 

9.5 

0.210 

10.0 

0.207 



Discussion Note that the flow depth decreases as the bottom angle increases, as expected. 
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Chapter 13 Open-Channel Flow 




Solution 

be investigated 

Assumptiom 

Properties 

Analysis 


The flow of water in a trapezoidal channel is considered. The effect of bottom slope on the flow rate is to 
as the bottom angle varíes from 0.5 to 10°. 

1 The flow is steady and uniform. 2 Roughness coefficient is constant along the channel. 

Manning coefficient for an open channel made of finished concrete is n = 0.012 (Table 13-1). 

The EES Equations window is printed below, along with the tabulated and plotted results. 


a=1 

b=5 

Vdot = 12 "m3/s" 
n=0.012 

s=tan(teta) 

Ac=y*(b+y/tan(45)) 

p=b+2*y/sin(45) 

Rh=Ac/p 

Vdot=(a/n)*Ac*Rh A (2/3)*SQRT (s) 



Bottom angle, 
0° 

Flow depth, 

y, m 

0.5 

0.496 

1.0 

0.403 

1.5 

0.357 

2.0 

0.327 

2.5 

0.306 

3.0 

0.290 

3.5 

0.276 

4.0 

0.266 

4.5 

0.256 

5.0 

0.248 

5.5 

0.241 

6.0 

0.235 

6.5 

0.229 

7.0 

0.224 

7.5 

0.220 

8.0 

0.215 

8.5 

0.211 

9.0 

0.208 

9.5 

0.204 

10.0 

0.201 



Discussion As expected, flow depth decreases with increasing bottom angle, but the relationship is far from linear. 
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Chapter 13 Open-Channel Flow 

13-121 

Solution The flow of water in a trapezoidal channel is considered. For a given flow depth and bottom slope, the flow 
rate is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Properties 

Analysis 

A c = y 


b + 


The Manning coefficient for a brick-lined open channel is n = 0.015 (Table 13-1). 
n area, \ 

= (2 m) 


The flow area, wetted perimeter, and hydraulic radius of the channel are 
2m ^ = 14.93 m 2 


y 


tan # 


4m + - 


tan30° 


2 y 2 (2 m) 

p = b -t-= 4mn-= 12 m 

sin# sin30° 


A 

p 


R h =—= 


14.93 m 
12 m 


= 1.244 m 



Bottom slope of the channel is S a = O.OOl.Then the flow rate can be determined from 
Manning’s equation to be 

, 1/3 / „ 

-(14.93m 2 )(1.244m) 2/3 (0.001) 1/2 =36.4 m 3 /s 


v=^A 2 'X 2 = lm 


n 0.015 

Discussioit Note that the flow rate in a given channel is a strong function of the bottom slope. 


13-122 

Solution The flow of water in a circular open channel is considered. For given flow depth and flow rate, the 

elevation drop per km length is to be determined. 


Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties The Manning coefficient for the Steel channel is given to be n = 0.012. 

Analysis The flow area, wetted perimeter, and hydraulic radius of the channel are 

y-R 1.5-1 „ , rna rn 2n n 

cos« =-=-=0.5 x « = 60 =60-= — 

R 1 360 3 

71 2 K 

d = Tt-a = n -= — = 120° 

3 3 

A c - R 2 (6- sin # eos#) = (1 m) 2 [2/z73-sin(2/r / 3)cos(2;r/3)] = 2.527 m 2 


R h =— = 


A „ #-sin#cos# „ 2/z73-sin(2;r/3)cos(2/r/3),, . „ , 

- R =------ lm = 0.6034 m 

p 2# 2 x 2^ / 3 


Substituting the given quantities into Manning’s equation, 

-(2.527m z )(0.6034m) z,J 5¿' 


lm 1/3 /s 



= 1.5 m 


V =-A c R¡ li S'Ü 2 x 12 m 3 /s = 

n 0.012 


It gives the slope to be S 0 = 0.00637. Therefore, the elevation drop Az across a pipe length of L = 1 km must be 
Az = S 0 L = 0.00637(1000 m) = 6.37 m 


Discussion Note that when transporting water through a región of fixed elevation drop, the only way to increase the 
flow rate is to use a channel with a larger cross-section. 
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Chapter 13 Open-Channel Flow 


13-123 

Solution The flow of water through a V-shaped open channel is considered. The angle 9 the channel makes from 

the horizontal is to be determined for the case of most efficient flow. 

Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness coefficient is constant. 
Analysis We let the length of the sidewall of the channel be x. From trigonometry, 

b 


sin 9 = — 


y = x sin 9 


b = jccos 9 


eos 9 = — —> 

X X 

Then the cross-sectional area and the perimeter of the flow section become 

2 


A, =by = x eos 9 sin 9 = — sin 29 —> x = 

c 2 


2 A„ 


p = 2x = 2 


2 A„ 




sin 29 
p = 2j2Á^(sin29y l/2 



I sin 29 

Now we apply the criterion that the best hydraulic cross-section for an open channel is the one with the mínimum wetted 
perimeter for a given cross-section. Taking the derivative of p with respect to 9 while holding A c constant gives 

= 2^2A^ d[(s\n29y 112 ] _ 2^¡2A^ ^[( sin2 ^)~ 1/2 ] d(sin 29) _ 2^2¿y ^ 2cos29 

d9^ d9 v c ¿(sin 2<9) d9 v c 2(sin2 9) V2 

Setting dp!d9= 0 gives eos 26 = 0 , which is satisfied when 29= 90°. Therefore, the criterion for the best hydraulic cross- 
section for a triangular channel is determined to be 9 = 45°. 

Discussioit The procedure used here can be used to determine the best hydraulic cross-section for any geometric shape. 


13-124E 

Solution Water is to be transported in a rectangular channel at a specified rate. The dimensions for the best cross- 

section if the channel is made of unfinished concrete are to be determined. 

Assumptions 1 The flow is steady and uniform. 2 The bottom slope is constant. 3 The roughness coefficient is constant. 
Properties The Manning coefficient is n = 0.014 for channels made of unfinished concrete (Table 13-1). 

Analysis For best cross-section of a rectangular cross-section, y = b/2. Then A c = yb = b 2 /2, and R/, = b/4. 

• 2/3 1/2 

The flow rate is determined from the Manning equation, V = — A c R h ’.S' (I . 

n 

(a) Bottom drop of 8 ft per mile: s = (8 ft)/(5280 ñ) = 0.001515 

200 ft 3 /s = 1,486 tí ^ s (b 1 ! 2)(¿>/ 4) 2/3 (0.001515) 1/2 
0.014 

Solving the above equation gives b = 7.86 ft, and>> = b/2 = 3.93 ft. 

( b ) Bottom drop of 10 ft per mile: s = (10 ft)/(5280 ft) = 0.001894 

200 ft 3 /s= L486 ft ——(b 2 /2)(¿>/ 4) 2/3 (0.001894) 1/2 
0.014 

Solving the above equation gives b = 7.54 ft, and y = b/2 = 3.77 ft. 

Discussioit The concept of best cross-section is an important consideration in the design of open channels because it 
directly affeets the construction costs. 
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Chapter 13 Open-Channel Flow 


13-125E 

Solution Water is to be transported in a trapezoidal channel at a specified rate. The dimensions for the best cross- 

section if the channel is made of unfinished concrete are to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 

Properties The Manning coefficient is n = 0.014 for channels made of unfinished concrete (Table 13-1). 

Analysis For best cross-section of a trapezoidal channel of bottom width b, 6= 60° and y = bj 3 / 2 . Then, 

/y 

A c = y(b + b eos 6) = 0.5-\/3b 2 (l + cos60 o ) = 0.75^36 2 , p = 3b, and R h = y = -^-b. 

• 2/3 1/2 

The flow rate is determined from the Manning equation, V = — A c R¡ l 5¿ , 

n 

(a) Bottom drop of 8 ft per mile: 
s = ( 8 ft) /(5280 ft) = 0.001515 

200 ft 3 /s = — '~ (0-75V3b 2 )(V3b/ 4) 2/3 (0.001515) 1/2 

It gives b = 4.79 ft, and y = 4.15 ft. 



(¿>) Bottom drop of 10 ft per mile: 
s = (10 ft) /(5280 ft) = 0.001894 

200 ft 3 /s = L48 Q 6 Q ft 14 /S (0.75V3Z) 2 )(V3¿/4) 2/3 (0.001894) 172 
It gives b = 4.59 ft, and y = 3.98 ft. 

Discussion The concept of best cross-section is an important consideration in the design of open channels because it 
directly affects the construction costs. 
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Chapter 13 Open-Channel Flow 


13-126 

Solution Water is tlowing through a channel with nonuniform surface properties. The flow rate through the channel 
and the effective Manning coefficient are to be determined. 


Assumptions 1 The flow is steady and 
uniform. 2 The bottom slope is 
constant. 3 The Manning coefficients 
do not vary along the channel. 

Analysis The channel involves 
two parts with different roughness, and 
thus it is appropriate to divide the 
channel into two subsections. The flow 
rate for each subsection can be 

determined from the Manning equation, 
and the total flow rate can be 

determined by adding them up. 

The flow area, perimeter, and hydraulic radius for each subsection and the entire channel are: 



Subsection 1: 


Subsection 2: 


Entile channel: 


A c i = 6 n© 


A c2 = 10n© 


A„ = 16n© 


P\ =6m, 
Pi = 11 m, 
p = 17 m , 


A cl _ 

P\ 

A C 2 

Pl 

R _ A c_ 

K h - - 




^/¡2 - 


6 m 
6 m 

10 m 2 


= 1.00 m 


11 m 


= 0.909 m 


16 nr 


= 0.941 m 


p 17 m 

Applying the Manning equation to each subsection, the total flow rate through the channel becomes 


V = v, +v 2 =—a 1 r 2,3 s 1 0 12 +—A 2 R 2 /2 Sq /2 


= (lm 1/3 /s) 


^(6m 2 ) (lm) 2/3 (10m 2 )(0.909m) 2/3 ^ 


0.022 


0.075 


(tan0.5°) 


1/2 


= 37.2 m 3 /s 


Knowing the total flow rate, the effective Manning coefficient for the entire channel can be determined from the Manning 
equation to be 


"eff 


aA c R¡ n S l 0 /2 _ (lm 1/3 /s)(16m 2 )(0.941 m) 2/3 (0.00873) 1/2 _ 0Q386 
V 37.2 m 3 / s 


Discussion The effective Manning coefficient « e(T of the channel turns out to lie between the two n valúes, as expected. 
The weighted average of the Manning coefficient of the channel is n ave =(«i/>i+ nip 2 )lp = 0.056, which is quite different 
than n e ff. Therefore, using a weighted average Manning coefficient for the entire channel may be tempting, but it would not 
be so accurate. 
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Chapter 13 Open-Channel Flow 


13-127 

Solution Two identical channels, one rectangular of bottom width b and one circular of diameter D, with identical 

flow rates, bottom slopes, and surface linings are considered. The relation between b and D is to be determined for the 
case of the flow height y = b and the circular channel is flowing half full. 

Assumptiom 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Analysis The cross-sectional area, perimeter, and hydraulic radius of the rectangular channel are 

A c =b 2 , p = 36, and R h = — = ^— = ^~ 

p 3b 3 

Then using the Manning equation, the flow rate can be expressed as 

/ ,\2/3 ,8/3 

,2/3ol/2 _ a u2 0 c, 1/2 _ a c l/2 0 


V rec =-A c R ¿ h /i S^=-b ¿ \-\ Sr=~S 
n 


n 0 3 2/3 


The corresponding relations for the semi-circular channel are 


and 


nD- nD A c 

4=-—, P = — , and R h = — 

8 2 p 


\/ a a d 2/3 c i/2 a D (D 

V c\r =~ A c R h S 0 =-^ — 

n n o 


D_ 

T 


2/3 p.8/3 

c l/2 _ a cl/2 2ZÜ 
*20 2>o “ 

n 8x4 


Setting the flow rates in the two channels equal to each other V cjr = V rec gives 


a rl/2 ^ 8/3 a *D Sn ci/2 ^ b^_ 
n 0 3 2/3 «8x4 2/3 ° 3 2/3 


7rD 


8/3 


1x4 


2/3 


b 

—^ - — 

D 


f , 3 2/3 A3/8 


8x4 


2/3 



Therefore, the desired relation is b = 0.655 D. 

Discussion Note that the wetted perimeters in this case are p rec = 3 b = 2.0 D and p c ¡¡ = tíD/2 = 1.57 D. Therefore, the 
semi-circular channel is a more efficient channel than the rectangular one. 
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Chapter 13 Open-Channel Flow 


13-128 

Solution The flow of water through a parabolic notch is considered. A relation is to be developed for the flow rate, 

and its numerical valué is to be calculated. 


Assumptions 1 The flow is steady. 2 All frictional 
effects are negligible, and Toricelli’s equation can be 
used for the velocity. 

Aiialysis The notch is parabolic with y = 0 at x = 0, 
and thus it can be expressed analytically as y = Cx 2 . 
Using the coordinates of the upper right córner, the valué 
of the constant is determined to be 

C = y/x 2 =H/(b/2) 2 =4H/b 2 = 

4(0.5 m)/(0.4m) 2 =12.5 m 1 . 

A differential area strip can be expressed as 
dA = 2 xdy = 2 Jy/ Cdy 



Noting that the flow velocity is V = -J2g(H — y) , the flow rate through this differential area is 

VdA = v(lJJTCdy) = pg( H - y) iJJTCdy = 2p. g/Cjy(H-y)dy 
Then the flow rate through the entire notch is determined by integration to be 

r , _ r H 

V = 


' = ¿ VdA = 2^2 iTc J y¡y(H -y)dy 


where 


f Jy(H-y)dy- 
Jv=0 


-(2 y-H)^Hy-y 2 +^-Arc 


tan 


f ^ 

2 y-H 


2-J~Hy- 


y 


= ^H 2 
16 


The n the expression for the volume flow rate and its numerical valué become 


V =— —H 2 =- 
8 V C 8 V 


2(9.81m/s 2 ) 2 


12.5 m" 


H ¿ = (0.492 m/s)//“ = (0.492 m/s)(0.5 m) ¿ = 0.123 m7s 


Discussion Note that a general flow rate equation for parabolic notch would be in the form of V = KH 2 , where 
71 1 

K =C d — . — and C¿ is the discharge coefficient whose valué is determined experimentally to account for nonideal 


C 


effects. 
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Chapter 13 Open-Channel Flow 


13-129 


Solution The flow of water through a parabolic notch is considered. A relation is to be developed for the flow rate, 
and its numerical valué is to be calculated. 


Assumptions 1 The flow is steady. 2 All frictional 
effects are negligible, and Toricelli’s equation can be 
used for the velocity. 




Aitalysis Consider a differential strip area shown 
on the sketch. It can be expressed as 

dA = bdy = 2 y tan (91 2 )dy 

Noting that the flow velocity is V = -j2g(H - y) , the flow rate through this differential area is 
VdA = V(2y tan(6>/2 )dy) = ^2g(H-y)2y tan(0/2 )dy = 2^2g tan(9/2)yJW -ydy 
Then the flow rate through the entire notch is determined by integration to be 

r H 


V = J VdA = 2y¡2g tan(6/ 2) J y^H-ydy 


where 


í y^H-ydy ■■ 

Jy =0 


.2 5/2 + 2 3/2 

5 3 


= -// 5/2 
15 


Then the expression for the volume flow rate and its numerical valué become 


V = 


8V2 g 


tan(6>/2)// 5/2 = 


8^2(9.81m/s 2 ) 


tan(6>/2)(0.25) 5/2 = 0.07382 tan(6»/2) (m7s) 


15 15 

9= 25°: V = 0.07382tan(25°/2) = 0.0164 m 3 /s 
9= 40°: V = 0.07382tan(40°/2) = 0.0269 m 3 /s 
9= 60°: V = 0.07382tan(60°/2) = 0.0426 m 3 /s 
9= 75°: V = 0.07382tan(75°/2) = 0.0566 m 3 /s 
These results are plotted, using EES. 

Discussion Note that a general flow rate equation for the V-notch would be in the form of V = K tan (9/ 2)H 512 , 
where K =C d 8^/2 ~g /15 and Cj is the discharge coefficient whose valué is determined experimentally to account for 
nonideal effects. 
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Chapter 13 Open-Channel Flow 


13-130 

Solution Water ílows uniformly half-íull in a circular channel. For specified flow rate and bottom slope, the 
Manning coefficient is to be determined. 

Assumptions 1 The flow is steady and uniform. 2 Bottom slope is constant. 3 Roughness coefficient is constant along the 
channel. 


Analysis 


The flow area, wetted perimeter, and hydraulic radius of the channel are 


A„ = 


kR- 


7i(0.6m)“ , 

- = 0.5655 m 2 


P = - 


2 2 
2 nR 2^(0.6 m) 


= 1.885m 


R h = — = 
P 


2 2 

A„ nR 1 1 2 R 0.60m 


= 0.30 m 


nR 2 2 

Then the Manning coefficient can be determined from Manning’s equation to be 


V = — A c R h 
n 


2/3 rt 1/2 
^0 


-> 1.25 m /s = 
It gives the Manning coefficient to be 


1 m 1/3 / s 


(0.5655 m 2 )(0.30 m) 2/3 (0.004) 



« = 0.013 

When calculating the Fronde number, the hydraulic depth should be used rather than the máximum 

depth or the hydraulic radius. For a non-rectangular channel, hydraulic depth is defined as the ratio of 

the flow area to top width, 

A c nR 2 / 2 nR *(0.6m) 
y h =— -r—= ——— = ^ =-:-= 0.4712m 


Top width 2 R 

,3 , 


F = — = - 


0.5655 m‘ 


- = 2.210 m/s 


Fr = 


V 


2.21m/s 


= 1.03 


■Jgy A /(9.81m/s 2 )(0.4721m) 
which is greater than 1. Therefore, the flow is supercritical. 


Discussioit It appears that this channel is made of cast iron or unplaned wood . 


13-65 

PROPRIETARY MATERIAL . © 2006 The McGraw-Hill Companies, Inc. Limited distribution permitted only to 
teachers and educators for course preparation. If you are a student using this Manual, you are using it without permission. 


www.elsolucionario.net 























Chapter 13 Open-Channel Flow 

13-131 

Solution Water ílowing in a horizontal open channel encounters a bump. Flow properties over the bump are to be 

determined. 


Assumptions 1 The flow is steady. 2 Frictional effects are negligible 
so that there is no dissipation of mechanical energy. 3 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis The upstream Fraude number and the critical depth are 


Fr, 



1.25 m/s 

7(9.81 m 2 /s)( 1.8 m) 


0.297 



yi=1.8 m 



T2 


Fi =1.25 m/s 

— *v 2 



' 20 cm 


T c = 


fv 2 ) 

1/3 

Í(W) 2 1 

1/3 

( 2 r/ 2/ 
y i F i 

1/3 

f (1.8m) 2 (1.25m/s) 2 ] 

1/3 

U ¿2 J 


l Sb 2 ) 


l s ) 


9.81m/s 2 



= 0.802 m 


The upstream flow is subcritical since Fr < 1, and the flow depth decreases over the bump. The upstream, over the bump, 
and critical specific energy are 

E A =y x +—!— = (1.80m) + ( L25m/s ) =l.88m 

2g 2(9.81 m/s 2 ) 

The flow depth over the bump can be determined from 


V, 


y\-(E s i ~^ z b)y\ +TT - y\ - o ~^ y\ -(i.88-o.20m)ji¿ + 

2 g 


(1.25 m/s)* 
2(9.81 m/s 2 ) 


(1.80m) 2 =0 


Using an equation solver, the physically meaningful root of this equation is determined to be y 2 = 1.576 m. Then, 


v 2 = — v i=- 

y 2 


1.8 m 
1.576 m 


(1.25 m/s) =1.43 m/s 


Fr 2 


^[gy2 


1.428 m/s 

7(9.81m/s 2 )(1.576 m) 


= 0.363 


Discussion The actual valúes may be somewhat different than those given above because of the frictional effects that 
are neglected in the analysis. 
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Chapter 13 Open-Channel Flow 


13-132 

Solution Water tlowing in a horizontal open channel encounters a bump. The bump height for which the flow over 

the bump is critical is to be determined. 


Assumptions 1 The flow is steady. 2 Frictional effects are negligible 
so that there is no dissipation of mechanical energy. 3 The channel is 
sufficiently wide so that the end effects are negligible. 


Analysis The upstream Froude number and the critical depth are 


Fr, 


V x _ 1.25 m/s 

■Jgñ V(9.81m 2 /s)(1.8m) 


0.297 


j>!= 1.8 m 
V¡ =1.25 m/s 


T2 

20 cm 


Íy2 


Te = 


1/3 


gb~ 


f (by i^r ) 2 A 
gb 2 


1/3 ( 2^2 y /3 

y i v \ 

g 


(1.8m) 2 (1.25m/ s) 
9.81m/s 2 


2 "\ 


1/3 


= 0.802 m 


The upstream flow is subcritical since Fr < 1, and the flow depth decreases over the bump. The upstream specifíc energy is 

E A =y x +—i— = (1.80 m) + ( L25m/s ) =i.88m 

2g 2(9.81 m/s 2 ) 


Noting that the flow over the bump is critical and thatfs s2 = E?i - Az fc > 
Es2 ~E c =-^y c = -^-(0.802m) = 1.20m 
and 

A z b =E sl -E s2 = 1.88-1.20 = 0.68 m 


Discussion 


If a higher bump is used, the flow will remain critical but the flow rate will decrease (the choking effect). 


13-133 

Solution Water flow through a wide rectangular channel undergoing a hydraulic jump is considered. It is to be 

shown that the ratio of the Froude numbers before and after the jump can be expressed in terms of flow dcpths y¡ and y 2 

before and after the jump, respectively, as Fr, / Fr 2 = -\/(>’2 / Ti) 3 ■ 


Assumptions 1 The flow is steady. 2 The channel is sufficiently wide so that the end effects are negligible. 

Analysis The Froude number for a wide channel of width b and flow depth y is given as 

V/by 


Fr = 


V 


V 


V 


sfgy sfgy byjgy b2¡gp^ 


Expressing the Froude number before and after the jump and taking 
their ratio gives 


Fr, 


V/\ b^gy\ 


Fr 


2 V/\ b-Jgyl 


¡gyl 


g)’i 


1 


f v 3 
T2 

Ti 



which is the desired result. 

Discussion Using the momentum equation, other relations such as y 2 = 0.5 y¡ í -1 + -Jl + 8Fr, 2 j can also be developed. 
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Chapter 13 Open-Channel Flow 


13-134 

Solution A sluice gate with free outllow is used to control the flow rate of water. For specified flow depths, the 

flow rate per unit width and the downstream flow depth and velocity are to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 

Analysis For free outflow, we only need the depth ratiojVc/ to 
determine the discharge coefficient (for drowned outflow, we also need to 
know yi/a and thus the flow depth y? downstream the gate), 

y i _ l-8m _ 6 
a 0.30 m 

The corresponding discharge coefficient is determined from Fig. 13-38 to 
be C¿= 0.57. Then the discharge rate per m width becomes 



V =C d ba^2®’ x = 0.57(lm)(0.30m)^2(9.81m/s 2 )(1.8m) =1.02m 3 /s 


The specific energy of a fluid remains constant during horizontal flow when the frictional effects are negligible, 
E s \ ~ E s 2 ■ With these approximations, the flow depth and velocity past the gate become 


i/2 


V{ V 

E s i =Tt+ — = Ti +———y 
2g 2g(by¡) 2 


= 1.8 m + 


(1.02 m/s 2 ) 2 


2(9.81m/s 2 )[(1 m)(1.8 m)] 2 


= 1.816 m 


V 2 

e s 2 - t 2 + ~— - y 2 + 


v 


>2 


2g 


2-g(by 2 Y 


-~E S i -> y 2 + 


(1.02 m/s 2 ) 2 


2(9.81 m/s 2 )[(1 m)(y 2 )] 2 


= 1.816 m 


It gives y 2 = 
Vi 

Discussion 

lower. 


0.179 m for flow depth as the physically meaningful root (positive and less than 1.8 m). Also, 
_ V _ V 1.02 m 3 /s 

by 2 


= 5.67 m/s 


A c by 2 (lm)(0.179m) 

In actual gates some frictional losses are unavoidable, and thus the actual velocity downstream will be 
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Chapter 13 Open-Channel Flow 


13-135 

Solution Water at a specified depth and velocity undergoes a hydraulic jump. The fraction of mechanical energy 

dissipated is to be determined. 

Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 

negligible. 3 The channel is horizontal. . . 

T "L Energy 


Analysis 


The Froude number before the hydraulic jump is 


Fri = 


V, 


8 m/s 


y/m 7(^81m/s^(045m) 


= 3.808 


which is greater than 1. Therefore, the flow is indeed supercritical 
before the jump. The flow depth, velocity, and Froude number after the 
jump are 



y 2 = 0.5y,f-1 + ^/l + 8Frf J = 0.5(0.45 m )\-1 + V1 + 8x3.808 2 j 


= 2.209 m 


V 2 = — V x = 0 ' 45 m (8 m/s) = 1.630 m/s 


Fr 2 = ■ 


V , 


1.630 m/s 


y 2 ‘ 2.209 m ' " A /( 9 - 81m/s2 X 2 - 209m ) 

The head loss and the fraction of mechanical energy dissipated during the jump are 
h L =y j - y 2 + Vl ~ Vl = (0.45 m) - (2.209 m) + ( 8m/s ) -(1-63 m/s) = L36g m 


= 0.350 


2g 

hr 

Dissipation ratio =-= 


2(9.81m/s ) 
1.368 m 


0.369 


E s i y^l + Frf/2) (0.45m)(l + 3.808 2 /2) 

Discussiott Note that almost over one-third of the mechanical energy of the fluid is dissipated during hydraulic jump. 
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Chapter 13 Open-Channel Flow 


13-136 

Solution The flow depth and average velocity of water after a hydraulic jump together with approach velocity to 

sluice gate are given. The flow rate per m width, the flow depths before and after the gate, and the energy dissipation ratio 
are to be determined. 



Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 


Analysis 
jump is 


The flow rate per m width of channel, flow depth before the sluice gate, and the Froude number after the 


V=V 3 A c3 = V 3 by 3 = (4m/s)(l m)(3m) = 12 m 3 /s 


7 3 4 m/s 


y i =—T3 = 


1.25 m/s 


(3 m) = 9.60 m 


Fr 3 =- 


4 m/s 


= 0.7373 


-Jgy¡ -/(9!81m^X3m) 

The flow dept, velocity, and Froude number before the jump are 

y 2 = O.Sjj (-1 + Vi + 8Fr 3 2 j = 0.5(3 m) (-1 + Vi + 8 x 0.7373 2 j = 1.969 m = 1.97 m 

3 m 


k 2 =^f 3 = 


Fr 2 = 


y 2 1.969 m 

V-, 6.094 m/s 


(4 m/s) = 6.094 m/s 


V&fT A /(9-81m/s 2 )(1.969m) 


= 1.387 


which is greater than 1, and thus the flow before the jump is indeed supercritical. The head loss and the fraction of 
mechanical energy dissipated during hydraulic jump are 

h L =y 2 -y 3 + V2 ~ V} = (1.969m)-(3m) + (6 ' Q94m/s) -( 4m/s ) = o.0463 m 


2 £ 

^. . . h, 

Dissipation ratio =-= - 


2(9.81m/s ) 
0.0463 m 


= 0.0120 


E s 2 j 2 (l + Fr 2 2 /2) (1.969m)(l +1.387 2 /2) 

Discussioit Note that this is a “mild” hydraulic jump, and only 1.2% of the mechanical energy is wasted. 
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Chapter 13 Open-Channel Flow 


13-137 

Solution The flow depth and average velocity of water after a hydraulic jump together with approach velocity to 

sluice gate are given. The flow rate per m width, the flow depths before and after the gate, and the energy dissipation ratio 
are to be determined. 



Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 


Analysis 
jump is 


The flow rate per m width of channel, flow depth before the sluice gate, and the Fraude number after the 


V = V 3 A c3 = V 3 by 3 = (2 m/s)(l m)(3 m) = 6 rrr/s 


V 3 2 m/s 

y i =— y 3 - - 

1 V l 3 1.25 m/s 


(3 m) = 4.8 m 


Fr 3 = 


2 m/s 


■im A /(9.81m/s 2 )(3 m) 


= 0.3687 


The flow dept, velocity, and Fraude number before the jump are 

y, =0.5 j 3 (-1 + ^1 + 8Fr 3 2 ) = 0.5(3 m)(-l + Vl + 8 x0.3687 2 ) = 0.6671: 


0.667 m 


v 2 =—v 3 = 


3 m 


y 2 


0.6671 m 


(2 m/s) = 8.994 m/s 


Fr 2 = 


V, 


8.994 m/s 


VgT¡" V(9-81 m/s 2 )(0.6671m) 


= 3.516 


which is greater than 1, and thus the flow before the jump is indeed supercritical. The head loss and the fraction of 
mechanical energy dissipated during hydraulic jump are 

h L =y 2 -y 3 + Vl ~ V 3 = (0.6671 m) - (3 m) + ( 8 - 994m/s ) ~(^ m/s ) =1.586 m 


2g 

. . h, 

Dissipation ratio =-= 


2(9.81m/s ) 
1.586 m 


0.331 


E s 2 y 2 (l + Fr| /2) (0.6671 m)(l +3.516 2 12) 

Discussioit Note that this is a fairly “strong” hydraulic jump, wasting 33.1% of the mechanical energy of the fluid. 
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Chapter 13 Open-Channel Flow 


13-138 

Solution Water from a lake is discharged through a sluice gate into a channel where uniform flow conditions are 

established, and then undergoes a hydraulic jump. The flow depth, velocity, and Froude number after the jump are to be 
determined. 

Assumptions 1 The flow is steady. 2 The channel is 
sufficiently wide so that the end effects are negligible. 3 
The effects of channel slope on hydraulic jump are 
negligible. 

Properties The Manning coefficient for an open 
channel made of finished concrete is n = 0.012 (Table 13- 
1). 

Aitalysis For free outflow, we only need the depth 
ratio V|/« to determine the discharge coefficient. 



a 0.5 m 


The corresponding discharge coefficient is determined from Fig. 13-38 
to be C d = 0.58. Then the discharge rate per m width (b= 1 m) becomes 

\/ = C d ba y ¡2gy l = 0.58 (1 m)(0.5 m)^ 2(9.81m/s 2 )(5 m) = 2.872 m 3 /s 


y i 


= 5 m 


Sluice 

gate 


Flydraulic 

jump 


a =0.5 m 


v?. 


y 3 


For wide channels, hydraulic radius is the flow depth and thus R h =y 2 . Then the flow depth in uniform flow after the gate is 
determined from the Manning’s equation to be 


V =-A c R?, n S l 0 ' 2 -4 2.872 m j /s = 


3/ " - lm ‘ 3 [(lm)^ 2 ](>’,) 2/3 0.004 1/2 


n 0.012 

It gives y 2 = 0.6948 m, which is also the flow depth before water undergoes a hydraulic jump. The flow velocity and 
Froude number in uniform flow are 


^2 = 


Fr 2 = ■ 


V 


2.872 m 3 /s 


by 2 (lm)(0.6948m) 
V 7 4.134 m/s 


-=4.134 m/s 


- = 1.584 


yfgyi A /( 9 - 81m/s2 )(°- 6948m ) 

Then the flow depth, velocity, and Froude number after the jump (state 3) become 
j 3 = 0.5 j 2 í-1 + ^/l + 8Fr| J = 0.5(0.6948 m)í-1 + Vl + 8xl.584 2 ") = 1.25 


m 


F 3 =^K 2 = 


0.6948 m 


y 3 


1.25 m 


(4.134 m/s) =2.30 m/s 


Fr 3 = 


V-, 


2.30 m/s 


V 23 ^(9.81 m/s 2 )(1.25m) 


0.659 


Discussion This is a relatively “mild” jump. It can be shown that the head loss during hydraulic jump is 0.049 m, which 
corresponds to an energy dissipation ratio of 3.1%. 
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Chapter 13 Open-Channel Flow 


13-139 

Solution Water is discharged from a dam into a wide spillway to reduce the risk of flooding by dissipating a large 

fraction of mechanical energy via hydraulic jump. For specified flow depths, the velocities before and after the jump, and 
the mechanical power dissipated per meter with of the spillway are to be determined. 


Assumptions 1 The flow is steady or quasi-steady. 2 The channel is sufficiently wide so that the end effects are 
negligible. 

Properties The density of water is 1000 kg/m 3 . 


Analysis The Fraude number and velocity before the jump are 
^- = 0.5^-l + A /l + 8Fr 1 2 J -> ^- = 0.5^-l + > /l + 8Fr 1 2 j 

which gives F^ = 6. Also, from the definition of Fraude number, 

V¡ = Fr, Tgtq = (6)7(9.81 m/s 2 )(0.5 m) = 13.3 m/s 
Velocity and Fraude number after the jump are 

V 7 =^-V x = (13.3 m/s) = 1.66 m/s 

y 2 4m 


Fr 2 = 



1.66 m/s 

7(9.81 m/s 2 )(4m) 


0.265 



The head loss is determined from the energy equation to be 

h L =y i ~~ y2 + 


Vi L -V¿ tne w „ , , (13.3m/s) z -(1.66m/s) 3 c ,, 

= (0.5 m)-(4 m) +-;-= 5.36 m 




2(9.81 m/s') 


The volume and mass flow rates of water per m width are 

V =V¡A cl =V 1 by 1 =(13.3m/s)(lm)(0.5m) = 6.64m 3 /s 


m = pV = (1000 kg/m 3 )(6.64 m 3 /s) = 6640 kg/s 


Then the dissipated mechanical power becomes 


•¿dissipated =mgh L = (6640 kg/s)(9.81 m/s 2 )(5.36m) 


lkN 


A 


1000 kg • m/s" 


= 349 kNm/s = 349 kW 


Discussion The results show that the hydraulic jump is a highly dissipative process, wasting 349 kW of power in this 
case. 
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Chapter 13 Open-Channel Flow 


13-140 

Solution The flow rate in an open channel is to be measured using a sharp-crested rectangular weir. For a measured 
valué of flow depth upstream, the flow rate is to be determined. 


Vi 


H= 0.60 m 



Ti 

Pw = 

1.1 m 


Sharp-crested 


rectangular weir 


Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 3 The channel is sufficiently wide so that 
the end effects are negligible. 

Analysis The weir head is given to be H= 0.60 m. The discharge coefficient of the weir is 

C wd rec = 0.598 + 0.0897 — = 0.598 + 0.0897 °' 6 ° m = 0.6469 
P w 1.1 m 


The condition H!P W < 2 is satisfied since 0.60/1.1 = 0.55. Then the water flow rate through the channel becomes 

V=C wd ' lec hj2¿H V2 

= (0.6469) j (6111)^2(9.81 m/s 2 )(0.60m) 3í2 

= 5.33 m 3 /s 


Discussioit The upstream velocity and the upstream velocity head are 


_ V _ 5.33m /s 

1 by x (6m)(1.70m) 


= 0.522 m/s and -= 


V{ (0.522 m/s) 2 


= 0.014 m 


2g 2(9.81 m/s 2 ) 

This is 2.3% of the weir head, which is negligible. When the upstream velocity head is considered, the flow 
5.50 m 3 /s, which is about 3 percent higher than the valué determined above. Therefore, the assumption 
velocity head is reasonable in this case. 


rate becomes 
of negligible 
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Chapter 13 Open-Channel Flow 


13-141E 

Solution The flow rates in two open channels are to be measured using a sharp-crested weir in one and a broad- 

crested rectangular weir in the other. For identical flow depths, the flow rates through both channels are to be determined. 



Sharp-crested 
rectangular weir 


y¡ = 5 ft 
P w = 2 ft 



Assumptions 1 The flow is steady. 2 The upstream velocity head is negligible. 3 The channel is sufficiently wide so that 
the end effects are negligible. 

Analysis The weir head is 

H = yj - P w = 5.0 ft - 2.0 ft = 3.0 ft 


The condition HIP W < 2 is satisfied since 3.0/2.0 = 1.5. The discharge coefficients of the weirs are 

Sharp-crested weir: 

C wd , sharp = 0.598 + 0.0897 jL = 0.598 + 0.0897= 0.7326 


\4arp =C wd , sharp -;bj2gH il2 - (0.7326)^-(12 ft)-J2(32.2 ft/s 2 )(3.0ft) 3/2 =244m 3 /s 


Broad-crested weir: 


C 


0.65 


0.65 


wd, broad 


Vi + H/P W V 1 + (3-0 ft)/(2.0 ft) 


= 0.4111 


3/2 


\/broad -C Wííibroad ¿V?í|j H V2 =(0.4111)(12 ft)(2/3) 3/2 V32.2 ft/s 2 (3.0 ft) 3/2 =79.2 m 3 /s 


Discussion Note that the flow rate in the channel with the broad-crested weir is much less than the channel with the 
sharp-crested weir. Also, if the upstream velocity is taken into consideration, the flow rate would be 270 ft 3 /s (11% 
difference) for the channel with the sharp-crested weir, and 80.3 ft 3 /s (1% difference) for the one with broad-crested weir. 
Therefore, the assumption of negligible dynamic head is not quite appropriate for the channel with the sharp-crested weir. 


Design and Essay Problems 


13-142 to 13-143 

Solution Students’ essays and designs should be unique and will differ from each other. 
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Chapter 14 Turbomachinery 


General Problems 


14-1C 

Solution We are to discuss energy producing and energy absorbing devices. 

Analysis A more common term for an energy producing turbomachine is a turbine. Turbines extract energy from 

the moving fluid, and convert that energy into useful mechanical energy in the surroundings, usually in the form of a 
rotating shaft. Thus, the phrase “energy producing” is from a frame of reference of the fluid - the fluid loses energy as it 
drives the turbine, producing energy to the surroundings. On the other hand, a more common term for an energy absorbing 
turbomachine is a pump. Pumps absorb mechanical energy from the surroundings, usually in the form of a rotating 
shaft, and increase the energy of the moving fluid. Thus, the phrase “energy absorbing” is from a frame of reference of 
the fluid - the fluid gains or absorbs energy as it flows through the pump. 

Discussioit From the frame of reference of the surroundings, a pump absorbs energy from the surroundings, while a 
turbine produces energy to the surroundings. Thus, you may argüe that the terminology also holds for the frame of 
reference of the surroundings. This alternative explanation is also acceptable. 


14-2C 

Solution We are to discuss the differences between fans, blowers, and compressors. 

Analysis Afán is a gas pump with relatively low pressure rise and high flow rate. A blower is a gas pump with 

relatively modérate to high pressure rise and modérate to high flow rate. A compressor is a gas pump designed to 
deliver a very high pressure rise, typically at low to modérate flow rates. 

Discussioit The boundaries between these three types of pump are not always clearly defined. 


14-3C 

Solution We are to list examples of fans, blowers, and compressors. 

Analysis Common examples of fans are window fans, ceiling fans, fans in computers and other electronics 
equipment, radiator fans in cars, etc. Common examples of blowers are leaf blowers, hair dryers, air blowers in 
furnaces and automobile ventilation Systems. Common examples of compressors are tire pumps, refrigerator and air 
conditioner compressors. 

Discussioit Students should come up with a diverse variety of examples. 


14-4C 

Solution We are to discuss the difference between a positive-displacement turbomachine and a dynamic 
turbomachine. 

Analysis A positive-displacement turbomachine is a device that contains a closed volume; energy is transferred 
to the fluid (pump) or from the fluid (turbine) via movement of the boundaries of the closed volume. On the other 
hand, a dynamic turbomachine has no closed volume; instead, energy is transferred to the fluid (pump) or from the 
fluid (turbine) via rotating blades. Examples of positive-displacement pumps inelude well pumps, hearts, some 
aquarium pumps, and pumps designed to release precise volumes of medicine. Examples of positive-displacement 
turbines inelude water meters and gas meters in the home. Examples of dynamic pumps inelude fans, centrifugal 
blowers, airplane propellers, centrifugal water pumps (like in a car engine), etc. Examples of dynamic turbines inelude 
windmills, wind turbines, turbine flow meters, etc. 

Discussioit Students should come up with a diverse variety of examples. 
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14-5C 

Solution 

efficiency. 


Chapter 14 Turbomachinery 


We are to discuss the difference between brake horsepower and water horsepower, and then discuss pump 


Analysis In turbomachinery terminology, brake horsepower is the power actually delivered to the pump through 
the shaft. (One may also cali it “shaft power”.) On the other hand, water horsepower is the useful portion of the brake 
horsepower that is actually delivered to the fluid. Water horsepower is always less than brake horsepower; henee pump 
efficiency is defined as the ratio of water horsepower to brake horsepower. 

Discussioit For a turbine, efficiency is defined in the opposite way, since brake horsepower is less than water 
horsepower. 


14-6C 

Solution We are to discuss the difference between brake horsepower and water horsepower, and then discuss turbine 
efficiency. 

Analysis In turbomachinery terminology, brake horsepower is the power actually delivered by the turbine to the 
shaft. (One may also cali it “shaft power”.) On the other hand, water horsepower is the power extracted from the water 
flowing through the turbine. Water horsepower is always greater than brake horsepower; because of inefficiencies; henee 

turbine efficiency is defined as the ratio of brake horsepower to water horsepower. 

Discussion For a pump, efficiency is defined in the opposite way, since brake horsepower is greater than water 
horsepower. 


14-7C 

Solution We are to explain the “extra” term in the Bernoulli equation in a rotating reference frame. 

Analysis A rotating reference frame is not an inertial reference frame. When we move outward in the radial direction, 

the absolute velocity at this location is faster due to the rotating body, since v ( , is equal to car. When solving a 
turbomachinery problem in a rotating reference frame, we use the relative fluid velocity (velocity relative to the rotating 
reference frame). Thus, in order for the Bernoulli equation to be physically correct, we must subtract the absolute 
velocity of the rotating body so that the equation applies to an inertial reference frame. This accounts for the “extra” 
term. 

Discussion The Bernoulli equation is the same physical equation in either the absolute or the rotating reference frame, 
but it is more convenient to use the form with the extra term in turbomachinery applications. 
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14-8 

Solution 

water pump. 


Chapter 14 Turbomachinery 


We are to determine how the average speed at the outlet compares to the average speed at the inlet of a 


Assumptions 1 The flow is steady (in the mean). 2 The water is incompressible. 


Analysis Conservation of mass requires that the mass flow rate in equals the mass flow rate out. Thus, 

Conservation of mass : m in = p in V in A m = rh oM = p out V out A out 


or, since the cross-sectional area is proportional to the square of diameter, 

/ \2 f N2 

V — V P' m 

out r in 

Pont 

(a) For the case where Z) out < D m , V out must be greater than V m . 

(b) For the case where Z) out = D m , V out must be equal to V m . 

(c) For the case where Z) out > D in , V„ ul must be less than V m . 


D 


D 


— V. 


D . 


D . 


( 1 ) 


Discussion A pump does not necessarily increase the speed of the fluid passing through it. In fact, the average speed 
through the pump can actually decrease, as it does here in part (c). 


14-9 

Solution For an air compressor with equal inlet and outlet areas, and with both density and pressure increasing, we 
are to determine how the average speed at the outlet compares to the average speed at the inlet. 

Assumptions 1 The flow is steady. 

Analysis Conservation of mass requires that the mass flow rate in equals the mass flow rate out. The cross-sectional 
areas of the inlet and outlet are the same. Thus, 

Conservation of mass : < = p, n V in A m = m out = p out V out A aut 

or 

Vout =V m — (1) 

Pont 


Since yo in < Pont, V oat must be less than V m . 


Discussion A compressor does not necessarily increase the speed of the fluid passing through it. In fact, the average 
speed through the pump can actually decrease, as it does here. 
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Chapter 14 Turbomachinery 


Pumps 


14-10C 

Solution We are to list and define the three categories of dynamic pumps. 

Analysis The three categories are: Centrifugal flow pump - fluid enters axially (in the same direction as the axis of 

the rotating shaft) in the center of the pump, but is discharged radially (or tangentially) along the outer radius of the pump 
casing. Axial-flow pump - fluid enters and leaves axially, typically only along the outer portion of the pump because of 
blockage by the shaft, motor, hub, etc. Mixed-flow pump - intermedíate between centrifugal and axial, with the flow 
entering axially, not necessarily in the center, but leaving at some angle between radially and axially. 

Discussioit There are also some non-rotary dynamic pumps, such as jet pumps and electromagnetic pumps, that are not 
discussed in this text. 


14-11C 

Solution 

(a) False : Actually, backward-inclined blades yield the highest efficiency. 

(j b ) True : The pressure rise is higher, but at the cost of less efficiency. 

(c) Truc. In fact, this is the primary reason for choosing forward-inclined blades. 

(d) False : Actually, the opposite is true - a pump with forward-inclined blades usually has more blades, but they are 
usually smaller. 


14-12C 

Solution We are to choose which pump location is better and explain why. 

Analysis The two Systems are identical except for the location of the pump (and some minor differences in pipe 
layout). The overall length of pipe, number of elbows, elevation difference between the two reservoir free surfaces, etc. are 
the same. Option (a) is better because it has the pump at a lower elevation, increasing the net positive suction head, 
and lowering the possibility of pump cavitation. In addition, the length ofpipe from the lower reservoir to the pump inlet 
is smaller in Option (a), and there is one less elbow between the lower reservoir and the pump inlet, thereby decreasing the 
head loss upstream of the pump - both of which also increase NPSH, and reduce the likelihood of cavitation. 

Discussioit Another point is that if the pump is not self-priming, Option (b) may run into start-up problems if the free 
surface of the lower reservoir falls below the elevation of the pump inlet. Since the pump in Option (a) is below the 
reservoir, self-priming is not an issue. 


14-13C 

Solution We are to define and discuss NPSH and NPSH required . 


Analysis Net positive suction head (NPSH) is defined as the difference between the pump’s inlet stagnation 
pressure head and the vapor pressure head. 



f P 

V 2 'i 

P 

NPSH = 

-1- 



VA? 


Pg 

pump inlet ° 


We may think of NPSH as the actual or available net positive suction head. On the other hand, required net positive suction 
head (NPSH required ) is defined as the mínimum NPSH necessary to avoid cavitation in the pump. As long as the actual 
NPSH is greater than NPSH requ i red , there should be no cavitation in the pump. 


Discussioit Although NPSH and NPSH required are measured at the pump inlet, cavitation (if present) happens somewhere 
inside the pump, typically on the suction surface of the rotating pump impeller blades. 
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Chapter 14 Turbomachinery 


14-14C 

Solution 

(a) Truc. As volume flow rate increases, not only does NPSH required increase, but the available NPSH decreases, increasing 
the likelihood that NPSH will drop below NPSH requ i red and cause cavitation to occur. 

(b) False: NPSH required is not a function of water temperature, although available NPSH does depend on water temperature. 

(c) False : Available NPSH actually decreases with increasing water temperature, making cavitation more likely to occur. 

(d) False\ Actually, warmer water causes cavitation to be more likely. The best way to think about this is that warmer 
water is already closer to its boiling point, so cavitation is more likely to happen in warm water than in coid water. 


14-15C 

Solution We are to explain why dissimilar pumps should not be arranged in series or in parallel. 

Analysis Arranging dissimilar pumps in series can create problems because the volume flow rate through each pump 

must be the same, but the overall pressure rise is equal to the pressure rise of one pump plus that of the other. If the pumps 
have widely different performance curves, the smaller pump may be forced to opérate beyond its free delivery flow rate, 
whereupon it acts like a head loss, reducing the total volume flow rate. Arranging dissimilar pumps in parallel can create 
problems because the overall pressure rise must be the same, but the net volume flow rate is the sum of that through each 
branch. If the pumps are not sized properly, the smaller pump may not be able to handle the large head imposed on it, and 
the flow in its branch could actually be reversed ; this would inadvertently reduce the overall pressure rise. In either case, 
the power supplied to the smaller pump would be wasted. 

Discussioit If the pumps are not significantly dissimilar, a series or parallel arrangement of the pumps might be wise. 


14-16C 

Solution 

(a) Truc. The máximum volume flow rate occurs when the net head is zero, and this “free delivery” flow rate is typically 
much higher than that at the BEP. 

{b) Truc. By defmition, there is no flow rate at the shutoff head. Thus the pump is not doing any useful work, and the 
efficiency must be zero. 

(c) False. Actually, the net head is typically greatest near the shutoff head, at zero volume flow rate, not near the BEP. 

(d) Truc. By definition, there is no head at the pump’s free delivery. Thus, the pump is working against no “resistance”, 
and is therefore not doing any useful work, and the efficiency must be zero. 


14-17C 

Solution We are to discuss ways to improve the cavitation performance of a pump, based on the equation for NPSH. 


Analysis NPSH is defined as 



f P 

V 2 ^ 

p 

NPSH = 

- 1 - 



<PS 

2 sJ 

pe 

pump inlet ° 


To avoid cavitation, NPSH must be increased as much as possible. For a given liquid at a given temperature, the vapor 
pressure head (last term on the right side of Eq. 1) is constant. Henee, the only way to increase NPSH is to increase the 
stagnation pressure head at the pump inlet. We list several ways to increase the available NPSH: (1) Lower the pump or 
raise the inlet reservoir level. (2) Use a larger diameter pipe upstream of the pump. (3) Re-route the piping system 
such that fewer minor losses (elbows, valves, etc.) are encountered upstream of the pump. (4) Shorten the length of 
pipe upstream of the pump. (5) Use a smoother pipe. (6) Use elbows, valves, inlets, etc. that have smaller minor loss 
coefflcients. Suggestion (1) raises NPSH by increasing the hydrostatic component of pressure at the pump inlet. 
Suggestions (2) through (6) raise NPSH by lowering the irreversible head losses, thereby increasing the pressure at the 
pump inlet. 


Discussion By defmition, when the available NPSH falls below the required NPSH, the pump is prone to cavitation, 
which should be avoided if at all possible. 
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Chapter 14 Turbomachinery 


14-18C 

Solution 

(a) False: Since the pumps are in series, the volume flow rate through each pump must be the same: V = V t = V 2 . 

(i b) True : The net head increases by H¡ through the first pump, and then by H 2 through the second pump. The overall rise 
in net head is thus the sum of the two. 

(c) True : Since the pumps are in parallel, the total volume flow rate is the sum of the individual volume flow rates. 

(i d) False : For pumps in parallel, the change in pressure from the upstream junction to the downstream junction is the same 
regardless of which parallel branch is under consideration. Thus, even though the volume flow rate may not be the 
same in each branch, the net head must be the same: H = H i = H 2 . 


14-19C 

Solution We are to label several Ítems on the provided plot. 

Analysis The figure is re-drawn here, and the requested 
Ítems are labeled. 


Discussion Also labeled are the available net head, 
corresponding to the pump performance curve, and the required net 
head, corresponding to the system curve. The intersection of these 
two curves is the operating point of the pump. 



14-20 

Solution We are to determine which free surface is at higher elevation, and justify our answer with the energy 
equation. 

Analysis It is simplest to consider zero-flow conditions (V =0), at which we see that the required net head is 
positive. This implies that, even when there is no flow between the two tanks, the pump would need to provide some net 
head just to overeóme the pressure differences. Since there is no flow, pressure differences can come only from gravity. 
Henee, the outlet tank’s free surface must be higher than that of the inlet tank. Mathematically, we apply the energy 
equation in head form between the inlet tank’s free surface (1) and the outlet tank’s free surface (2), 

Energy equation at zero flow conditions : 



Since both free surfaces are at atmospheric pressure, P\= P 2 = /\ lm , and the first term on the right side of Eq. 1 vanishes. 
Furthermore, since there is no flow, V¡ = V 2 = 0, and the second term vanishes. There is no turbine in the control volume, so 
the second-to-last term is zero. Finally, there are no irreversible head losses since there is no flow, and the last term is also 
zero. Equation 1 reduces to 

^required = ^pump = ( Z 2 ~ Z 1 ) (2) 

Since //required is positive on Fig. P14-19 at V =0, the quantity (z 2 - z¡) must also be positive by Eq. 2. Thus we have shown 
mathematically that the outlet tank’s free surface is higher in elevation than that of the inlet tank. 

Discussion If the reverse were true (outlet tank free surface lower than inlet tank free surface), //required at V = 0 would 
be negative, implying that the pump would need to supply enough negative net head to hold back the natural tendeney of 
the water to flow from higher to lower elevation. In reality, the pump would not be able to do this unless it were spun 
backwards. 
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Chapter 14 Turbomachinery 


14-21 

Solution We are to discuss what would happen to the pump performance curve, the system curve, and the operating 
point if the free surface of the outlet tank were raised to a higher elevation. 


Analysis The pump is the same pump regardless of the locations of the inlet and outlet tanks’ free surfaces; thus, the 
pump performance curve does not change. The energy equation is 


H =h 

required pump,u 


P 2 ~ P, a,V 2 -a x V 2 ¡ s ^ 

- >. + ^- L - + (z 2 - z t )+h tí! ¿'+ hL , K 


Pg 


2 g 


(1) 


Since the only thing that changes is the elevation 
difference, Eq. 1 shows that /7 rcqLlllc d shifts up as (z 2 -z¡) 
increases. Thus, the system curve rises linearly with 
elevation increase. A plot of H versus V is plotted, 
and the new operating point is labeled. Because of the 
upward shift of the system curve, the operating point 
moves to a lower valué of volume ílow rate. 

Discussion The shift of operating point to lower V 
agrees with our physical intuition. Namely, as we raise 
the elevation of the outlet, the pump has to do more 
work to overeóme gravity, and we expect the tlow rate 
to decrease accordingly. 


, Pump performance curve (does not change) 
New operating point 


/ Original operating 
/ point 

Free delivery 



14-22 

Solution We are to discuss what would happen to the pump performance curve, the system curve, and the operating 
point if a valve changes from 100% to 50% open. 


Analysis The pump is the same pump regardless of the locations of the inlet and outlet tanks’ free surfaces; thus, the 
pump performance curve does not change. The energy equation is 


H = h 

required pump,u 


p ~p 
1 2 1 ' 

Pg 


, a 1 V 2 -a,V. , 

1 -—+ (z 2 


2g 


Z l) + fy^ + h LM 


(1) 


Since both free surfaces are open to the atmosphere, the 
pressure term vanishes. Since both V¡ and V 2 are negligibly 
small at the free surface (the tanks are large), the second 
term on the right also vanishes. The elevation difference (z 2 
- z,) does not change, and so the only term in Eq. 1 that is 
changed by closing the valve is the irreversible head loss 
term. We know that the minor loss associated with a valve 
increases significantly as the valve is closed. Thus, the 
system curve (the curve of //required versus V ) increases 
more rapidly with volume flow rate (has a larger slope) 
when the valve is partially closed. A sketch of H versus 
V is plotted, and the new operating point is labeled. 
Because of the higher system curve, the operating point 
moves to a lower valué of volume flow rate, as indicated on 
the figure. I.e., the volume flow rate decreases. 



Discussion The shift of operating point to lower V agrees with our physical intuition. Namely, as we cióse the valve 
somewhat, the pump has to do more work to overeóme the losses, and we expect the flow rate to decrease accordingly. 
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Chapter 14 Turbomachinery 


14-23 

Solution We are to create a qualitative plot of pump net 
head versus pump capacity. 

Analysis The result is shown in the figure, and the requested 
Ítems are labeled. Also labeled are the available net head, 
corresponding to the pump performance curve, and the required net 
head, corresponding to the system curve. The intersection of these 
two curves is the operating point of the pump. Note that since the 
elevation of the outlet is lower than that of the free surface of the 
inlet tank, the required net head must be negative at zero flow rate 
conditions, as sketched, implying that the pump holds back the 
natural tendency of the water to flow from higher to lower 
elevation. Only at higher flow rates does the system curve rise to 
positive valúes of H muked . 

Discussioit A real pump cannot produce negative net head at 
zero volume flow rate unless its blades are spun in the opposite 
direction than that for which they are designed. 
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14-24 

Solution 


We are to estímate the volume flow rate through a piping system. 


Chapter 14 Turbomachinery 


Assumptions 1 Since the reservoir is large, the flow is nearly steady. 2 The water is incompressible. 3 The water is at 
room temperature. 4 The flow in the pipe is fully developed and turbulent, with a= 1.05. 


Properties The density and viscosity of water ; 


' Z.KJ V_ CU 






Analysis By definition, at free delivery conditions, the net head across the pump is zero. Thus, there is no loss or gain 
of pressure across the pump, and we can essentially ignore it in the calculations here. We apply the head form of the steady 
energy equation from location 1 to location 2, 


p - fP ot-V 2 - W 
H =h = 0 = 2 / ' + ' 2 _— 

1 x required '‘'pump w ~ 

/Pg 2 g 


-( Z 2- Z l)+ h^+ h L 


(1) 


where the pressure temí vanishes since the free surface at location 1 and at the exit (location 2) are both open to the 
atmosphere. The inlet velocity term disappears since V¡ is negligibly small at the free surface. Thus, Eq. 1 reduces to a 
balance between supplied potential energy head (z - z 2 ), kinetic energy head at the exit a 2 V 2 2 /2g, and irreversible head 
losses, 

/ x a-Y 2 

( Z 1 ~ Z 2 ) — ~~Z ^í.total (2) 

2 g 


The total irreversible head loss in Eq. 2 consists of both major and minor losses. We split the minor losses into those 
associated with the mean velocity V through the pipe, and the minor loss associated with the contraction, based on exit 
velocity V 2 , 


¡ , aY{ V 2 

(z, -z 2 ) = ^^- + — 
V J 2 g 2 g 


f D + Z K 

v p j p e y 


V 2 

-^K 

2 g 


L, contraction 


(3) 


where = 0.50 + 2(2.4) + 3(0.90) = 8.0, and K LcMion = 0.15. 

pipe 

By conservation of mass, 


VA = V 0 A, V, =V —= V 

2 A 2 


f D ^ 




(4) 


Substitution of Eq. 4 into Eq. 3 yields 


V 




/ N 4 

A D 


f — + Tj K L + ~ | { a 2 + K L ,contraction ) 


\ D 2 


(5) 


Equation 5 is an implicit equation for V since the Darcy friction factor is a function of Reynolds number Re = pVDIp, as 
obtained from either the Moody chart or the Colebrook equation. The solution can be obtained by an iterative method, or 
through use of a mathematical equation solver like EES. The result is V = 1.911 m/s, or to three significant digits, V = 1.91 
m/s, from which the volume flow rate is 

7 tD 2 , . ^-(0.020 m)" , , ,,, 

V = V — = (l.911 m/s)—----— = ó.OlxlO^ 4 m 3 /s (6) 

In more common units, V = 36.0 Lpm (liters per minute). The Reynolds number is 3.81 x 10 4 . 

Discussion Since there is no net head across the pump at free delivery conditions, the pump could be removed (inlet 
and outlet pipes connected together without the pump), and the flow rate would be the same. Another way to think about 
this is that the pump’s efficiency is zero at the free delivery operating point, so it is doing no useful work. 
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Solution 


Chapter 14 Turbomachinery 


We are to calcúlate the volume flow rate through a piping system in which the pipe is rough. 

Assumptions 1 Since the reservoir is large, the flow is nearly steady. 2 The water is incompressible. 3 The water is at 
room temperature. 4 The flow in the pipe is fully developed and turbulent, with a= 1.05. 

Properties The density and viscosity of water at T= 20°C are 998.0 kg/m 3 and 1.002 x 10" 3 kg/m-s respectively. 

Analysis The relative pipe roughness is s/D = (0.050 cm)/(2.0 cm) = 0.025 (very rough, as seen on the Moody chart). 

The calculations are identical to that of the previous problem, except for the pipe roughness. The result is V = 1.597 m/s, or 
to three significant digits, V = 1.60 m/s, from which the volume flow rate is 5.02 x 10" 4 m 3 /s, or V = 30.1 Lpm. The 
Reynolds number is 3.18 x 10 4 . The volume flow rate is lower by about 16%. This agrees with our intuition, since pipe 
roughness leads to more pressure drop at a given flow rate. 

Discussioit If the calculations of the previous problem are done on a Computer, it is trivial to change s for the present 
calculations. 


14-26 



Solution For a given pump and piping system, we are to calcúlate the volume flow rate and compare with that 
calculated for Problem 14-24. 


Assumptions 1 Since the reservoir is large, the flow is nearly steady. 2 The water is incompressible. 3 The water is at 
room temperature. 4 The flow in the pipe is fully developed and turbulent, with a = 1.05. 

Properties The density and viscosity of water at T= 20°C are 998.0 kg/m 3 and 1.002 x 10' 3 kg/m-s respectively. 


Analysis The calculations are identical to those of Problem 14-24 except that the pump’s net head is not zero as in 
Problem 14-24, but instead is given in the problem statement. At the operating point, we match H m ai i ab ie to // re qmred, yielding 


H — H 

1 available 1 required 


v 

-> H a - ciV~ = — 

2g 


f n 4 

L ID i 

/ — + X K L + — [ a 2 + K L ,contraction ) 

D P^e V ¿ J 


( “ 1 Z 2 ) 


( 1 ) 


We re-write the second term on the left side of Eq. 1 in terms of average pipe velocity V instead of volume flow rate, since 
V = VxD 2 /4, and solve for V, 


V = 


H 0 +{ Z 1~ Z 2) 


1 

2g 


f — + Y K L 

D ^ 


f D A 


V D U 


(®2 K- l .contraction ) 


+ a- 


7T 2 D 4 

TtT 


( 2 ) 


Equation 2 is an implicit equation for V since the Darcy friction factor is a function of Reynolds number Re = pVD/p, as 
obtained from either the Moody chart or the Colebrook equation. The solution can be obtained by an iterative method, or 
through use of a mathematical equation solver like EES. The result is V= 2.846 m/s, from which the volume flow rate is 


■ nD 2 , . ^(0.020 m)" 

V = V —— = (2.846 m/s)—-- - 


= 8.942 xl(T 4 - 

s 


(3) 


In more common units, V = 53.6 Lpm. This represents an increase of about 49% compared to the flow rate of Problem 14- 
24. This agrees with our expectations - adding a pump in the line produces a higher flow rate. 

Discussioit Although there was a pump in Problem 14-24 as well, it was operating at free delivery conditions, implying 
that it was not contributing anything to the flow - that pump could be removed from the system with no change in flow 
rate. Flere, however, the net head across the pump is about 5.34 m, implying that it is contributing useful head to the flow 
(in addition to the gravity head already present). 
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14-27E 

Solution We are to calcúlate pump efficiency and estímate the 
BEP conditions. 


Chapter 14 Turbomachinery 


Pump performance data for water at 77°F. 


Properties The density of water at 77°F is 62.24 lbm/ft 3 . 

Aitafysis (a) Pump efficiency is 

pgVH 

Pump efficiency. ?7 pump = (1) 

We show the second row of data (at V = 4.0 gpm) as an example - the 
rest are calculated in a spreadsheet for convenience, 


V 

(gpm) 

//(ft) 

bhp 

(hp) 

T/pump 

(%) 

0.0 

19.0 

0.06 

0.0 

4.0 

18.5 

0.064 

29.2 

8.0 

17.0 

0.069 

49.7 

12.0 

14.5 

0.074 

59.3 

16.0 

10.5 

0.079 

53.6 

20.0 

6.0 

0.08 

37.8 

24.0 

0 

0.078 

0.0 


n 


pump 


(62.24 lta/ft’)(32.2Í|4.0Í^j( 18 .5 ft) 
0.064 hp 


f 0.1337 ñ 3> 

( 1 min' 

X 

r M-s 2 "i 

f h P' s 

l s al J 

l 60 s J 

32.2 lbm-ft y 

V 550 ft • lbf J 


0.292 


or 29.2%. The results for all rows are shown in the table. 


(b) The best efficiency point (BEP) occurs at approximately the fourth row of data: V * = 12.0 gpm, H* = 14.5 ft of head, 
bhp* = 0.074 hp, and Tj pump * = 59.3%. 


Discussion A more precise BEP could be obtained by curve-fitting the data, as in Problem 14-29. 


14-28 

Solution We are to convert the pump performance data to metric 
units and calcúlate pump efficiency. 

Properties The density of water at T= 20°C is 998.0 kg/m’. 

Analysis The conversions are straightforward, and the results are 
shown in the table. A sample calculation of the pump efficiency for the 
second row of data is shown below: 


Pump performance data for water at 77°F. 


V 

(Lpm) 

H 

(m) 

bhp 

(W) 

T/pump 

(%) 

0.0 

5.79 

44.7 

0.0 

15.1 

5.64 

47.7 

29.2 

30.3 

5.18 

51.5 

49.7 

45.4 

4.42 

55.2 

59.3 

60.6 

3.20 

58.9 

53.6 

75.7 

1.83 

59.7 

37.8 

90.9 

0.00 

58.2 

0.0 


>1 


pump 


(998.0 kg/m 3 )(9.81 m/s 2 )(l5.1 L/min)(5.64 m) 
47.7 W 


í lm3 1 

( 1 min 

X 

ÍN-sM 

í W-s^| 

[lOOOL J 

l 60 s J 

tkg-mj 

yN-m J 


= 0.292 = 29.2% 


The pump efficiency data are identical to those of the previous problem, as they must be, regardless of the system of units. 

Discussion If the calculations of the previous problem are done on a Computer, it is trivial to convert to metric units in 
the present calculations. 
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Chapter 14 Turbomachinery 


14-29E [Also solved using EES on enclosed D VD\ 

Solution We are to generate least-squares polynomial curve fits of a pump’s performance curves, plot the curves, and 
calcúlate the BEP. 


Properties The density of water at 77°F is 62.24 lbm/ft 3 . 

Analysis The efficiencies for each data point in Table P14-2 7 are 
calculated in Problem 14-27. We use regression analysis to generate the 
least-squares fits. The equation and coefficients for//are 

H=H 0 -aV 2 H 0 = 19.0774 ft a = 0.032996 ft/gpm 2 

Or, to 3 digits of precisión, H 0 = 19.1 ft a = 0.0330 ft/gpm 2 

The equation and coefficients for bhp are 

bhp = bhp 0 + ay + a-V~ bhp 0 = 0.0587 hp 

flj =0.00175 hp/gpm a 2 =-3.72x10‘ 5 hp/gpm 2 

The equation and coefficients for np are 

; 7 pU mp = %um P ,o + ay + ay- + ay 5 ?7 pumpj0 = 0.0523% 

a, = 8.21 %/gpm a 2 = -0.210 %/gpm 2 a 3 = -0.00546 %/gpm 3 

The tabulated data are plotted in Fig. 1 as symbols only. The fitted data are 
plotted on the same plots as lines only. The agreement is excellent. 

The best efficiency point is obtained by differentiating the curve- 
fit expression for 77 pump with respect to volume flow rate, and setting the 
derivative to zero (solving the resulting quadratic equation for V*), 

dv) 

—-=- = «, + 2a 2 V + 3a 3 V 2 =0 -> V* = 12.966 GPM « 13.0 gpm 

dV 

At this volume flow rate, the curve-fitted expressions for H, bhp , and rj pump 
yield the operating conditions at the best efficiency point (to three digits 
each): 

V* = 13.0 gpm, //* = 13.5ft, bhp* = 0.0752 hp, //* = 59.2% 


Discussion This BEP is more precise than that of Problem 14-27 
because of the curve fit. The other root of the quadratic is negative - 
obviously not the correct choice. 



(a) 



FIGURE 1 

Pump performance curves: (a) H and bhp 
versus V , and (b) rj pump versus V . 
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14-30E 

Solution 


Chapter 14 Turbomachinery 


For a given pump and system requirement, we are to estímate the operating point. 

Assumptions 1 The flow is steady. 2 The water is at 77°F and is incompressible. 

Analysis The operating point is the volume flow rate at which /7 re q U ired = aiiabie- We set the given expression for 

/7 re quired to the curve fit expression of Problem 14-29, H m a¡ i ab i e = H 0 - aV 1 , and obtain 


Operating point. 


V = 


^0-( Z 2- Z l) 


19.0774 ft -15.5 ft 


a+b (0.032996 +0.00986) ft/gpnr 

At this volume flow rate, the net head of the pump is 16.3 ft. 

Discussion At this operating point, the flow rate is lower than that at the BEP. 


= 9.14 gpm 


14-31 

Solution We are to calcúlate pump efficiency and estímate the BEP conditions. 


Properties The density of water at 20°C is 998.0 kg/m 3 . 
Analysis (a) Pump efficiency is 

Pump efficiency. r¡ = RÉÜL 

bhp 


(1) 


We show the second row of data (at V = 6.0 Lpm) as an example - the 
rest are calculated in a spreadsheet for convenience, 


>1 


pump 


(998.0 kg/m 3 ) 

(9.81 m/s 2 ) 

(6.0 L/min)(46.2 m) 

í lm 3 ] 

142 W 

[lOOOL J 


1 min ') 

60 s J 


TABLE1 

Pump performance data for water at 20°C. 


\/ H bhp //pump 

(Lpm) (m) (W) (%) 


0.0 

47.5 

133 

0.0 

6.0 

46.2 

142 

31.9 

12.0 

42.5 

153 

54.4 

18.0 

36.2 

164 

64.8 

24.0 

26.2 

172 

59.7 

30.0 

15.0 

174 

42.2 

36.0 

0.0 

174 

0.0 


■v, 2 \ 

N-s 

W.s 


0.319 - 31.9% 

(kg-mj 

V N • m y 


The results for all rows are shown in Table 1. 


( b ) The best efficiency point (BEP) occurs at approximately the fourth row of data: V* = 18.0 Lpm, H* = 36.2 m of head, 
bhp* = 164. W, and ? 7 pmnp * = 64.8%. 


Discussion A more precise BEP could be obtained by curve-fitting the data, as in the next problem. 
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Chapter 14 Turbomachinery 


14-32 

Solution We are to generate least-squares polynomial curve fits of 
a pump’s performance curves, plot the curves, and calcúlate the BEP. 

Properties The density of water at 20°C is 998.0 kg/m 3 . 

Aitalysis The efficiencies for each data point in Table P14-31 were 
calculated in the previous problem. We use Regression analysis to 
generate the least-squares fits. The equation and coefficients for H are 

H = H 0 — aV 2 H 0 = 47.6643 m a = 0.0366453 m/Lpm 2 
Or, to 3 significant digits, H 0 = 47.7 m a = 0.0366 m/Lpm 2 

The equation and coefficients for bhp are 

bhp = bhp g + ay + a n V 2 bhp 0 =131. W 

a x = 2.37 W/Lpm a 2 = -0.0317 W/Lpm 2 

The equation and coefficients for r/ pump are 

77 = 77 „ + a,V + a,V 2 + a,V' r/ nmm n = 0.152% 

a, = 5.87 %/Lpm a 2 = -0.0905 %/Lpm 2 a } = -0.00201 %/Lpm 3 

The tabulated data are plotted in Fig. 1 as symbols only. The fitted data 
are plotted on the same plots as fines only. The agreement is excellent. 

The best efficiency point is obtained by differentiating the curve - 
fit expression for r/ pump with respect to volume flow rate, and setting 
the derivative to zero (solving the resulting quadratic equation for 

V*l 

7 P u mp _ + 2ay + 3«y 2 =0 —> \/* = 19.6Lpm 

dV 

At this volume flow rate, the curve-fitted expressions for //, bhp, and 
dpump yield the operating conditions at the best efficiency point (to three 
digits each): 

V* = 19.6 Lpm, H* = 33.6 m, bhp* = 165 W, 77* = 65.3% 




(a) 



0 10 20 30 40 

V (Lpm) 

(b) 

FIGURE 1 

Pump performance curves: (a) H and bhp 
versus V , and (b) 77 pump versus V . 


Discussion This BEP is more precise than that of the previous problem because of the curve fit. The other root of the 
quadratic is negative - obviously not the correct choice. 
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14-33 

Solution 


Chapter 14 Turbomachinery 


For a given pump and system requirement, we are to estímate the operating point. 
Assumptions 1 The flow is steady. 2 The water is at 20°C and is incompressible. 


Analysis The operating point is the volume flow rate at which //required = // av¡ :iiiabie- We set the given expression for 
/Acquircd to the curve fit expression of the previous problem, / /avaiiabie = H 0 - aV 2 , and obtain 


Operating point. 


V = 



47.6643 m-10.0 m 
(0.0366453 + 0.0185) m/Lpm 2 


26.1 Lpm 


Discussion At this operating point, the flow rate is higher than that at the BEP. 


14-34 



Solution We are to perform a regression analysis to estímate the 
shutoff head and free delivery of a pump, and then we are to determine if 
this pump is adequate for the system requirements. 


Assumptions 1 The water is incompressible. 2 The water is at room 
temperature. 

Properties The density of water at T= 20°C is 998.0 kg/nr’. 


Analysis ( a ) We perform a regression analysis, and obtain H 0 = 

23.9 m and a = 0.00642 m/Lpm 2 . The curve fit is reasonable, as seen in 
Fig. 1. The shutoff head is estimated as 23.9 m of water column. At the 
pump’s free delivery, the net head is zero. Setting H m a ¡iabie to zero in Eq. 1 
gives 


Free delivery>: 



max 


a 


-> 


V 



23.9 m 


0.00642 m/(Lpm)‘ 


= 61.0 Lpm 


The free delivery is estimated as 61.0 Lpm. 

(tí) At the required operating conditions, V = 57.0 Lpm, and the net head 
is converted to meters of water column for analysis. 



0 10 20 30 40 50 60 


V (Lpm) 

FIGURE 1 

Tabulated data (circles) and curve-fitted data 

(line) for // a vaíiabie versus V for the given 
pump. The filled, square data point is the 
required operating point. 


Required operating head'. 


H 


required 


(AP) 


required 


Pg 


5.8 psi 

f 6,894.8 N/m 2 

fkg-m') 

(998. kg/m 3 ) 

(9.81 m/s 2 ) 

l P si J 

l s 2 - N J 


As seen in Fig. 1, this operating point lies above the pump performance curve. Thus, this pump is not quite adequate for 
the job at hand. 

Discussion The operating point is also very cióse to the pump’s free delivery, and therefore the pump efficiency would 
be low even if it could put out the required head. 
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14-35E 

Solution 

of the pump. 


Chapter 14 Turbomachinery 


We are to find the units of coefficient a , write V max in terms of H 0 and a, and calcúlate the operating point 


Assumptions 

Analysis 

Coefficient a: 


1 The flow is steady. 2 The water is incompressible. 
(a) Solving the given expression for a gives 


-^o -^available 

V 2 




units of a = - 


gP m 


(1) 


{b) At the pump’s free delivery, the net head is zero. Setting // av aiiabie to zero in the given expression gives 


Free delivery. 



( 2 ) 


(c) The operating point is obtained by matching the pump’s performance curve to the system curve. Equating these gives 

bailable = #0 ~ = H ^ = (z 2 - Z, ) + M/ 2 (3) 


After some algebra, Eq. 3 reduces to 


Operating point capacity. 

operating ^ + ¿ 

( 4 ) 

and the net pump head at the operating point is obtained by plugging Eq. 4 into the given expression, 

Operating point pump head'. 

H 0 b + a(z 2 -z l ) 

operating + ¿ 

( 5 ) 


Discussion Equation 4 reveáis that H 0 must be greater than elevation difference (z 2 - z¡) in order to have a valid 
operating point. This agrees with our intuition, since the pump must be able to overeóme the gravitational head between the 
tanks. 
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Chapter 14 Turbomachinery 


14-36 

Solution 


We are to calcúlate the operating point of a given pipe/pump system. 


Assumptions 1 The water is incompressible. 2 The ílow is steady since the reservoirs are large. 3 The water is at room 
temperature. 


Properties 

Analysis 


The density and viscosity of water at T= 20°C are 998.0 kg/m 3 and 1.002 x 10" 3 kg/m-s respectively. 
The operating point is obtained by matching the pump’s performance curve to the system curve, 
Operating point: // available = H 0 -aV 2 = // required = (z 2 - z,) + bV 2 

from which we solve for the volume flow rate (capacity) at the operating point. 


V. 


operating 


H 0 ( z 2 z \ ) 


5.30 m-3.52 m 


a + b ]¡ (0.0453 + 0.0261) m/Lpm 2 
and for the net pump head at the operating point. 


= 4.99 Lpm 


H 0 b + a(z 2 -zj (5.30 m)(0.0261 m) +(0.0453 m)(3.52 m) 

^operating =-~TT- = - 7 -~-'- = 417 “ 

ci + b 


(0.0453 m) + (0.0261 m) 


Discussion The water properties p and p are not needed because the system curve (// ÍC q Ul red versus V ) is provided here. 
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14-37E 

Solution 


For a given pump and system, we are to calcúlate the capacity. 


Chapter 14 Turbomachinery 


Assumptions 1 The water is incompressible. 2 The flow is nearly steady since the reservoirs are large. 3 The water is at 
room temperature. 


Properties The kinematic viscosity of water at T = 68°F is 1.055 x 10"' ft 2 /s. 


Analysis We apply the energy equation in head form between the inlet reservoir’s free surface (1) and the outlet 
reservoir’s free surface (2), 


H 


required 


= h 



( 1 ) 


Since both free surfaces are at atmospheric pressure, P\ = P 2 = P¡ íUm and the first term on the right side of Eq. 1 vanishes. 
Furthermore, since there is no flow, V\ = V 2 = 0, and the second term also vanishes. There is no turbine in the control 
volume, so the second-to-last term is zero. Finally, the irreversible head losses are composed of both major and minor 
losses, but the pipe diameter is constant throughout. Equation 1 therefore reduces to 

^required = ( Z 2 ~ Z 1 ) + ^L ,total = ( Z 2 “ Z 1 ) + + ^^I J (2) 

The dimensionless roughness factor is s/D = 0.0011/1.20 = 9.17 x 10" 4 , and the sum of all the minor loss coefficients is 

Y d K L= 05 + 2.0 + 6.8 + (3 X 0.34) +1.05 = 11.37 


The pump/piping system operates at conditions where the available pump head equals the required system head. Thus, we 
equate the given expression and Eq. 2 to find the operating point. 


TT __ TT 

1 available 1 required 


—> 


H 0 -ci 


n-D 4 
16 


k 2 = ( z 2- z i) + |/- + X^|— 


V 


2 g (3) 


where we have written the volume flow rate in terms of average velocity through the pipe, 

jiJjr 

Volume flow rate in terms of average velocity. V = V - (4) 

4 

Equation 3 is an implicit equation for V since the Darcy friction factor /is a function of Reynolds number Re = pVD/jii = 
VD! v, as obtained from either the Moody chart or the Colebrook equation. The solution can be obtained by an iterative 
method, or through use of a mathematical equation solver like EES. The result is V = 1.80 ft/s, from which the volume flow 
rate is V = 6.34 gpm. The Reynolds number is 1.67 x 10 4 . 

Discussioit We verify our results by comparing H m a iiabie (given) an d H mu ¡ red (Eq. 2) at this flow rate: //vaiiabie = 24.4 ft 
and // re quired = 24.4 ft. 
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Chapter 14 Turbomachinery 


14-38E 

Solution We are to plot // r( . quire ,i and /T a vaiiabie versus \/, and 
indícate the operating point. 

Analysis We use the equations of the previous problem, with the 
same constants and parameters, to generate the plot shown. The 
operating point is the location where the two curves intersect. The valúes 
of H and V at the operating point match those of the previous problem, 
as they should. 

Discussioit A plot like this, in fact, is an altérnate method of 
obtaining the operating point. In this case, the curve of // rcqulre( i is fairly 
tlat, indicating that the majority of the required pump head is attributed 
to elevation change, while a small fraction is attributed to major and 
minor head losses through the piping system. 



0 2 4 6 8 

V (gpm) 


14-39E 

Solution We are to re-calculate volume ílow rate for a piping system with a much longer pipe, and we are to compare 
with the previous results. 

Analysis All assumptions, properties, dimensions, and parameters are identical to those of the previous problem, 
except that total pipe length L is longer. We repeat the calculations and find that V = 1.68 ft/s, from which the volume ílow 
rate is V = 5.93 gpm, and the net head of the pump is 37.0 ft. The Reynolds number for the flow in the pipe is 1.56 x 10 4 . 

The volume flow rate has decreased by about 6.5%. 

Discussioit The decrease in volume ílow rate is smaller than we may ha ve suspected. This is because the majority of the 
pump work goes into raising the elevation of the water. In addition, as seen in the plot from the previous problem, the pump 
performance curve is quite steep near these flow rates - a significant change in required net head leads to a much less 
significant change in volume flow rate. 
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Chapter 14 Turbomachinery 


14-40E 

Solution We are to perform a regression analysis to transíate 
tabulated pump performance data into an analytical expression, and then 
use this expression to predict the volume flow rate through a piping 
system. 

Assumptions 1 The water is incompressible. 2 The flow is nearly 
steady since the reservoirs are large. 3 The water is at room temperature. 

Properties For water at T= 68°F, ¡u = 6.572 x 10" 4 lbm/ft s, and p = 
62.31 lbm/ft 3 , fromwhich v= 1.055 x 10" 5 ft 2 /s. 




0 5 10 15 20 25 

V (gpm) 

FIGURE 2 

tfavailabie and H iequÍK d versus V for a piping 
system with pump; the operating point is 
also indicated, where the two curves meet. 


H 

(ft) 



V (gpm) 


FIGURE 1 

Tabulated data (symbols) and curve-fitted 
data (line) for 7/ available versus V for the 
proposed pump. 


Analysis (a) We perform a regression analysis, and obtain H 0 = 38.15 ft and a = 0.06599 ft/gpm 2 . The curve fit is 
very good, as seen in Fig. 1. 

( b ) We repeat the calculations of Problem 14-37 with the new pump performance coefficients, and find that V = 3.29 ft/s, 
fiom which the volume flow rate is V = 11.6 gpm, and the net head of the pump is 29.3 ft. The Reynolds number for the 
flow in the pipe is 3.05 x 10 4 . The volume flow rate has increased by about 83%. Paul is correct - this pump performs 
much better, nearly doubling the flow rate. 

(c) A plot of net head versus volume flow rate is shown in Fig. 2. 

Discussioit This pump is more appropriate for the piping system at hand. 
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14-41 

Solution 


For a given pump and system, we are to calcúlate the capacity. 


Chapter 14 Turbomachinery 


Assumptions 1 The water is incompressible. 2 The flow is nearly steady since the reservoirs are large. 3 The water is at 
room temperature. 


Properties 


The density and viscosity of water at T= 20°C are 998.0 kg/m 3 and 1.002 x 10" 3 kg/m-s respectively. 


Analysis We apply the energy equation in head form between the inlet reservoir’s free surface (1) and the outlet 
reservoir’s free surface (2), 


H 


required 


= h 



( 1 ) 


Since both free surfaces are at atmospheric pressure, P\ = P 2 = P¡ íUm and the first term on the right side of Eq. 1 vanishes. 
Furthermore, since there is no flow, V¡ = V 2 = 0, and the second term also vanishes. There is no turbine in the control 
volume, so the second-to-last term is zero. Finally, the irreversible head losses are composed of both major and minor 
losses, but the pipe diameter is constant throughout. Equation 1 therefore reduces to 

^required = ( Z 2 ~ Z 1 ) + \total = ( Z 2 ~ Z 1 ) + (V ^ + Z ^ ^( 2 ) 


The dimensionless roughness factor is 


s 

~D 


0.25 mm 
2.03 cm 


^5-1 = 0.0123 
10 mm j 


The sum of all the minor loss coefficients is 

Y,K l =0.5+ 17.5+ (5x0.92) +1.05 = 23.65 

The pump/piping system operates at conditions where the available pump head equals the required system head. Thus, we 
equate the given expression and Eq. 2 to find the operating point, 


H — ]-[ 

1 available 1 required 


—> 


H 0 -a 


k 1 D 4 
16 


F 2 =(z 2 - Zl ) + |/- + X^ I— 


V 


2 g (3) 


where we have written the volume flow rate in terms of average velocity through the pipe, 


4 

Equation 3 is an implicit equation for V since the Darcy friction factor/is a function of Reynolds number Re = pVDIp, as 
obtained from either the Moody chart or the Colebrook equation. The solution can be obtained by an iterative method, or 
through use of a mathematical equation solver like EES. The result is V = 0.59603 » 0.596 m/s, from which the volume 
flow rate is V = 11.6 Lpm. The Reynolds number is 1.21 x 10 4 . 

Discussioit We verify our results by comparing //available (given) and //required (Eq. 2) at this flow rate: // av aiiabie = 15.3 m 
and //required = 15.3 Hl. 
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14-42 

Solution We are to plot // IcqL i,red and H m a iiabie versus V , and indícate 
the operating point. 

Analysis We use the equations of the previous problem, with the 
same constants and parameters, to generate the plot shown. The operating 
point is the location where the two curves intersect. The valiies of H and 
V at the operating point match those of the previous problem, as they 
should. 

Discussioit A plot like this, in fact, is an altérnate method of 
obtaining the operating point. 



0 5 10 15 20 

V (Lpm) 


14-43 

Solution We are to re-calculate volume flow rate for a piping system with a smaller elevation difference, and we are 
to compare with the previous results. 

Analysis All assumptions, properties, dimensions, and parameters are identical to those of the previous problem, 
except that the elevation difference between reservoir surfaces (z 2 - z¡) is smaller. We repeat the calculations and find that V 
= 0.682 m/s, from which the volume flow rate is V = 13.2 Lpm, and the net head of the pump is 12.5 m. The Reynolds 
number for the flow in the pipe is 1.38 x 10 4 . The volume flow rate has increased by about 14%. 

Discussioit The increase in volume flow rate is modest. This is because only about half of the pump work goes into 
raising the elevation of the water - the other half goes into overcoming irreversible losses. 
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14-44 


Solution We are to perform a regression analysis to transíate 
tabulated pump performance data into an analytical expression, and then 
use this expression to predict the volume flow rate through a piping 
system. 

Assumptions 1 The water is incompressible. 2 The flow is nearly steady 
since the reservoirs are large. 3 The water is at room temperature. 

Properties The density and viscosity of water at T = 20°C are 998.0 
kg/m 3 and 1.002 x 10' 3 kg/m-s respectively. 



V (Lpm) 

FIGURE 2 

tfavailabie and H Kqukei versus V for a piping 
system with pump; the operating point is 
also indicated, where the two curves meet. 



FIGURE 1 

Tabulated data (symbols) and curve-fitted 
data (line) for H dv a ii a bie versus V for the 
proposed pump. 


Analysis (o) We perform a regression analysis, and obtain H 0 = 47.6 m and a = 0.05119 m/Lpm 2 . The curve fit is 
reasonable, as seen in Fig. 1. 

( b ) We repeat the calculations of Problem 14-41 with the new pump performance coefficients, and find that V = 1.00 m/s, 
from which the volume flow rate is V = 19.5 Lpm, and the net head of the pump is 28.3 m. The Reynolds number for the 
flow in the pipe is 2.03 x 10 4 . The volume flow rate has increased by about 69%. April’s goal has not been reached. 
She will need to search for an even stronger pump. 

(c) A plot of net head versus volume flow rate is shown in Fig. 2. 

Discussion As is apparent from Fig. 2, the required net head increases rapidly with increasing volume flow rate. Thus, 
doubling the flow rate would require a significantly heftier pump. 
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Solution 


Chapter 14 Turbomachinery 


We are to calculate the volume flow rate when the pipe diameter of a piping/pump system is doubled. 

Analysis The analysis is identical to that of Problem 14-41 except for the diameter change. The calculations yield V= 
0.19869 » 0.199 m/s, from which the volume flow rate is V = 15.4 Lpm, and the net head of the pump is 8.25 m. The 
Reynolds number for the flow in the pipe is 8.03 x 10 3 . The volume flow rate has increased by about 33%. This agrees 
with our intuition since irreversible head losses go down significantly by increasing pipe diameter. 

Discussioit The gain in volume flow rate is significant because the irreversible head losses contribute to about half of 
the total pump head requirement in the original problem. 


14-46 

Solution We are to compare Reynolds numbers for a pipe flow system - the second case having a pipe diameter 
twice that of the first case. 

Properties The density and viscosity of water at T— 20°C are 998.0 kg/m 3 and 1.002 x 10' 3 kg/m-s respectively. 

Analysis From the results of the two problems, the Reynolds number of the first case is 

Case 1 (D = 2.03 cm)\ 

nVD (998 kg/m 3 )(0.59603 m/s)(0.0203 m) 

Re = = 2- 11 --22-2 = l.21xl0 4 

jli 1.002 xlO' 3 kg/m 3 

and that of the second case is 
Case 2 (D = 4.06 cmj: 

nVD í" 8 kg/m 3 )(0.19869 m/s)(0.0406 m) 

Re = —— = 2 - H --- 22 -2 = o.803xl0 4 

ju 1.002x10' 3 kg/m 3 

Thus, the Reynolds number of the larger diameter pipe is smaller than that of the smaller diameter pipe. This may be 
somewhat surprising, but since average pipe velocity scales as the inverse of pipe diameter squared, Reynolds number 
increases linearly with pipe diameter due to the D in the numerator, but decreases quadratically with pipe diameter due to 
the V in the numerator. The net effect is a decrease in Re with pipe diameter when V is the same. In this problem, V 
increases somewhat as the diameter is doubled, but not enough to increase the Reynolds number. 

Discussioit At first glance, most people would think that Reynolds number increases as both diameter and volume flow 
rate increase, but this is not always the case. 


14-47 

Solution We are to compare the volume flow rate in a piping system with and without accounting for minor losses. 

Analysis The analysis is identical to that of Problem 14-41, except we ignore all the minor losses. The calculations 

yield V= 0.604 m/s, from which the volume flow rate ¡8 1/= 11.7 Lpm, and the net head of the pump is 15.1 m. The 
Reynolds number for the flow in the pipe is 1.22 x 10 4 . The volume flow rate has increased by about 1.3%. Thus, minor 
losses are nearly negligible in this caiculation. This agrees with our intuition since the pipe is very long. 

Discussioit Since the Colebrook equation is accurate to at most 5%, a 1.3% change is well within the error. 

Nevertheless, it is not excessively difficult to inelude the minor losses, especially when solving the problem on a Computer. 
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14-48 



Solution We are to examine how increasing (z 2 - z,) affects the 
volume flow rate of water pumped by the water pump. 

Assumptions 1 The flow at any instant of time is still considered quasi- 
steady, since the surface level of the upper reservoir rises very slowly. 2 
The minor losses, dimensions, etc., fluid properties, and all other 
assumptions are identical to those of Problem 14-41 except for the 
elevation difference (z 2 - z,). 

Analysis We repeat the calculations of Problem 14-41 for several 
valúes of (z 2 - zj), ranging from 0 to H 0 , the shutoff head of the pump, 
since above the shutoff head, the pump cannot overeóme the elevation 
difference. The volume flow rate is zero at the shutoff head of the 
pump. The data are plotted here. As expected, the volume flow rate 
decreases as (z 2 - z¡) increases, starting at a máximum flow rate of about 
14.1 Lpm when there is no elevation difference, and reaching zero (no 
flow) when (z 2 - zj) = H 0 = 24.4 m. The curve is not linear, since neither 

the Darcy friction factor ñor the pump performance curve are linear. If (z 2 - zj) were increased beyond H 0 , the pump would 
not be able to handle the elevation difference. Despite its valiant efforts, with blades spinning as hard as they could, the 

water would flow backwards through the pump. 



Discussion You may wish to think of the backward-flow through the pump as a case in which the pump efficiency is 
negative. In fací, at (z 2 - z¡) = H 0 , the pump could be replaced by a closed valve to keep the water from draining from the 
upper reservoir to the lower reservoir. 
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Solution 


We are to estímate the operating point of a given fan and duct system. 


Chapter 14 Turbomachinery 


Assumptions 1 The flow is steady. 2 The concentration of contaminants in the air is low; the fluid properties are those of 
air alone. 3 The air is at standard temperature and pressure (STP), and is incompressible. 4 The air flowing in the duct is 
turbulent with a = 1.05. 


Properties For air at STP (T = 77°F, P = 14.696 psi = 2116.2 lbf/ft 2 ), p = 1.242 x 10' 5 lbm/ft-s, p = 0.07392 lbm/ft 3 , 
and v= 1.681 x 10" 4 ft 2 /s. The density of water at STP (for conversión to inches of water head) is 62.24 lbm/ft 3 . 


Analysis We apply the steady energy equation along a streamline from point 1 in the stagnant air región in the 

room to point 2 at the duct outlet. 


Required net head : 


_ p 2 -X 2 a \ yi 
reqmred 2 g 


+ z 


4- h. 


(i) 


At point \,P\ is equal to P Mm , and at point 2, P 2 is also equal to P 3tm since the jet discharges into the outside air on the roof 
of the building. Thus the pressure terms cancel out in Eq. 1. We ignore the air speed at point 1 since it is chosen (wisely) far 
enough away from the hood inlet so that the air is nearly stagnant. Finally, the elevation difference is neglected for gases. 
Equation 1 reduces to 

r , a .' 7 -. 2 , 

^required — — Z ^ ^L ,total ( 2 ) 

2 g 


The total head loss in Eq. 2 is a combination of major and minor losses, and depends on volume flow rate. 
Since the duct diameter is constant, 


Total irreversible head loss: 


'%<o.a.=|/^+IX 


2g 


( 3 ) 


The required net head of the fan is thus 


H. 


required 


= «, + 


f — +Y K L 

D ^ 



( 4 ) 


To find the operating point, we equate // a vaüabic and H Kquile ¿, being careful to keep consistent units. Note that the required 
head in Eq. 4 is expressed naturally in units of equivalent column height of the pumped fluid, which is air in this case. Flowever, 
the available net head (given) is in terms of equivalent water column height. We convert constants H 0 and a to inches of air 
column for consistency by multiplying by the ratio of water density to air density, 


ir q __ ir ~ 

1 0, inch water r water 1 0, inch air r air 


_V I-I — LJ 

1 0, inch air i 0, inch water 


Pw 


P ai 


and similarly. 


(inch air)/SCFM 2 (inch water)/SCFM 2 




P ai 


We re-write the given expression in terms of average duct velocity rather than volume flow rate, 


Available net head'. 


^available ^0 ü 


x 2 D 4 „ 2 


16 




again taking care to keep consistent units. Equating Eqs. 4 and 5 yields 

n 4 
n L) 


Operating point 


H — H 

1 available 1 required 


-^ //q — Cl 


V 2 =(a 2 +f — + Yk l ) — 
16 { D ^ L J2g 


( 5 ) 

( 6 ) 


The dimensionless roughness factor is s/D = 0.0059/9.06 = 6.52 x 10" 4 , and the sum of all the minor loss 
coefficients is 
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Minor losses: ^ K l = 4.6 + (3x0.2l) + 1.8 = 7.03 

Note that there is no minor loss associated with the exhaust, since point 2 is taken at the exit plañe of the duct, and does not 
inelude irreversible losses associated with the turbulent jet. Equation 6 is an implicit equation for V since the Darcy friction 
factor is a ñinction of Reynolds number Re = pVDI/u = VD/v, as obtained from either the Moody chart or the Colebrook 
equation. The solution can be obtained by an iterative method, or through use of a mathematical equation solver like EES. 
The result is V = 16.8 ft/s, from which the volume flow rate is V = 452 SCFM. The Reynolds number is 7.63 x 10 4 . 

Discussion We verify our results by comparing (Eq. 1) and f/ required (Eq. 5) at this flow rate: // ¡lva iiabie = 0.566 

inches of water and H requ¡ie ¿ = 0.566 inches of water. 


14-50E 

Solution We are to calcúlate the valué of K¡ damper such that the volume flow rate through the duct decreases by 50%. 

Aitalysis All assumptions and properties are the same as those of the previous problem. We set the volume flow rate 

to -V- = 226 SCFM, one-half of the previous result, and solve for K, damper . The result is K, damper = 112, significantly 
higher than the valué of 1.8 for the fully open case. 

Discussion Because of the nonlinearity of the problem, we cannot simply double the damper’s loss coefficient in order 

to decrease the flow rate by a factor of two. Indeed, the minor loss coefficient must be increased by a factor of more than 
60. If a Computer was used for the calculations of the previous problem, the solution here is most easily obtained by trial 
and error. 


14-51E 

Solution We are to estímate the volume flow rate at the operating point without accounting for minor losses, and then 
we are to compare with the previous results. 

Aitalysis All assumptions and properties are the same as those of Problem 14-49, except that we ignore all minor 
losses (we set Y,K L = 0). The resulting volume flow rate at the operating point is V = 503 SCFM, approximately 11% 
higher than for the case with minor losses taken into account. In this problem, minor losses are indeed “minor”, although 
they are not negligible. We should not be surprised at this result, since there are several minor losses, and the duct is not 
extremely long {LID is only 45.0). 

Discussion An error of 11% may be acceptable in this type of problem. Flowever, since it is not difficult to account for 
minor losses, especially if the calculations are performed on a Computer, it is wise not to ignore these terms. 
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Solution 


We are to estímate the operating point of a given fan and duct system. 


Chapter 14 Turbomachinery 


Assumptions 1 The flow is steady and incompressible. 2 The concentration of contaminants is low; the fluid properties 
are those of air alone. 3 The air is at 25°C and 101,300 Pa. 4 The air flowing in the duct is turbulent with a= 1.05. 


Properties For air at 25°C, p = 1.849 x 10' 5 kg/m-s, p = 1.184 kg/m 3 , and v= 1.562 x 10' 5 m 2 /s. The density of water at 
STP (for conversión to water head) is 997.0 kg/m 3 . 

Analysis We apply the steady energy equation along a streamline from point 1 in the stagnant air región in the 

room to point 2 at the duct outlet. 


H 


required 



(1) 


P\ is equal to P íium and P 2 is also equal to P íllm since the jet discharges into outside air on the roof of the building. Thus the 
pressure terms cancel out in Eq. 1. We ignore the air speed at point 1 since it is chosen (wisely) far enough away from the 
hood inlet so that the air is nearly stagnant. Finally, the elevation difference is neglected for gases. Equation 1 reduces to 


Required net head: 


H 


required 


a 2 V 2 2 

~^g~ 


+ h 


L, total 


( 2 ) 


The total head loss in Eq. 2 is a combination of major and minor losses. Since the duct diameter is constant, 


Total irreversible head loss: 


= /ñ + 5X kr 


D 


V 


2g 


( 3 ) 


The required net head of the fan is thus 


H, 


required 


= a, + 


/—+yx 

D *- 1 


V 2 _ 

2 g 


( 4 ) 


To find the operating point, we equate //available and being careful to keep consistent units. Note that the required 

head in Eq. 4 is expressed naturally in units of equivalent column height of the pumped fluid, which is air in this case. Flowever, 
the available net head (given) is in terms of equivalent water column height. We convert constants H 0 and a in Eq. 1 to mm of 
air column for consistency by multiplying by the ratio of water density to air density, 


H o — H o 

1 0, mm water / water 1 0, mm air ¡ air 


_v j-j — j-j P water 

1 0, mm air 1 0, mm water 

Ps\r 


and 


- a , 


Av 


(mm air) / LPM 2 (mm water) / LPM 2 _ 

r ai 


We re-write the given expression in terms of average duct velocity rather than volume flow rate, 

7t 2 D 4 


Available net head: 


Equating Eqs. 4 and 5 yields the operating point. 


^available — Hq a " 


16 


H — H 

1 available 1 required 


-^ Mr. — U 


n 2 P 4 
16 


f 2 = |« 2+ /-+X^|— (6) 


-V ¿ ( 5 ) 




2g 


The dimensionless roughness factor is e/D = 0.15/150 = 1.00 x 10" 3 , and the sum of all the minor loss coefficients is 
^K l = 3.3 + (3x0.2l) + 1.8 + 0.36 + 6.6 = 12.69 . Note that there is no minor loss associated with the exhaust, since point 2 
is at the exit plañe of the duct, and does not inelude irreversible losses associated with the turbulent jet. Equation 6 is an 
implicit equation for V since the Darcy friction factor is a function of Reynolds number Re = pVD/p = VD / v-, as obtained 
from the Moody chart or the Colebrook equation. The solution can be obtained by an iterative method, or through use of a 
mathematical equation solver like EES. The result is V— 6.71 m/s, from which the volume flow rate is V = 7090 Lpm. 

Discussioit We verify our results by comparing /Aiva.iabie (given) and //required (Eq. 5) at this flow rate: // av aiiabie = 47.4 mm 
of water and // requ ire d = 47.4 mm of water, both of which are equivalent to 40.0 m of air column. 
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14-53 

Solution We are to plot // rcqL i,red and a iiabie versus V , and indícate 

the operating point. 

Analysis We use the equations of the previous problem, with the 
same constants and parameters, to generate the plot shown. The operating 
point is the location where the two curves intersect. The valúes of H and 

V at the operating point match those of the previous problem, as they 
should. 

Discussioit A plot like this, in fact, is an altérnate method of obtaining 
the operating point. The operating point is at a volume flow rate near the 
center of the plot, indicating that the fan efficiency is probably reasonably 
high. 



0 5000 10000 15000 

V (Lpm) 


14-54 

Solution We are to estímate the volume flow rate at the operating point without accounting for minor losses, and then 
we are to compare with the previous results. 

Analysis All assumptions and properties are the same as those of Problem 14-52, except that we ignore all minor 
losses (we set LK l = 0). The resulting volume flow rate at the operating point is V = 10,900 Lpm (to three significant 
digits), approximately 54% higher than for the case with minor losses taken into account. In this problem, minor losses are 
not “minor”, and are by no means negligible. Even though the duct is fairly long (LID is about 163), the minor losses are 
large, especially those through the damper and the one-way valve. 

Discussioit An error of 54% is not acceptable in this type of problem. Furthermore, since it is not difficult to account 
for minor losses, especially if the calculations are performed on a Computer, it is wise not to ignore these terms. 


14-55 

Solution We are to calcúlate pressure at two locations in a blocked duct system. 

Assumptions 1 The flow is steady. 2 The concentration of contaminants in the air is low; the fluid properties are those of 
air alone. 3 The air is at standard temperature and pressure (STP: 25°C and 101,300 Pa), and is incompressible. 


Properties 


The density of water at 25°C is 997.0 kg/m 3 . 


Analysis Since the air is completely blocked by the one-way valve, there is no flow. Thus, there are no major or 
minor losses - just a pressure gain across the fan. Furthermore, the fan is operating at its shutoff head conditions. Since the 
pressure in the room is atmospheric, the gage pressure anywhere in the stagnant air región in the duct between the fan and 
the one-way valve is therefore equal to H 0 = 60.0 mm of water column. We convert to pascáis as follows: 


Gage pressure at both locations : 


= /Wr#o= [998.0 ^[ 9.81 -^(0.060 m) 


^ N - s 2 ^ 

kg-m 


f Pa • m 2 ^ 
N 


= 587 Pa 


Thus, at either location, the gage pressure is 60.0 mm of water column, or 587 Pa. 


Discussioit The answer depends only on the shutoff head of the fan - duct diameter, minor losses, etc, are irrelevant for 
this case since there is no flow. The fan should not be run for long time periods under these conditions, or it may burn out. 
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14-56E 

Solution For a given pump and piping system we are to estímate the máximum volume flow rate that can be pumped 
without cavitation. 


Assumpiions 1 The flow is steady. 2 The water is incompressible. 3 The flow is turbulent. 

Properties P alm = 14.696 psi = 2116.2 lbf/ft 2 . For water at T= 77°F, p = 6.002 x 10" 4 lbm/(ft-s), p = 62.24 lbm/ft 3 , and 
P v = 66.19 lbf/ft 2 . 


Aitalysis We apply the steady energy equation in head form along a streamline from point 1 at the reservoir surface 
to point 2 at the pump inlet, 


Pg 


+ 



A 

pg 


a V / 

2 u 2 r 2 J 7 ^ + h 


2 g 


( 1 ) 


In Eq. 1 we have ignored the water speed at the reservoir surface (V¡ ~ 0). 
There is no turbine in the piping system. Also, although there is a pump 
in the system, there is no pump between point 1 and point 2; henee the 
pump head term also drops out. We solve Eq. 1 for P 2 l{pg), which is the 
pump inlet pressure expressed as a head, 


3 _ 

pg 




pg 


2 g 


-h, 


( 2 ) 


Note that in Eq. 2, we have recognized that P¡ = P atm since the reservoir 
surface is exposed to atmospheric pressure. 

The available net positive suction head at the pump inlet is 
obtained from Eq. 14-8. After substitution of Eq. 2, approximating «2*1, 
we get an expression for the available NPSH: 

NPSH = AslZA + (zj -z,)- h L tot¡A ( 3 ) 



V (gpm) 


Since we know P¡¡ tm , P n and the elevation difference, all that remains is to estímate the total irreversible head loss through 
the piping system from the reservoir surface (1) to the pipe inlet (2), which depends on volume flow rate. Since the pipe 
diameter is constant, the total irreversible head loss becomes 


The rest of the problem is most easily solved on a Computer. For a given volume flow rate, we calcúlate speed V and 
Reynolds number Re. From Re and the known pipe roughness, we use the Moody chart (or the Colebrook equation) to 
obtain friction factor f. The sum of all the minor loss coefficients is 

=0.5 + 0.3 + 6.0 = 6.8 (5) 


where we have not included the minor losses downstream of the pump, since they are irrelevant to the present analysis. 

We make one calculation by hand for illustrative purposes. At V *= 40.0 gpm, the average speed of water through 
the pipe is 


V 4V 4(40.0 gal/min) 

f 231 in 3 'j 

f 1 min ) 

í lft 1 

A nD~ k{\2 in)" 

l 8 al J 

i 60 s J 

^ 12 in J 


( 6 ) 


which produces a Reynolds number of Re = pVD/p = 1.17 x 10\ At this Reynolds number, and with roughness factor s/D = 
0, the Colebrook equation yields/= 0.0174. After substitution of the given variables along with/ D, L, and Eqs. 4, 5, and 6 
into Eq. 3, we get 
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NPSH = 


(2116.2-66.19) lbf/ft 2 Í 32.174 lbmft 'j 
(62.24 lbra/ft 3 )(32.174 ft/s 2 )l s 2 lbf J 


1 ^ A C 

+ 20.0 ft-| 0.0174—-+ 6.8 


(11.35 ñ/s) 2 
0.10 ft ' “'“J 2(32.174 ft/s 2 ) 


= 35.1 ft 


( 7 ) 


The required net positive suction head is obtained from the given expression. At our example flow rate of 40.0 gpm we 
see that NPSH requ i re d is about 9.6 ft. Since the actual NPSH is much higher than this, we need not worry about 
cavitation at this flow rate. We use a spreadsheet to calcúlate NPSH as a function of volume flow rate, and the 
results are plotted. It is clear from the plot that cavitation occurs at flow rates above about 56 gallons per minute. 


Discussion NPSH required rises with volume flow rate, but the actual or available NPSH decreases with volume flow rate. 


14-57E 

Solution We are to calcúlate the volume flow rate below which cavitation in a pump is avoided. 
Assumptions 1 The flow is steady. 2 The water is incompressible. 


Properties Hatm = 14.696 psi = 2116.2 lbf/ft 2 . For water at T= 150°F, ju= 2.889 x 10" 4 lbm/ft-s, p= 61.19 lbm/ft 3 , and 
P v = 536.0 lbf/ft 2 . 


Analysis The procedure is identical to that of the previous problem, except for the water properties. The calculations 
predict that the pump cavitates at volume flow rates greater than about 53 gpm. This is somewhat lower than the result 
of the previous problem, as expected, since cavitation occurs more readily in warmer water. 


Discussion Note that NPSH rcqu ¡ re( ¡ does not depend on water temperature, but the actual or available NPSH decreases 
with temperature. 
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14-58 

Solution For a given pump and piping system we are to estímate the máximum volume flow rate that can be pumped 
without cavitation. 

Assumptions 1 The flow is steady. 2 The water is incompressible. 3 The flow is turbulent. 

Properties Standard atmospheric pressure is P Mm = 101.3 kPa. For water at T= 25°C, p = 997.0 kg/m 3 , p = 8.91xl0" 4 
kg/m-s, and P v = 3.169 kPa. 

Analysis We apply the steady energy equation in head form along a streamline from point 1 at the reservoir surface 
to point 2 at the pump inlet, 


Energy equation'. 


P¡ ay/ 

-+4^+ z i + Lp,. 

j og Ag 


P 2 a 2 V 2 / , 

- + — - + Z 2 + +lí LM 

Pg 2 g 


( 1 ) 


In Eq. 1 we have ignored the water speed at the reservoir surface (Vi ~ 0). There is no turbine in the piping system. Also, 
although there is a pump in the system, there is no pump between point 1 and point 2; henee the pump head term also drops 
out. We solve Eq. 1 for P 2 /(pg), which is the pump inlet pressure expressed as a head, 


Pump inlet pressure head: 


~ 2 ' 2 


— = — + ( Z ,- Z 2)— r - 
Pg Pg 2 g 


-h, 


( 2 ) 


Note that in Eq. 2, we have recognized that P¡ = P íúm since the reservoir surface is exposed to atmospheric pressure. 

The available net positive suction head at the pump inlet is obtained from Eq. 14-8. After substitution of Eq. 2, and 
approximating a 2 as 1.0, we get 


Available NPSH: 


NPSH = Palm Pv + (z, - z 2 ) - h, 
Pg 


(3) 


Since we know P Mm , P v , and the elevation difference, all that remains is to 
estímate the total irreversible head loss through the piping system from the 
reservoir surface (1) to the pipe inlet (2), which depends on volume flow 
rate. Since the pipe diameter is constant, the total irreversible head loss is 


=l4 + IXfc 


2g 


(4) 


The rest of the problem is most easily solved on a Computer. For a given 
volume flow rate, we calcúlate speed V and Reynolds number Re. From 
Re and the known pipe roughness, we use the Moody chart (or the 
Colebrook equation) to obtain friction factor f. The sum of all the minor 
loss coefficients is 


Y,K l =0.85 + 0.3 = 1.15 



(5) 


V (Lpm) 


where we have not included the minor losses downstream of the pump, 
since they are irrelevant to the present analysis. 

We make one calculation by hand for illustrative purposes. At V = 40.0 Lpm, the average speed of water through 
the pipe is 


V 4V 4(40.0 L/min) 

í 1 

( 1 min 'l 

A nD~ ^-(0.024 m)" 

[lOOOL J 

t 60 s J 


1 min 3 , , ^ , 

- = 1.474 m/s f61 

60 s ) W 


which produces a Reynolds number of Re = pVD/p = 3.96 x 10 4 . At this Reynolds number, and with roughness factor s!D = 
0, the Colebrook equation yields/= 0.0220. After substitution of the given variables, along with/ D, L, and Eqs. 4, 5, and 
6 into Eq. 3, we calcúlate the available NPSH, 
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Chapter 14 Turbomachinery 


NPSH = 


(101,30.-3 169) N/m* |'t|m'|_ 22 m n*f 

(997.0 kg/m 3 )(9.81 m/s 2 )l s 2 N J l 0.024 m J2(9.81m/s 2 ) 


= 7.42 m 


( 7 ) 


The required net positive suction head is obtained from the given expression. At our example flow rate of 40.0 Lpm we 
see that NPSH lequ i red is about 4.28 m. Since the actual NPSH is higher than this, the pump does not cavitate at this 
flow rate. We use a spreadsheet to calcúlate NPSH as a function of volume flow rate, and the results are plotted. It is 
clear from this plot that cavitation occurs at flow rates above 60.5 liters per minute. 


Discussion NPSH required rises with volume flow rate, but the actual or available NPSH decreases with volume flow rate. 


14-59 

Solution We are to calcúlate the volume flow rate below which 
cavitation in a pump is avoided, at two temperatures. 

Assumptions 1 The flow is steady. 2 The water is incompressible. 

Properties Standard atmospheric pressure is P atm = 101.3 kPa. For 
water at T= 80°C, p = 971.9 kg/m 3 , p = 3.55xl0' 4 kg/m-s, and P v = 47.35 
kPa. At T= 90°C, p = 965.3 kg/m 3 , p= 3.15xl0' 4 kg/m-s, and P v = 70.11 
kPa. 

Analysis The procedure is identical to that of the previous problem, 
except for the water properties. The calculations predict that at T = 80“C, 
the pump cavitates at volume flow rates greater than 28.0 Lpm. This 
is substantially lower than the result of the previous problem, as expected, 
since cavitation occurs more readily in warmer water. 

At 90°C, the vapor pressure is very high since the water is near 
boiling (at atmospheric pressure, water boils at 100°C). For this case, the 
curves of NPSH avai i ab ie and NPSH required do not cross at all as seen in the 
plot, implying that the pump cavitates at any flow rate when T = 90°C. 


NPSH 

(m) 



Discussion Note that NPSH required does not depend on water V (Lpm) 

temperature, but the actual or available NPSH decreases with temperature. 


14-60 

Solution We are to calcúlate the volume flow rate below which cavitation in a pump is avoided, and compare with a 
previous case with a smaller pipe diameter. 

Assumptions 1 The flow is steady. 2 The water is incompressible. 

Properties Standard atmospheric pressure is P htm = 101.3 kPa. For water at T= 25°C, p = 997.0 kg/m 3 , // = 8.91xl0" 4 
kg/m-s, and P v = 3.169 kPa. 

Analysis The analysis is identical to that of Problem 14-58, except that the pipe diameter is 48.0 mm instead of 24.0 
mm. Compared to problem 14-58, at a given volume flow rate, the average speed through the pipe decreases by a factor of 
four since the pipe area increases by a factor of four. The Reynolds number goes down by a factor of two, but the flow is 
still turbulent (At our sample flow rate of 40.0 Lpm, Re = 1.98 x 10 4 ). For a smooth pipe at this Reynolds number,/ = 
0.0260. and the available NPSH is 7.81 m, slightly higher than the previous case with the smaller diameter pipe. After 
repeating the calculations at several flow rates, we find that the pump cavitates at V = 65.5 Lpm. This represents an 
increase of about 8.3%. Cavitation occurs at a higher volume flow rate when the pipe diameter is increased because 
the irreversible head losses in the piping system upstream of the pump are decreased. 

Discussion If a Computer program like EES was used for Problem 14-58, it is a trivial matter to change the pipe 
diameter and re-do the calculations. 
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Chapter 14 Turbomachinery 


14-61 

Solution We are to calcúlate the combined shutoff head and free 
delivery for two pumps in series, and discuss why the weaker pump 
should be shut off and bypassed above some flow rate. 

Assuiitptions 1 The water is incompressible. 2 The flow is steady. 


Analysis The pump performance curves for both pumps 
individually and for their combination in series are plotted in Fig. 1. At 
zero flow rate, the shutoff head of the two pumps in series is equal to the 
sum of their individual shutoff heads: //o, combined = H 0¡ i + H 0¡2 = 5.30 m + 
7.80 m. Thus the combined shutoff head is 13.1 m. At free delivery 
conditions (zero net head), the free delivery of the two pumps in series is 
limited to that of the stronger pump, in this case Pump 2: \/ max combincd = 

MAX(\/ maxl , 1/^2) = 15.0 Lpm. Thus the combined free delivery is 
15.0 Lpm. 

As volume flow rate increases, the combined net pump head is 
equal to the sum of the net pump heads of the individual pumps, as seen 
on the plot. However, the free delivery of Pump 1 is 


0 = H 0 -aV 2 




v_.n. 


5.30 m 


0.0438 m/(Lpm) 2 


= 11.0 Lpm 



Above this flow rate, Pump 1 no longer contributes to the flow. In fact, it becomes a liability to the system since its net 
head would be negative at flow rates above 11.0 Lpm. For this reason, it is wise to shut off and bypass Pump 1 above 
11.0 Lpm. 

Discussion The free delivery of Pump 2 is 15.0 Lpm. The free delivery of the two-pump system is no better than that of 
Pump 2 alone, since Pump 1 is shut off and bypassed at flow rates above 11.0 Lpm. 


14-62 

Solution We are to calcúlate the free delivery and shutoff head for two pumps in parallel, and discuss why the 
weaker pump should be shut off and bypassed above some net head. 


Assumptions 1 The water is incompressible. 2 The flow is steady. 

Analysis The pump performance curves for both pumps and for 
their combination in parallel are plotted. At zero flow rate, the shutoff 
head of the two pumps in parallel is equal to that of the stronger pump, in 
this case Pump 2: F/o,combined = MAX(ff 0 .i, i/ 0 , 2 ) = 7-80 m. Thus the 
combined shutoff head is 7.80 m. At free delivery conditions (zero net 
head), the free delivery of the two pumps in parallel is the sum of their 
individual free deliveries: \Z maxcombincd = V max l + \Z max2 = 11.0 Lpm + 15.0 

Lpm. Thus the combined free delivery is 26.0 Lpm. 

As net head increases, the combined capacity is equal to the sum 
of the capacities of the individual pumps, as seen on Fig. 1. However, the 
shutoff head of Pump 1 (5.30 m) is lower than that of Pump 2 (7.80 m). 
Above the shutoff head of Pump 1, that pump no longer contributes to the 
flow. In fact, it becomes a liability to the system since it cannot sustain 
such a high head. If not shut off and blocked, the volume flow rate 
through Pump 1 would be negative at net heads above 7.80 m. For this 
reason, it is wise to shut off and block Pump 1 above 7.80 m. 



Discussion The shutoff head of Pump 2 is 7.80 m. The shutoff head of the two-pump system is no better than that of 
Pump 2 alone, since Pump 1 is shut off and blocked at net heads above 7.80 m. 
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Chapter 14 Turbomachinery 


14-63E 

Solution We are to calcúlate the mass flow rate of slurry through a two-lobe rotary pump for given valúes of lobe 
volume and rotation rate. 

Assumptions 1 The flow is steady in the mean. 2 There are no leaks in the gaps between lobes or between lobes and the 
casing. 3 The slurry is incompressible. 

Analysis By studying the figure provided with this problem, we see that for each 360° rotation of the two counter- 
rotating shafts (n = 1 rotation), the total volume of pumped fluid is 

Closed volume pumped per rotation : \Z closed = 4V lobe (1) 

The volume flow rate is then calculated from Eq. 14-11, 

V, , 4(0.145 gal) 

V = h cosed = (300 rot/min)-- = 174gal/min (2) 

n 1 rot 

Thus, the volume flow rate is 174 gpm. 

Discussion If there were leaks in the pump, the volume flow rate would be lower. The fluid density was not used in the 
calculation of volume flow rate. However, the higher the density, the higher the required shaft torque and brake 
horsepower. 


14-64E 

Solution We are to calcúlate the mass flow rate of slurry through a three-lobe rotary pump for given valúes of lobe 
volume and rotation rate. 

Assumptions 1 The flow is steady in the mean. 2 There are no leaks in the gaps between lobes or between lobes and the 
casing. 3 The slurry is incompressible. 

Analysis When there are three lobes, three lobe volumes are pumped for each 360° rotation of each rotor (n = 1 
rotation). Thus, the total volume of pumped fluid is 

Closed volume pumped per rotation'. l/ closed = 6Vj obe (1) 

The volume flow rate is then calculated from Eq. 14-11, 

V. . , . 6(0.087 gal) 

V - ñ closed - (300 rot/min)-- = 157 gal/min (2) 

n 1 rot 

Thus, the volume flow rate is 157 gpm. 

Discussion If there were leaks in the pump, the volume flow rate would be lower. This flow rate is slightly lower than 
that of the previous problem. Why? For the same overall diameter, it is clear from geometry that the more lobes, the less the 
volume per lobe, and the more “wasted” volume inside the pump. 
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14-65 

Solution We are to calcúlate the volume flow rate of tomato paste through a positive-displacement pump for given 
valúes of lobe volume and rotation rate. 

Assumptions 1 The flow is steady in the mean. 2 There are no leaks in the gaps between lobes or between lobes and the 
casing. 3 The fluid is incompressible. 

Analysis By studying Fig. 14-27 or 14-30, we see that for each 360° rotation of the two counter-rotating shafts (n = 1 
rotation), the total volume of pumped fluid is 

Closed volumepumpedper rotation: ^d OS ed = ^obe (1) 

The volume flow rate is then calculated from Eq. 14-11, 

\/ 4Í3.64 cm 3 ) 

\/ = n = (400 rot/min) —-= 5820 cm 3 /min (2) 

n 1 rot 

Thus, the volume flow rate is 5820 cm 3 /min. 

Discussioit If there were leaks in the pump, the volume flow rate would be lower. The fluid density was not used in the 
calculation of volume flow rate. However, the higher the fluid density, the higher the required shaft torque and brake 
horsepower. 


14-66 

Solution We are to calcúlate the volume flow rate per rotation of a gear pump. 

Assumptions 1 The flow is steady in the mean. 2 There are no leaks in the gaps between lobes or between lobes and the 
casing. 3 The fluid is incompressible. 

Analysis From Fig. 14-26c, we count 14 teeth per gear. Thus, for each 360° rotation of each gear (n = 1 rotation), 
14-(0.350 cm 3 ) of fluid is pumped. Sine there are two gears, the total volume of fluid pumped per rotation is 2(14)(0.350 
cm 3 ) = 9.80 cm 3 . 

Discussioit The actual volume flow rate will be lower than this due to leakage in the gaps. 
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14-67 

Solution We are to calcúlate the brake horsepower and net head of an idealized centrifugal pump at a given volume 
flow rate and rotation rate. 


Assumptions 1 The flow is steady in the mean. 2 The water is incompressible. 3 The efficiency of the pump is 100% (no 
irreversible losses). 


Properties We take the density of water to be p = 998.0 kg/m 3 . 


Analysis Since the volume flow rate (capacity) is given, we calcúlate the normal velocity components at the inlet and 
the outlet using Eq. 14-12, 

........ .. V 0.573 m 3 /s 

Normal velocity, mlet : V, „ =-=-;-—-- = 4.222 m/s 

' 2 nr x b x 2^(0.120 m)(0.180 m) 


V\ = V 1¡n , and V lf = 0, since a\ = 0 o . Similarly, V 2¡n = 2.714 m/s and 

Tangential component of absolute velocity at impeller outlet. 

V 2t = V 2n tan a 2 = (2.714 m/s)tan(35°) = 1.900 m/s 


Now we use Eq. 14-17 to predict the net head, 


/f=® 

8 


r y - r y/ 

2,t 'i yf.t 


78.54 rad/s 
9.81 m/s 2 


(0.240 m)(l.900 m/s) = 3.65m 


v o y 

Finally, we use Eq. 14-16 to predict the required brake horsepower, 


bhp = pgVH = (998. kg/m 3 )(9.81 m/s 2 )(0.573 m 3 /s)(3.65 m) 


^ W-s 3 ^ 

kg-m 2 


= 20,500 W 


Discussion The actual net head delivered to the water will be lower than this due to inefficiencies. Similarly, actual 
brake horsepower will be higher than that predicted here due to inefficiencies in the pump, friction on the shaft, etc. 
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14-68 

Solution For given flow conditions and stator blade shape at a 
given radius, we are to design the rotor blade. Specifically, we are to 
calcúlate the leading and trailing edge angles of the rotor blade and sketch 
its shape. We are also to decide how many rotor blades to construct. 

Assumptions 1 The air is nearly incompressible. 2 The flow area 
between hub and tip is constant. 3 Two-dimensional blade row analysis is 
appropriate. 

Analysis First we analyze flow through the stator from an absolute 
reference frame, using the two-dimensional approximation of a Cascade 
(blade row) of stator blades as sketched in Fig. 1. Flow enters axially 
(horizontally), and is turned 26.6° downward. Since the axial component 
of velocity must remain constant to conserve mass, the magnitude of the 
velocity leaving the trailing edge of the stator, V st is calculated, 


Stator blade row 



Analysis of the stator of a vaneaxial flow fan 
as a two-dimensional Cascade of stator 
blades; absolute reference frame. 


Rotor blade row 



Analysis of the stator trailing edge velocity as 
it impinges on the rotor leading edge; relative 
reference frame. 



Analysis of the rotor trailing edge velocity; 
absolute reference frame. 


K 


COS&, 


31.4 m/s 
cos(26.6°) 


= 35.12 m/s 


(1) 


The direction of V st is assumed to be that of the rotor trailing edge. In other words we assume that the flow turns nicely 
through the blade row and exits parallel to the trailing edge of the blade, as shown in the sketch. 

We convert V st to the relative reference frame moving with the rotor blades. At a radius of 0.50 m, the tangential 
velocity of the rotor blades is 
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Chapter 14 Turbomachinery 


u g = cor = (1800 rot/min) 


( 2 k rad) 


1 rot J 

[ 60 s 


(0.50 m) = 94.25 m/s 


Since the rotor blade row moves upward in the figure provided with this problem, we add a downward velocity with 
magnitude given by Eq. 2 to transíate V sl into the rotating reference frame sketched in Fig. 2. The angle of the leading edge 
of the rotor, /3 r \, can be calculated. After some trig, 


P A = arctan 


0Jr + V m tan ^ st 


= arctan 


94.25 m/s + (31.4 m/s) tan (26.6°) 


31.4 m/s 


= 74.06° 


The air musí now be turned by the rotor blade row in such a way that it leaves the trailing edge of the rotor blade at 
zero angle (axially - no swirl) from an absolute reference frame. This determines the rotor’s trailing edge angle, 
Specifically, when we add an upward velocity of magnitude cor (Eq. 2) to the relative velocity exiting the trailing edge of 
the rotor, V n relative , we convert back to the absolute reference frame, and obtain V n , the velocity leaving the rotor trailing 

edge. It is this velocity, V n , which must be axial (horizontal). Furthermore, to conserve mass V n must equal V in since we 
are assuming incompressible flow. Working “backwards” we construct V ñ relative in Fig. 3. Some trigonometry reveáis that 


R . or 94.25 m/s 0 

/L = arctan — = arctan-= 71.57 

V- 31.4 m/s 


We conclude that the rotor blade at this radius has a leading edge angle of about 74.1° (Eq. 3) and a trailing edge 
angle of about 71.6° (Eq. 4). A sketch of the rotor blade is provided in Fig. 2; it is clear that the blade is nearly straight, at 
least at this radius. 

Finally, to avoid interaction of the stator blade wakes with the rotor blade leading edges, we choose the number of 
rotor blades such that it has no common denominator with the number of stator blades. Since there are 18 stator blades, we 
pick a number like 13, 17, or 19 rotor blades. 16 would not be appropriate since it shares a common denominator of 2 with 
the number 18. 


Discussion 


We can easily repeat the calculation for all radii from hub to tip, completing the design of the entire rotor. 
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Turbines 


14-69C 

Solution We are to discuss why turbines have higher efficiencies than pumps. 

Analysis There are several reasons for this. First, pumps normally opérate at higher rotational speeds than do 
turbines; therefore, shear stresses and frietional losses are higher. Second, conversión of kinetic energy into flow 
energy (pumps) has inherently higher losses than does the reverse (turbines). You can think of it this way: Since 
pressure rises across a pump (adverse pressure gradient), but drops across a turbine (favorable pressure gradient), boundary 
layers are less likely to sepárate in a turbine than in a pump. Third, turbines (especially hydroturbines) are often much 
larger than pumps, and viscous losses become less important as size increases. Finally, while pumps often opérate over 
a wide range of flow rates, most electricity-generating turbines run within a narrower operating range and at a 
controlled constant speed; they can therefore be designed to opérate very efficiently at those conditions. 

Discussion Students’ answers should be in their own words. 


14-70C 

Solution We are to discuss the classification of dynamic pumps and reaction turbines. 

Analysis Dynamic pumps are classified according to the angle at which the flow exits the impeller biade - 
centrifugal, mixed-flow, or axial. Reaction turbines, on the other hand, are classified according to the angle that the 

flow enters the runner - radial, mixed-flow, or axial. This is the main difference between how dynamic pumps and 
reaction turbines are classified. 

Discussion Students’ answers should be in their own words. 


14-71C 

Solution We are to discuss the meaning and purpose of draft tubes. 

Analysis A draft tube is a diffuser that also turns the flow downstream of a turbine. Its purpose is to turn the 

flow horizontally and recover some of the kinetic energy leaving the turbine runner. If the draft tube is not designed 
carefully, much of the kinetic energy leaving the runner would be wasted, reducing the overall efficiency of the 
turbine system. 

Discussion Students’ answers should be in their own words. 


14-72C 

Solution We are to ñame and describe the two types of dynamic turbine. 

Analysis There are two basic types of dynamic turbine - impulse and reaction. In an impulse turbine, fluid is sent 

through a nozzle so that most of its available mechanical energy is converted into kinetic energy. The high-speed jet then 
impinges on bucket-shaped vanes that transfer energy to the turbine shaft. In a reaction turbine, the fluid completely filis the 
casing, and the runner is rotated by momentum exchange due to pressure differences across the blades, rather than by 
kinetic energy impingement. Impulse turbines require a higher head, but can opérate with a smaller volume flow rate. 
Reaction turbines can opérate with much less head, but require higher volume flow rate. 

Discussion Students’ answers should be in their own words. 
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14-73C 

Solution We are to discuss reverse swirl in reaction turbines. 

Analysis Reverse swirl is when the runner blades turn the flow so much that the swirl at the runner outlet is in 
the direction opposite to runner rotation. Reverse swirl is desirable so that more power is absorbed from the water. We 
can easily see this from the Euler turbomachine equation, 

^shaft = ® T shaft = P<M {>2 V 2,t ~ >A, ) (1) 

Namely, since there is a negative sign on the last term, the shaft power increases if V¡ ¡t is negative, in other words, if there is 
reverse swirl at the runner outlet. If there is too much reverse swirl, a lot of extra kinetic energy gets wasted downstream of 
the runner. 

Discussioit A well designed draft tube can recover a good portion of the streamwise kinetic energy of the water leaving 
the runner. However, the swirling kinetic energy cannot be recovered. 


14-74 

Solution We are to prove that the máximum power of a Pelton wheel occurs when cor = VJ2 (bucket moving at half 
the jet speed). 

Assumptions 1 Frictional losses are negligible, so that the Euler turbomachine equation applies, and the relative exit 
speed of the jet is the same as its relative inlet speed. 2 The turning angle is sufficient to prevent the exiting fluid from 
striking the next bucket. 3 The fluid, jet speed, volume flow rate, turning angle, and wheel radius are fixed - rotation rate is 
the only variable about which we are concerned. 

Analysis With the stated assumptions, Eq. 14-40 applies, namely, 

Output shaft power. IÉ shaft = parV (v ¡ - <»/')( 1-cosy?) (1) 

We differentiate Eq. 1 with respect to a>, and set the derivative equal to zero. 

Máximum power. 

^^. = 0 -> —íaV / -a 2 r) = 0 -> V,-2a>r = 0 (2) 

da da'' ' J 

Solution of Eq. 2 yields the desired result, namely, the máximum power of a Pelton wheel occurs when car = V/2 (bucket 
moving at half the jet speed). 


Discussioit To be sure that we have not identified a mínimum instead of a máximum, we could substitute some 
numerical valúes and plot fÉ shaft versus a. It turns out that we have indeed found the máximum valué of IÉ shaft . 
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14-75 

Solution We are to calcúlate several performance parameters for a Pelton wheel turbine. 

Assumptions 1 Frictional losses are negligible, so that the Euler turbomachine equation applies, and the relative exit 
speed of the jet is the same as its relative inlet speed. 2 The turning angle is sufficient to prevent the exiting fluid from 
striking the next bucket. 3 The water is at 20°C. 

Properties The density of water at T= 20°C is 998.0 kg/m 3 . 

Analysis (a) The volume flow rate of the jet is equal to jet area times jet velocity, 

V = VjTrDj 2 / 4 = (102 m/s);r(0.100 m) 2 /4 = 0.801 m 3 /s 


(h) The máximum output shaft power occurs when the bucket moves at half the jet speed (cor = V/2). Thus, 

V, 102 m/s 


co = — = - 


2r 2(1.83 m) 

—> « = (27.87 rad/s)^ 

(c) The ideal shaft power is found from Eq. 14-40 
^deai = P 0JrV ( v j - (! - eos P) 

= (998.0 kg/m 3 )J^27.87—j(1.83 m) 

= 4.09 MW 


= 27.87 rad/s 


lí rot 1 

í 60 s3 

( 2n rad ) 

^ min J 


= 266 rpm 


í 3 X 

0.801—' 


102 m/s 


(l-cosl65°) 


í N ' s2 l 

rw-sv 

l kg' m J 

( N • m )\ 


where we have substituted cor = V/2 for convenience in the calculations. Since the turbine efficiency is given, we calcúlate 
the actual output shaft power, or brake horsepower, 

^actual = bhp = ^turbina = (4.09 MW)(0.82) = 3.35 MW 
Discussioit At other rotation speeds, the turbine would not be as efficient. 


14-76 

Solution 

Assumptions 

Properties 


We are to estímate the ideal power production from a hydroturbine. 
1 Frictional losses are negligible. 2 The water is at 20°C. 

The density of water at T = 20°C is 998.0 kg/m 3 . 


Analysis 


The ideal power produced by a hydroturbine is 


W^=pgVH 


= (998.0 kg/m 3 )(9.81 m/s 2 )(l.5 m 3 /s)(650 m)x 


f N-s 2 V W-s 


kgm 


1 MW 


y N • m y v 10 6 W 


= 9.55 MW 


Discussioit If a hydroelectric dam were to be built on this site, the actual power output per turbine would be smaller 
than this, of course, due to inefficiencies. 
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14-77E 

Solution We are to estímate the power production from a hydroelectric plant. 
Properties The density of water at T= 70°F is 62.30 lbm/ft 3 . 


Analysis The ideal power produced by one hydroturbine is 


^deal = Pg VH groas 

= (62.30 lbm/ft 3 )(32.2 ft/s 2 )(203,000 gal/min)(l065 ft)x 
= 40.70 MW 


lbf-s 2 


v 32.2 lbm • ft j 


/ 


ft 


3 A 


0.1337 — 

v § al j 


1.356 W 
ft • lbf/s 


1 min V 1 MW 'i 

60 s AlO 6 W J 


But inefficiencies in the turbine, the generator, and the rest of the system reduce the actual electrical power output. For each 
turbine, 

^electrical = ^dea, Wttbiae^enetatot^thet = (40.70 MW) (0.952) ( 0.945 ) (1 - 0.03 5) = 35.3 MW 
Finally, since there are 12 turbines in parallel, the total power produced is 

^total, electrical 121F clectrical = 12(35.3 MW) = 424MW 


Discussion A small improvement in any of the efficiencies ends up increasing the power output, and increases the 
power company’s profitability. 
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14-78 

Solution 


Chapter 14 Turbomachinery 

We are to calculate runner blade angles, required net head, and power output for a Francis turbine. 


Assumptions 1 The flow is steady. 2 The fluid is water at 20°C. 3 The blades are infinitesimally thin. 4 The flow is 
everywhere tangent to the runner blades. 5 We neglect irreversible losses through the turbine. 

Properties For water at 20°C, p = 998.0 kg/m 3 . 

Aitalysis We solve for the normal component of velocity at the inlet, 


^,n=- 


V 


340 m7s 


= 37.0 m/s 


lnr 2 b 2 2;r(2.00 m)(0.731 m) 

Using the figure provided with this problem as a guide, the tangential velocity component at the inlet is 

V 2t = V 2n tan a 2 = (37.0 m/s)tan30° = 21.4 m/s 


(1) 


( 2 ) 


The angular velocity is o = 2 nh /60 = 18.85 rad/s. 

The tangential velocity component of the absolute velocity at the inlet is obtained from trigonometry to be (see Eq. 

14-45) 


V 2 , = cor 2 - 


V,. 


tan j8 2 


From the above relationship, we solve for the runner leading edge angle //,, 

[i-, = arctan 


v 2 , n 


37.0 m/s 

cor 2 - V 21 


(18.85 rad/s)(2.00 m)-21.4 m/s 


= 66 . 2 ° 

0 m)-21.4 m/s 

Equations 1 through 3 are repeated for the runner outlet, with the following results: 

Runner outlet. V ln = 17.3 m/s, V ¡ t =3.05 m/s, ¡5 X = 36.1° 

Using Eqs. 2 and 4, the shaft output power is estimated from the Eider turbomachine equation, 

JÉ shaft = PaV( r 2 V 2 1 ~>\V U ) = (998.0 kg/m 3 )(l8.85 rad/s)(340 mVs)x[(2.00 m)(21.4 m/s)-(l.42 m)(3.05 m/s)] 

= 246.055 MW = 246 MW 


= 2.46x10' 


kg-m 2 


MW -s 


10 6 kg-m 2 


( 3 ) 


( 4 ) 


( 5 ) 


Finally, we calculate the required net head using Eq. 14-44, assuming that ^turbine = 100% since we are ignoring 
irreversibilities, 


H = 


bhp 


246.055 MW 


10 6 kg-m 2 


pgV (998.0 kg/m 3 )(9.81m/s 2 )(340 m 3 /s)( v MW-s 3 
Since the required net head is less than the gross net head, the design is feasible. 


= 73.9 m 


( 6 ) 


Discussioit This is a preliminary design in which we are neglecting irreversibilities. Actual output power will be lower, 
and actual required net head will be higher than the valúes predicted here. 
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Chapter 14 Turbomachinery 


14-79 [Also solved usiitg EES on enclosed D VD] 

Solution We are to examine the effect of runner outlet angle a¡ on 
the required net head and the output power of a hydroturbine. 

Assumptions 1 The flow is steady. 2 The fluid is water at 20°C. 3 The 
blades are infinitesimally thin. 4 The flow is everywhere tangent to the 
runner blades. 5 We neglect irreversible losses through the turbine. 

Properties For water at 20°C, p = 998.0 kg/m 3 . 

Analysis We repeat the calculations of the previous problem, but 
with a¡ varying from -20° to 20°. The results are plotted. We see that the 
required net head H and the output brake horsepower bhp decrease as a\ 
increases. This agrees with our expectations, based on the negative sign on 
the Vi't term in the Eider turbomachine equation. In other words, we can 
produce greater power by increasing the reverse swirl, but at the cost of 
increased required net head. Flowever, when a¡ is smaller than about -9 o , 
the required net head rises above H gmss , which is impossible, even with no 
irreversibilities. Thus, when a, < -9 o , the predicted net head and brake 
horsepower are not feasible - they viólate the second law of 
thermodynamics. 


H (m) bhp (MW) 



Discussion A small amount of reverse swirl is usually good, but too much reverse swirl is not good. 
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14-80 

Solution 


Chapter 14 Turbomachinery 

We are to calcúlate flow angles, required net head, and power output for a Francis turbine. 


Assumptions 1 The flow is steady. 2 The fluid is water at 20°C. 3 The blades are infinitesimally thin. 4 The flow is 
everywhere tangent to the runner blades. 5 We neglect irreversible losses through the turbine. 


Properties 

Analysis 

inlet, 


For water at 20°C, p = 998.0 kg/m 3 . 

The angular velocity is w = 2nh /60 = 10.47 rad/s. We solve for the normal component of velocity at the 


_ V _ 80.0 m 3 /s 

2n 2nr 7 b 2 2^(2.00 m)(0.85 m) 


= 7.490 m/s 


( 1 ) 


The tangential velocity component of the absolute velocity at the inlet is obtained from trigonometry to be (see Eq. 14-45) 


V 2t = cor 2 - 


tan P 2 


= (10.47 rad/s)(2.00 m)- 


7.490 m/s 
tan 66° 


= 17.61 m/s 


( 2 ) 


From these two components of V 2 in the absolute coordínate system, we calcúlate the angle a 2 through which the wicket 
gates should turn the flow, 


, -i V 2 ,t , -i 17.61 m/s 

a-y = tan -= tan -= 66.95 « 67 

V 2n 7.490 m/s 


( 3 ) 


In exactly similar fashion, we solve for the velocity components and swirl angle at the runner outlet. We get 
Runner outlet 

V ¡n =4.664 m/s, V u = -0.3253 m/s, a¡ = -3.990° * -4.0° 


( 4 ) 


Since «i is negative, this turbine operates with a small amount of reverse swirl. 

Using the tangential velocity components of Eqs. 2 and 4, the shaft output power is estimated from the Euler 
turbomachine equation. 


W shañ = PvV(r 2 V 2t —r,F lt ) = (998.0 kg/m 3 )(l0.47 rad/s)(80.0 m 3 /s) 
x[(2.00 m)(l7.61 m/s)-(l.30 m)(-0.3253 m/s)] 


= 2.98x10 


kg-m 2 


3 


( 5 ) 


MW-s 
v 10 6 kg-m 2 


= 29.8 MW 


Finally, we calcúlate the required net head using Eq. 14-44, assuming that ^turbine = 100% since we are ignoring 
irreversibilities, 


H = 


bhp 


29.8 MW 


( \C\b 


pgV (998.0 kg/m 3 )(9.81 m/s 2 )(80.0 m 3 /s) 


10” kg-m 3 
MW-s 3 


= 38.0 m 


( 6 ) 


Discussioit This is a preliminary design in which we are neglecting irreversibilities. Actual output power will be lower, 
and actual required net head will be higher than the valúes predicted here. Notice the double negative in the outlet terms of 
Eq. 5 - reverse swirl leads to greater performance, but requires more head. 
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Chapter 14 Turbomachinery 

14-81E 

Solution We are to calcúlate flow angles, required net head, and power output for a Francis turbine. 

Assumptions 1 The flow is steady. 2 The fluid is water at 68°F. 3 The blades are infinitesimally thin. 4 The flow is 
everywhere tangent to the runner blades. 5 We neglect irreversible losses through the turbine. 

Properties For water at 68°F, p = 62.32 Ibm/ft ’. 


The angular velocity is co = 2 nñ /60 = 12.57 rad/s. The volume flow rate is (4.70 x 10 gpm)[ft /s / (448.83 

.3/ 


Analysis 

gpm)] = 10,470 ft'Vs. We solve for the nonnal component of velocity at the inlet. 

_ V _ 10,470 ftVs 

2 ’ n ~ 2xr 2 b 2 ~ 2n (6.60 ft)(2.60 ñ) 


= 97.1 ft/s 


( 1 ) 


The tangential velocity component of the absolute velocity at the inlet is obtained from trigonometry to be (see Eq. 14-45) 


V 2t = cor 2 - 


tan /?, 


= (12.57 rad/s)(6.60 ft)- 


97.12 ft/s 
tan 82° 


= 69.3 ft/s 


( 2 ) 


From these two components of V 2 in the absolute coordínate system, we calcúlate the angle a 2 through which the wicket 
gates should turn the flow, 


, -i^ 2 ,t , -i 69.3 ft/s 

a, = tan —— = tan -= 35.5 

V ln 97.1 ft/s 


In exactly similar fashion, we solve for the velocity components and swirl angle at the runner outlet. We get 
Runner outlet. F, „ = 52.6 ñ/s, V ¡ t = 4.49 ft/s, a t = 4.9° 


( 3 ) 


( 4 ) 


Since «i is positive, this turbine operates with a small amount of forward swirl. 

Using the tangential velocity components of Eqs. 2 and 4, the shaft output power is estimated from the Euler 
turbomachine equation. 


(É shaft = P^V(r 2 V 2t —7^,) = (62.32 lbm/ft 3 )(l2.57 rad/s)(l0,470 ftVs) 


x[(6.60 ft)(69.3 ft/s)-(4.40 ft)(4.49 ft/s)] 
ft• lbf f 1.8182xl0 _3 hp• s^ 


lbf • s 


32.174 lbm-ft 


( 5 ) 


= 1.116x10 


ft - lbf 


= 2.03x10 hp 


Finally, we calcúlate the required net head using Eq. 14-44, assuming that ^turbine = 100% since we are ignoring 
irreversibilities, 


H = 


bhp 


1.116xl0 8 ft lbf/s 


í 32. 


174 lbm-ft 


pgV (62.32 lbm/ft 3 )(32.174 ft/s 2 )(l0,470 ft 3 /s)v lbf - s 2 


= 171 ft 


(6) 


Discussion This is a preliminary design in which we are neglecting irreversibilities. Actual output power will be lower, 
and actual required net head will be higher than the valúes predicted here. 
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Chapter 14 Turbomachinery 


14-82E 

Solution We are to calcúlate the runner blade trailing edge angle such that there is no swirl. At this valué of /I¡, we 
are to also calcúlate the shaft power. 

Assumptions 1 The tlow is steady. 2 The fluid is water at 68°F. 3 The blades are infmitesimally thin. 4 The flow is 
everywhere tangent to the runner blades. 5 We neglect irreversible losses through the turbine. 

Properties For water at 68°F, p = 62.32 lbm/ft 3 . 

Analysis Using EES or other software, we adjust f\l¡ by trial and error until a¡ = 0. It turns out that P¡ = 43.6°, at 
which W shaft = 2.12 x 10 5 hp. 

Discussioit It turns out that the swirl angle at the runner output is a strong fiinction of - a small change in leads to 
a large change in a¡. The shaft power increases, as expected, since the original swirl angle was positive. The increase in 
shaft power is less than 5%. 



Pump and Turbine Scaling Laws 


14-83C 

Solution We are to give a definition of “affinity”, and explain why the scaling laws are called “affinity laws”. 

Analysis Among the many definitions of “affinity” is “inherent likeness or agreement”, and “...resemblance in 

general plan or structure”. When two pumps or two turbines are geometrically similar and opérate under dynamically 
similar conditions, they indeed have “inherent likeness”. Thus, the phrase “affinity laws” is appropriate for the scaling 
laws of turbomachinery. 

Discussioit Students will have various definitions, depending on the dictionary they use. 


14-84C 

Solution 

(a) Truc. Rotation rate appears with an exponent of 1 in the affinity law for capacity. Thus, the change is linear. 

(h) False: Rotation rate appears with an exponent of 2 in the affinity law for net head. Thus, if the rpm is doubled, the net 
head increases by a factor of 4. 

(c) False. Rotation rate appears with an exponent of 3 in the affinity law for shaft power. Thus, if the rpm is doubled, the 
shaft power increases by a factor of 8. 

( d) Truc. The affinity laws apply to turbines as well as pumps, so this statement is true, as discussed in Part (c). 


14-85C 

Solution We are to discuss which pump and turbine performance parameters are used as the independent parameter, 
and explain why 

Analysis For pumps, we use Cq, the capacity coeffieient, as the independent parameter. The reason is that the goal 
of a pump is to move fluid from one place to another, and the most important parameter is the pump’s capacity (volume 
flow rate). On the other hand, for most turbines, we use Cp, the power coeffieient, as the independent parameter. The 
reason is that the goal of a turbine is to rotate a shaft, and the most important parameter is the turbine ’s brake horsepower 

Discussioit There are exceptions. For example, when analyzing a positive-displacement turbine used to measure 
volume flow rate, capacity is more important than output shaft power, so one might use Cq, instead of C P as the 
independent parameter. 
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Chapter 14 Turbomachinery 


14-86 

Solution We are to nondimensionalize a pump performance 
curve. 


Analysis The pump’s net head is approximated by the parabolic 
expression 

Pump performance curve : H - H g - aV 2 (1) 


where shutoff head H 0 = 24.4 m of water column, coefficient a = 0.0678 
m/Lpm 2 , available pump head H am ilab i e is in units of meters of water 
column, and capacity V is in units of liters per minute (Lpm). By 
definition, head coefficient C H = (gH)/(co 2 D 2 ), and capacity coefficient 
Cq = (V)/(mD\ To convert, we must be careful with units. For 
example, we must convert the rotation rate from rpm to radians per 
second. The rotational speed is 


w = 4200- 


T 2 n rad 'l 

f 1 min") 

1 rot J 

l 60 s J 


= 439.823 — 



Sample calculations at 14.0 Lpm are shown below. 


Cn 


V 14.0 L/min 

í lm3 1 

f 1 min ' 

coD 2 (439.823 rad/s)(0.0180 m) 3 

[lOOOL J 

t 60 s J 


= 0.90966 = 0.0910 


At this flow rate (14.0 Lpm), the net head is obtained from Eq. 1, 

H = 24.4 m-(0.0678 m/Lpm 2 )(14.0 Lpm) 2 = 11.111 m = 11.1 m 

from which the head coefficient can be calculated, 

p - H (9.81 m/s 2 )(ll.111 m) 

C =— _=_^_-_= 1.7391 = 1.74 

co 2 D 2 (439.823 rad/s) 2 (0.0180 m) 2 


These calculations are repeated for a range of volume flow rates from 0 to \/ max . The nondimensionalized pump 
performance curve is plotted. 


Discussion Since radians is a dimensionless unit, the units of Ch and Cq are unity. In other words, Cu and Cq are 
nondimensional parameters, as they must be. 
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14-87 

Solution 


Chapter 14 Turbomachinery 


We are to calcúlate the specific speed of a water pump, and determine what kind ofpump it is. 


Analysis First, we use the valúes of Cu and Cq calculated in the previous problem at the BEP to calcúlate the 
dimensionless form of N Sp , 


Dimensionless pump specific speed: 


Nr,, 


C n 


C H 


0.090966 1/z 

1.7391 3 ' 4 


0.1992 


Thus, N Sp = 0.199, and is dimensionless. From the conversión given in the text, Nsp,u$ = 0.1992 x 2,734 = 545. 
Alternatively, we can use the original dimensional data to calcúlate N Sp V s, 


Dimensional pump specific speed in customary> US units: 

r r 

14.0 Lpm 


N, 


(,,, rp,n)(v, gpm)" ( 42 °° ‘1””) 


0.2642 gpm 
Lpm 


•Sp.US 




ll.lllm 


ft 


0.3048 m 


\ 3/4 


= 545 


From either the dimensionless or the dimensional pump specific speed, Fig. 14-73 shows that this is defínitely a 
centrifugal pump. 


Discussion We calculated the dimensional pump specific speed two ways as a check of our algebra, and (fortunately) 
the results agree. 
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14-88 

Solution 


We are to nondimensionalize a fan performance curve. 


Chapter 14 Turbomachinery 


Analysis The fan’s net head is approximated by the parabolic 
expression 

Fan performance curve : H = H 0 - aV 2 ( 1 ) 


where shutoff head H 0 = 60.0 mm of water column, coefficient a = 2.50 x 
10" 7 mm/Lpm , available fan head / /. lva ;i a bi e is in units of mm of water 
column, and capacity V is in units of liters per minute (Lpm). By 
defmition, head coefficient C H = ( gH)/(arD 2 ), and capacity coefficient Cq 
= (V )/(caD 3 ). To convert, we must be careful with units. For example, we 
must convert the rotation rate from rpm to radians per second. The 
rotational speed becomes 


a = 600- 


T 2 k rad") 

[ 1 min ) 

V rot 1 

l 60 s J 


= 62.8319 


rad 


Sample calculations at 13,600 Lpm are shownbelow. 





Capacity coefficient at 13,600 Lpm : 


C n 


V 13,600 L/min 

Íím 3 ] 

í 1 min ' 

oiD 2 (62.8319 rad/s)(0.300 m) 3 

[lOOOL J 

t 60 s J 


= 0.13361 = 0.134 


At this flow rate, the net head is obtained from Eq. 1, 

H = 60.0 mm-^2.50x10 7 mm/Lpm 2 )(l3,600 Lpm)" = 13.76 mmF1 2 0 


from which the head coefficient can be calculated, 


Head coefficient at 13,600 Lpnr. 


C H 


gH 

w 2 D 2 


(9.81 m/s~ )(0.01376 m H,0) 998. kg/m 3 (m air) 

2- 11 -—i-21- !— = 0.32023 = 0.320 

(62.8319 rad/s) 2 (0.300 m) 2 1-184 kg/m 3 (m H 2 0) 


Note the ratio of water density to air density to convert the head from water column height to air column height. The 
calculations are repeated for a range of volume flow rates from 0 to V max . The nondimensionalized pump performance 
curve is plotted. 


Discussion Since radians is a dimensionless unit, the units of Ch and Cq are unity. In other words, Ch and Cq are 
nondimensional parameters, as they must be. 
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14-89 

Solution 


Chapter 14 Turbomachinery 


We are to calcúlate the specific speed of a fan, and determine what kind of fan it is. 

Analysis First, we use the valúes of C¡¡ and Cq calculated in the previous problem at the BEP (to four significant 
digits) to calcúlate the dimensionless form of N Sp , 


Dimensionless pump specific speed'. 


N, 


Sp 


C, 


c„ 


0.13361 1/2 
0.3 2 023 3 ' 4 


0.8587 


Thus, N Sp = 0.859, and is dimensionless. From the conversión given in the text, N Sp ,\js = 0.8587 x 2,734 = 2350. 
Alternatively, we can use the dimensional data to calcúlate N Sp _i¡ s , the dimensional pump specific speed in US units, 


N, 


(«, rpm)(\/, gpm) (600 rpm) 


13,600 Lpm 


f 0.2642 gpm ' 


Lpm 


/ 7 


$j,US 


(H, ft) 3 


= 2350 


11.60 m 


ft 

0.3048 m 


Note that we use H= 11.60 m of air, since air is the fluid being pumped here. We calcúlate H as // alr = = 

(0.01376 m of water)(998/l. 184) = 11.60 m of air. From either the dimensionless or the dimensional pump specific speed, 
Fig. 14-73 shows that this is most likely a centrifugal fan (probably a squirrel cage fan). 

Discussioit We calculated the dimensional pump specific speed two ways as a check of our algebra, and (fortunately) 
the results agree. 


14-90 

Solution We are to calcúlate the specific speed of a water pump, and determine what kind of pump it is. 

Analysis First, we use the valúes of Cu and Cq calculated in Example 14-11 at the BEP to calcúlate the dimensionless 

form of N Sp , 


Dimensionless pump specific speed'. 


N, 


Sp 


C n 


C H 


0 . 0112 1/2 
0.133 3 ' 4 


0.481 


Thus, N Sp = 0.481. From the conversión given in the text, N Sp¡vs = 1310. From Fig. 14-73, this is most likely a centrifugal 
pump. 

Discussioit From Fig. 14-73, the máximum efficiency one can expect from a centrifugal pump at this valué of N$ p is 
about 0.87 (87%). The actual pump efficiency is only 81.2% (from Example 14-11), so there is room for improvement in 
the design. 


14-91 

Solution 

Analysis 


We are to decide what king of pump should be designed for given performance criteria. 
We calcúlate the pump specific speed at the given conditions, 


Ns P = 


ojV 1 


(1200 rpm) 


f 2 k rad/s^ f 
60 rpm 


18.0 L/min 


( 1 m 3 


1^1000 L jy 60 s ) 


1 min | 


(«*0 


((9.81 m/s 2 )(l.6 m)j 


= 0.276 


From Fig. 14-73, we see that Len should design a centrifugal pump. The máximum pump efficiency is about 0.75 
(75%) (based on Fig. 14-73 again). 

Discussioit This valué of N Sp is, in fact, on the low end of the curve for centrifugal pumps, so a centrifugal pump is the 
best Len can do, in spite of the low efficiency. 
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14-92E 

Solution 


Chapter 14 Turbomachinery 


Properties 

Analysis 


We are to decide what king of pump should be designed for given performance criteria. 
The density of water at 77°F is 62.24 lbm/ft 3 . 

We calcúlate the pump specific speed at the given conditions, 


N, n = 

Sp 


coV' 


(300 rpm) 


1n rad/s 
60 rpm 


2,500 gal/min 


í 0.13368 ftM 

f 1 min^ 

l 1 gal J 

l 60 s J J 


(SH) 


((32.174 ñ/s 2 )(45 ft)) 


= 0.316 


From Fig. 14-73, we choose a centrifugal pump. The máximum pump efficiency is about 0.82 (82%) (based on Fig. 14- 
73 again). From the definition of pump efficiency, bhp = r¡ pump p\/ gH. Thus, the required brake horsepower is 


bhp = 


pgHV 

62.24 lbm/ft 3 ) 

(32.174 ñ/s 2 ) 

(45 ft) 

(5.57 ft 3 /s 


( lbf-s 2 ^ 

= 19,025 ft • Ibf/s 

í lhp 1 

^7pump 


0.82 



^32.174 lbm • ft j 

v 550 ft • Ibf/s J 


= 34.6 hp 


Thus, we expect that the pump will require about 35 hp to turn the shaft. 

Discussioit Most large water pumps are of the centrifugal variety. This problem may also be solved in terms of the 
dimensional pump specific speed in customary US units: N Sp ^¡ s = 864. 


14-93 

Solution We are to calcúlate the performance of a modified pump. 

Assumptions 1 The modified pump operates at the best efficiency point. 2 Pump diameter and fluid properties remain the 
same. 


Analysis At homologous points, the affmity laws are used to estímate the operating conditions of the modified pump. 
We let the original pump be Pump A, and the modified pump be Pump B. We get 


Volume flow rate : 


and 


v b =v a ^ 



(18. T,/ m i n ) 600 rpm = 9.0 L/min 
v ’ 1200 rpm 


Net head : 


h* = h a 


a>u 



(1.6 m) 


600 rpm 
1200 rpm 


= 0.40 m 


The volume flow rate of the modified pump is 9.0 L/min; the net head is 0.40 m. The pump specific speed of the 
modified pump is 


coV' n 

= 


(600 rpm) 


f 2 k rad/s ^ f 
60 rpm 


9.0 L/min 


1 m 


3 \ 


1000 L 


1 min ) 

60 s J 


((9.81 m/s 2 )(0.40 m)j 


0.276 


Thus, N Sp = 0.276, which is the same as that of the original pump. This is not surprising since the two pumps opérate at 
homologous points. 

Discussioit When the rpm is cut in half, all else being equal, the volume flow rate of the pump decreases by a factor of 
two, while the net head decreases by a factor of four. This agrees with the mnemonic of Fig. 14-74. The specific speed of 
the two pumps must match since they opérate at homologous points. 
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14-94 

Solution 


Chapter 14 Turbomachinery 


We are to prove the relationship between turbine specific speed and pump specific speed. 

Assumptions 1 The parameters such as net head, volume flow rate, diameter, etc. are defined in similar fashion for the 
pump and the turbine. 


Analysis First we write the definitions of pump specific speed and turbine specific speed, 

coV 112 

Pump specific speed : N Sp = -(\) 

KsH) 


and 

Turbine specific speed : 


w(bhp )' 2 


( 2 ) 


After some rearrangement of Eq. 2, 


N a 


ojV bhp 

[gHf* WíV 



y 


( 3 ) 


We recognize the first grouping of terms in Eq. 3 as N Sp and the second grouping of terms as the square root of turbine 
efficiency //turbine- Thus, 


Final relationship'. 


Nsi ~ N Sp ^ TJ turbine 


( 4 ) 


Discussioit Since turbine efficiency is typically large (90 to 95% for large hydroturbines), pump specific speed and 
turbine specific speed are nearly equivalent. Note that Eq. 4 does not apply to a pump running backwards as a turbine or 
vice-versa. Such devices, called pump-turbines, are addressed in the next problem. 
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Chapter 14 Turbomachinery 


14-95 

Solution We are to prove the relationship between turbine specific speed and pump specific speed for the case of a 
pump-turbine operating at the same volume flow rate and rotational speed when acting as a pump and as a turbine. 

Assumptions 1 The parameters such as net head, volume flow rate, diameter, etc. are defined in similar fashion for the 
pump and the turbine. 


Analysis 

Pump specific speed : 


First we write the definitions ofpump specific speed and turbine specific speed, 

coV' n 


N s P = 


and 

Turbine specific speed'. 


N = 

y St , ,1/2 


( T^pump ) 

O) ( bhp tu r bi n e ) 


3/4 (1) 


(p) 


( 2 ) 


Note that we have added subscripts “pump” and “turbine” on net head and brake horsepower since H pu mp ^ F/turbine and 
bhp pump -t- M^turbine- After some rearrangement of Eq. 2, 


N SI = 


coV 1 


( tyrbine ) 


bhPti 


V Pg^imbine^ J 


coV' 


( turbine ) 


-(^bine) 1 ' 2 (3) 


We also write the definitions of pump efficiency and turbine efficiency, 


% 


Pg VH pl 

bh P™n 


P turbine 


bhp p 


PgVH . 


( 4 ) 


We solve both parts of Eq. 4 for V and equate the two, since V is the same whether the pump-turbine is operating as a 
pump or as a turbine. Eliminating V , 




^pumpbbp turbine 


( 5 ) 


bhp p um p ^7 pump P turbine 

where p and g have also dropped out since they are the same for both cases. We plug Eq. 5 into Eq. 3 and rearrange, 

coV U2 


N» = 


( gH pump ) 


( d turbine ) 


f hh a 3/4 

P pump P pump P turbine 


bhp* rbi, 


( 6 ) 


turbine J 


We recognize the first grouping of terms in Eq. 6 as N Sp and rearrange, 
Final relationship'. 


(n f 4 

( bhp ^ 

-í pump 

3/4 

V /pump ) 

^ bhp ujrbine J 



( 7 ) 


An altérnate expression is obtained in terms of net heads by substitution of Eq. 5, 
Altérnate final relationship'. 


NSi bf Sp yfnla 


( H ^ 

pump 

3/4 

v ^^turbine J 



( 8 ) 


Discussion It is difficult to achieve high efficiency in a pump-turbine during both the pump duty cycle and the turbine 
duty cycle. To achieve the highest possible efficiency, it is critical that both N Sp and Ns t are appropriate for the chosen 
design, e.g. radial flow centrifugal pump and radial-flow Francis turbine. 
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Chapter 14 Turbomachinery 


14-96 

Solution We are to apply conversión factors to prove a conversión factor. 


Properties Wc set g = 32.174 ft/s 2 and assume water at density p = 1.94 slug/fr. 

Analysis We convert W’í.us to N St by dividing by g 5 ' 4 and p 2 . and then using conversión ratios to cancel all units, 

(®, rot/min)(M/>, hp) 1 (\min V slug ft V 2 f 550 ft lbf 'j í 2n rad 

* = (H, ftf 4 (1,94 slug/ftf 2 (32.174 ft/s 2 )" 4 "l^Jl^lbf J l s hp J 1“T“ 

N St, US 

N a = 0-0230 lN Sl¡m 


Finally, the inverse of the above equation yields the desired conversión factor. 


Discussion As discussed in the text, some turbomachinery authors do not convert rotations to radians, introducing a 
confusing factor of 2 tt into the conversión. 


14-97 

Solution We are to calcúlate turbine specific speed for a given hydroturbine and compare to the guidelines of Fig. 
14-108. 


Assumptions 1 The fluid is water at 20°C. 

Properties The density of water at 20°C is p = 998.0 kg/nr’. 


Analysis 

Rotational speed : 


First we convert the turbine rotation rate from rpm to radians/s, 
rot f 2n rad V1 min 1 


co = 180- 


min l rot 


60 s J 


= 18.85 rad/s 


With all other parameters already given in SI units, we calcúlate turbine specific speed, 


N* = 


CO 


(bhpf 


(18.85 rad/s)(ll9xl0 6 w)‘ 


(p) U2 {gH) 5 4 (998 kg/m 3 )' 2 [(9.81 m/s 2 )(105 m)J 


f 2i V' 

m kg 

s 3 • W 


= 1.12 


Comparing to the turbine specific speed guidelines of Fig. 14-108, we see that this turbine should be of the Francis type, 
which it is. 


Discussion In fact, the turbine specific speed of this turbine is cióse to that which yields the máximum possible 
efficiency for a Francis turbine. 
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Chapter 14 Turbomachinery 


14-98 

Solution We are to calcúlate turbine specific speed for a given hydroturbine and compare to the guidelines of Fig. 
14-108. 


Assumptions 1 The fluid is water at 20°C. 

Properties The density of water at 20°C is p = 998.0 kg/m 3 . 


Analysis First we convert the turbine rotation rate from rpm to radians/s, 

„ . . rot f 2n rad Vi min 2 ! 

Rotational speed: co = 100——|-|| —— [ = 10.47 rad/s 

With all other parameters already given in SI units, we calcúlate turbine specific speed, 


N SI =- 


CO 


(bhpf 


f 2 7i rad 

\í 1 min ^ 

V rot , 

Jl 60s J 

units, we 

calcúlate 1 

(l94xl0 6 

\ 1 / 2 

w) 

.81 m/s 2 )| 

[54.9 m)T 


m~kg 

V s 3 -W y 


= 1.78 


Comparing to the turbine specific speed guidelines of Fig. 14-108, we see that this turbine should be of the Francis type, 
which it is. 


Discussion The turbine specific speed of this turbine is cióse to the crossover point between a Francis turbine and a 
Kaplan turbine. 


14-99 

Solution We are to calcúlate turbine specific speed for a given hydroturbine and compare to the guidelines of Fig. 
14-108. 


Assumptions 1 The fluid is water at 20°C. 

Properties The density of water at 20°C is p= 998.0 kg/m 3 . 


Analysis 

Rotational speed : 


First we convert the turbine rotation rate from rpm to radians/s, 
rot ( 2 n rad V1 min | 


co — 100- 


min l rot 


60 s J 


= 10.47 rad/s 


With all other parameters already given in SI units, we calcúlate turbine specific speed, 


N s ,= 


CO 


0 bhpf 


(10.47 rad/s)(5.37xl0 6 w)' 


(. P ) (S H ) (998 kg/m 3 )‘ /2 [(9.81 m/s 2 )(9.75 m)] 


í V' 

m kg 

s 3 • W 


= 2.57 


Comparing to the turbine specific speed guidelines of Fig. 14-108, we see that this turbine should be of the Kaplan type, 
which it is. 


Discussion In fact, the turbine specific speed of this turbine is cióse to that which yields the máximum possible 
efficiency for a Kaplan turbine. 
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14-100 

Solution 


Chapter 14 Turbomachinery 


We are to calcúlate the specific speed of a turbine, and compare it to the normal range. 


Analysis 


We first calcúlate the nondimensional form of Nst, 


co{bhp )' 2 

(12.57 rad/s)(4.61xl0 8 

w' 

1/2 

f 

P -{ S hT 

998.0 kg/m 3 )' ,2 [ 

(9.81 m/s 2 ) 

(78.6 m) 

iS/4 


1 2 Y /2 

kg-m 
W-s 3 , 


2.10 


From Fig. 14-108, this is on the high end for Francis turbines - the designers may wish to consider a Kaplan turbine 
instead. From the conversión given in the text, /Vyi,us = 2.10 x 43.46 = 91.4. Alternatively, we can use the original 
dimensional data to calcúlate N&, us> 


N 

1 ' SI ,US 


(ñ, rpm)(bhp, hp) 1/2 (120 rpm)(ó. 18x10" hp) 


(i/,ft) 5 


= 91.3 


78.6 m 


ft 


0.3048 m 


Note that the actual valúes of brake horsepower and net head will differ from the valúes calculated here, because we have 
neglected irreversible losses; thus, the valúes of N St and Ysy.us may change slightly. 


Discussion We calculated the dimensional pump specific speed two ways as a check of our algebra, and (fortunately) 
the results agree (within round-off error). 


14-101 

Solution We are to calcúlate the specific speed of a turbine, and compare it to the normal range. 


Analysis 


We First calcúlate the nondimensional form of Nst, 


N a 


co(bhp)" 2 (10.47 rad/s 

)(2.98xl0 

w) 

1/2 

" kg • m 2 ' 

P V2 {gH) 5 ' 4 (998.0 kg/m 3 )' /2 [i 

9.81 m/s 2 )(38.05 m) 

n5/4 

lw-s 3 J 


From Fig. 14-108, this is in the range of the typieal Francis turbine. From the conversión given in the text, iV^us = 1-10 
x 43.46 = 47.9. Alternatively, we can use the original dimensional data to calcúlate Nst, us> 


N 

T TQ 


(/i, rpm )(bhp, hp)‘ 2 (100 rpm)(4.00xl0 4 hp) 


(//,ft) 5 


(124.8 ft) 


= 47.9 


Note that the actual valúes of brake horsepower and net head will differ from the valúes calculated here, because we have 
neglected irreversible losses; thus, the valúes of N St and Nst, us may change slightly. 


Discussion We calculated the dimensional pump specific speed two ways as a check of our algebra, and the results 
agree. 
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14-102E 

Solution 


Chapter 14 Turbomachinery 


We are to calcúlate the specific speed of a turbine, and compare it to the normal range. 
Analysis We first calcúlate the specific speed in customary US units, 

( ñ, rpm)(bhp, hp)' “ (120 rpm)(202,700 hp) 1 


N 

1 y Sí,US 


(H, ft) 5 


(170.8 ft) 5 


= 87.5 


From Fig. 14-108, this is on the high end of typical Francis turbines, on the border between Francis and Kaplan 
turbines. In nondimensional terms, N Sl¡ us = 87.5 / 43.46 = 2.01. Note that the actual valúes of brake horsepower and net 
head will differ from the valúes calculated here, because we have neglected irreversible losses; thus, the valúes of N Sl and 
Nstys may change slightly. 


Discussion The actual valúes of brake horsepower and net head will differ from the valúes calculated here, because we 
have neglected irreversible losses; thus, the valúes of N s , and Ns t ,vs may change slightly. 


14-103 


Solution 

We 

Analysis 

We 


, \i/2 


N* = 


co 


(bhp) 


p m (gff) 


are to calcúlate the specific speed of a turbine, and compare it to the normal range. 
first calcúlate the nondimensional form of N St , 


(18.85 rad/s 

)(2.46xl0 8 

w’ 

1/2 

f 

(998.0 kg/m 3 ) 1 

9.81 m/s 2 ) 

(73.8 m) 

-|5/4 

1 


2.49 


From Fig. 14-108, this is much higher than the typical Francis turbine - the designers should consider a Kaplan turbine 
instead. From the conversión given in the text, N SttV s = 2.49 x 43.46 = 108. Alternatively, we can use the original 
dimensional data to calcúlate A^/.us» 


N', 


(«, rpm)(M/>, hp)' ‘ (180 rpm)(3.29xl0 5 hp) 


(//, ft) 5 


= 108 


73.8 m 


ft 


0.3048 m 


Note that the actual valúes of brake horsepower and net head will differ from the valúes calculated here, because we have 
neglected irreversible losses; thus, the valúes of Ns¡ and may change slightly. 


Discussion We calculated the dimensional pump specific speed two ways as a check of our algebra, and the results 
agree. 
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14-104 

Solution 

Properties 

Analysis 


Chapter 14 Turbomachinery 

We are to determine a turbine’s efficiency and what kind of turbine is being tested. 

The density of water at T= 20°C is 998.0 kg/m 3 . 

The turbine’s efficiency is calculated first. 


^/turbine 


bhp 


450 W 


f 3600 s') 

( kg • m 2 

pgHV 

998.0 kg/m 3 ) 

(9.81 m/s 2 ) 

(15.0 m) 

(17.0 m 3 /hr) 

l hr J 

l W-s 3 J 


= 64.9% 


After converting 1500 rpm to 157.1 rad/s, we calcúlate the nondimensional form of turbine specific speed, 

co(bhp) 1 ' 1 _ (157.1 rad/s)(450 W)‘ /2 


N* = 


(, 2V /2 

kg-m 


P U2 {g H ) (998.0 kg/m 3 )' 2 [(9.81 m/s 2 )(l5.0 m)] 


W-s 3 


= 0.206 


which we convert to customary US units, A/s, jUS = 0.206 x 43.46 = 8.94. This is most likely an impulse turbine (e.g., a 
Pelton wheel turbine). 


Discussion We could instead have used the dimensional units to directly calcúlate the turbine specific speed in 
customary US units. The result would be the same. 


14-105 

Solution 


We are to scale up the model turbine tests to the prototype turbine. 


Assumptiom 1 The prototype and model are geometrically similar. 2 The tests are conducted under conditions of 
dynamic similarity. 3 The water is at the same temperature for both the model and the prototype (20°C). 

Properties The density of water at T= 20°C is 998.0 kg/m 3 . 

Analysis We use the turbine scaling laws, starting with the head coefficient, and letting the model be turbine A and 

the prototype be turbine B, 


r = 


sHa 


gH B 


D, H, 


<° a D a 


®B 


= C„,b -> = ® B = (l500rpm)- 


1 50 m 


d b \h a 


5 V 15.0 m 


= 548 rpm 


We then use the capacity coefficient to calcúlate the volume flow rate of the prototype, 


r = 

a 


V. 




(° a D a 


co b D b 


- = r 

3 ^Q, B 


-> y = y 

^ V B "A 

a>. 


r D, v 


V^a; 




V B =(l7.0m 3 /hr) 


548 rpm f 5 \ 3 

■ - = 776 m /hr 


1500 rpm y 1 


Finally, we use the power coefficient to calcúlate the brake horsepower of the prototype, 

\5 


. bhp A 

PA „ 3 n 5 

®A d a 


bhp B 

<D b 


= C„ B bhp B = bhp A 


f \ 

Ú^B 

3 

f D ^ 

UaJ 


a^A y 


-» 


V B =(450 W) 


f 548 rpm V 

Tí 

^ 1500 rpm J 

vU 


- =68,500 W 


Discussion All results are given to 3 significant digits, but we kept several extra digits in the intermedíate calculations 
to reduce round-off errors. 
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Chapter 14 Turbomachinery 


14-106 

Solution We are to compare the model and prototype efficiency and turbine specific speed to prove that they opérate 
at homologous points. 


Properties The density of water at T= 20°C is 998.0 kg/nf. 


Analysis The model turbine’s efficiency was calculated in Problem 14-104 as 64.9%. We calcúlate the prototype 
turbine’s efficiency as 


^7 turbine 


bhp 


68,500 W 


f 3600 sY 

" kg•m 2 ' 

pgHV 

998.0 kg/m 3 ) 

(9.81 m/s 2 ) 

(50 m) 

(776 m 3 /hr) 

l hr J 

l W-s 3 J 


The efficiency of the prototype is the same as that of the model. Similarly, the turbine specific speed of the model turbine 
was calculated previously as 0.206. After converting 548 rpm to 57.36 rad/s, we calcúlate the nondimensional form of 
turbine specific speed for the prototype turbine, 


N „ 


ot)(bhp) 112 

(57.36 rad/s)(68,500 W) 1/2 


" kg • m 2 ' 

p" 2 {gH ) 5/4 

998.0 kg/m 3 )'” [ 

(9.81 m/s 2 

(50 m) 

n5/4 

l W-s 3 J 


Which is also the same as the previous calculation. Comparing to the results of Problem 14-104, we see that both //turbine and 
N st match between the model and the prototype. Thus, the model and the prototype opérate at homologous points. 


Discussion Other nondimensional turbine parameters, like head coefficient, capacity coefficient, and power coefficient 
also match between model and prototype. We could instead have used dimensional units to calcúlate the turbine specific 
speed in customary US units. 


14-107 

Solution We are to estímate the actual efficiency of the prototype, and explain why it is higher than the model 
efficiency. 


Analysis 


We apply the Moody efficiency correction equation. 


b turbine, p 


( n Y /5 í \ 

1 - (1 - turbine, nrode, ) = H 1 ~ 0 - 649 ) } ) 

y prototype y Y J 


74.6% 


This represents an increase of 74.6 - 64.9 = 9.7%. However, as mentioned in the text, we expect only about 2/3 of this 
increase, or 2(9.7%)/3 = 6.5%. Thus, our best estímate of the actual efficiency of the prototype is 

^/turbine, prototype ~ 649 + 65 = 71 ‘ 4% 


There are several reasons for this increase in efficiency: The prototype turbine often operates at high Reynolds numbers that 
are not achievable in the laboratory. We know from the Moody chart that friction factor decreases with Re, as does 
boundary layer thickness. Henee, the influence of viscous boundary layers is less significant as turbine size increases, since 
the boundary layers occupy a less significant percentage of the flow path through the runner. In addition, the relative 
roughness (s/D) on the surfaces of the prototype runner blades may be significantly smaller than that on the model turbine 
unless the model surfaces are micropolished. Finally, large full scale turbines have smaller tip clearances relative to blade 
diameter; therefore tip losses and leakage are less significant. 


Discussion The increase in efficiency between the model and prototype is significant, and helps us to understand why 
very large hydroturbines can be extremely efficient devices. 
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Chapter 14 Turbomachinery 


14-108 

Solution We are to design a new hydroturbine by scaling up an existing hydroturbine. Specifically we are to calcúlate 
the new turbine diameter, volume flow rate, and brake horsepower. 

Assumptions 1 The new turbine is geometrically similar to the existing turbine. 2 Reynolds number effects and roughness 
effects are negligible. 3 The new penstock is also geometrically similar to the existing penstock so that the flow entering the 
new turbine (velocity profde, turbulence intensity, etc.) is similar to that of the existing turbine. 

Properties The density of water at 20°C is p= 998.0 kg/nr’. 


Analysis Since the new turbine (B) is dynamically similar to the existing turbine (A), we are concerned with only one 
particular homologous operating point of both turbines, namely the best efficiency point. We solve Eq. 14-3 8b forí) B , 


D b 



(1.50 m) 


1 110 m 

(150 rpm 3 

90.0 m 

^120 rpm J 


= 2.0729 £ 2.07 m 


We then solve Eq. 14-3 8a for Tg. 


f ■ \ 


V =V 

''b v a 


f D, ^ 


V^A7 


= (l62 m 3 /s) 


120 rpm |[ 2.0729 m 


150 rpm Jy 1.50 m 


= 342.027—^342 — 
s s 


Finally, we solve Eq. 14-38c for bhp B , 
bhp B = bhp A 


f \ 

/ • Y 

3 

( r. \ 

5 

Pb 

«B 


D b 

= 132 MW 

l Aa J 

UaJ 


l-^A j 



998.0 kg/m 
998.0 kg/m 3 


3 V 


120 rpm j ( 2.0729 m 


150 rpm J y 1.50 m 


= 340.62 MW = 341MW 


Discussion To avoid round-off errors, we save several more significant digits forZ) B than are given in the final answer. 
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14-109 

Solution 

Analysis 


Chapter 14 Turbomachinery 

We are to compare the efficiency of two similar turbines, and discuss the Moody efficiency correction. 

We calcúlate the turbine efficiency for both turbines, 


^7turbine A 


^/turbine B 


o 

> 

1 

132xl0 6 W 


" kg•m 2 ' 

Pa8 H aK 

(998.0 kg/m 3 )(9.81 m/s 2 )(90 m) 

(l62 m 3 /s) 

l W-s 3 J 

bhp B 

340.62xl0 6 W 



kg-m 


= 92.5% 


p B gH B V B (998.0 kg/m 3 )(9.81 m/s 2 )(ll0 m)(342.027 m 3 /s) 


2 A 


v W-s 3 , 


= 92.5% 


As expected, the two efficiencies are the same, since we have assumed dynamic similarity. However, total dynamic 
similarity may not actually be achieved between the two turbines because of scale effects (larger turbines generally have 
higher efficiency). The diameter of the new turbine is about 38% greater than that of the existing turbine, so the increase in 
efficiency due to turbine size should not be very significant. We verify this by using the Moody efficiency correction 
equation, considering turbine A as the “model” and B as the “prototype”, 


Efficiency correction : 


^/turbine, B ^ (l ^/turbine, A ) 


Oa 

v-^b y 


= 1-(1 -0.925) 


1.50 m 
2.07 m 


= 0.930 


or 93.0%. So, the first-order correction yields a predicted efficiency for the larger turbine that is about half of a percent 
greater than the smaller turbine. However, as mentioned in the text, we expect only about 2/3 of this increase, or 2(0.5%)/3 
= 0.3%. Thus, our best estímate of the actual efficiency of the prototype is // turblne B « 92.5 + 0.3 = 92.8% . 

Thus, our best estímate indicates that the new larger turbine will be slightly more efficient than its smaller brother, but the 
increase is only about 0.3%. 

Discussioit If the flow entering the new turbine from the penstock were not similar to that of the existing turbine (e.g., 
velocity profile and turbulence intensity), we could not expect exact dynamic similarity. 


14-110 

Solution The turbine specific speed of two dynamically similar turbines is to be compared, and the most likely type 
of turbine is to be determined. 

Properties The density of water at T= 20°C is p= 998.0 kg/m 3 . 

Analysis We calcúlate the dimensionless turbine specific speed for turbines A and B, 


N». a=- 


N», B=- 


co A (blip A )' 


® B ( bhp B )' 


(15.71 rad/s)(l32xl0 6 

w' 

1/2 

[kg-m 2 ^ 

(998.0 kg/m 3 )' 2 [(9.81 m/s 2 ) 

(12.57 rad/s)(341x!0 6 

(90.0 m) 

\ ,/2 

w) 

—15 / 4 

[w-s 3 J 

'kg-m 2 Y 

(998.0 kg/m 3 )‘ /2 [ 

(9.81 m/s 2 ) 

(110 m) 

5/4 

W-s 3 J 


= 1.19 


= 1.19 


We see that the turbine specific speed of the two turbines is the same. In customary US units, 

JW = ^.us,B = 43.46 A Sí = (43.46) (l. 19) = 51.6 
From Fig. 14-108, both of these turbines are most likely Francis turbines. 


Discussioit Since turbine A and turbine B opérate at homologous points, it is no surprise that their turbine specific 
speeds are the same. In fact, if they weren’t the same, it would be a sure sign of an algebraic or calculation error. 
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Chapter 14 Turbomachinery 


Review Problems 


14-111C 

Solution 

(a) True : As the gears turn, they direct a closed volume of fluid from the inlet to the outlet of the gear pump. 

(h) True or False: Rotary pumps can be either positive displacement or dynamic (an unfortunate use of terminology). As a 
positive-displacement pump, the rotors direct a closed volume of fluid from the inlet to the outlet of the rotary pump. 
As a dynamic pump, “rotary pump” is sometimes used in place of the more correct temí, “rotodynamic pump”. 

(c) True: At a given rotational speed, the volume flow rate of a positive-displacement pump is fairly constant regardless of 
load because of the fixed closed volume. 

( d) False : Actually, the net head increases with fluid viscosity, because high viscosity fluids cannot penétrate the gaps as 
easily. 


14-112C 

Solution We are to discuss a water meter from the point of view of a piping system. 

Analysis Although a water meter is a type of turbine, when analyzing pipe flow Systems, we would think of the water 

meter as a type of minor loss in the system, just as a valve, elbow, etc. would be a minor loss, since there is a pressure 
drop associated with flow through the water meter. 

Discussioit In fact, manufacturers of water meters provide minor loss coefficients for their products. 


14-113C 

Solution We are to discuss the purpose of pump and turbine specific speeds. 

Analysis Pump specific speed is used to characterize the operation of a pump at its optimum conditions (best 

efficiency point), and is useful for preliminary pump selection. Likewise, turbine specific speed is used to characterize the 
operation of a turbine at its optimum conditions (best efficiency point), and is useful for preliminary turbine selection. 

Discussion Pump specific speed and turbine specific speed are parameters that can be calculated quickly. Based on the 
valué obtained, one can quickly select the type of pump or turbine that is most appropriate for the given application. 


14-114C 

Solution We are to discuss the definition and usefulness of a pump-turbine. 

Analysis A pump-turbine is a turbomachine that can run both as a pump and as a turbine (by running in the 

opposite direction). A pump-turbine is used by some power plants for energy storage; specifically, water is pumped by the 
pump-turbine during periods of low demand for power, and electricity is generated by the pump-turbine during periods of 
high demand for power. 

Discussion We note that energy is “lost” both ways - when the pump-turbine is acting as a pump, and when it is acting 
as a turbine. Nevertheless, the energy storage scheme may still be cost-effective and profitable, in spite of the energy losses, 
because it may enable a power company to delay construction of costly new power-production facilities. 
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14-115 

Solution 

turbines. 


Chapter 14 Turbomachinery 


We are to prove a relationship between two dynamically similar pumps, and discuss its application to 


Assumpiions 1 The two pumps are geometrically similar. 2 Reynolds number and roughness effects are not critical in the 
analysis (the two pumps are not grossly different from each other in size, capacity, etc.). 


Analysis Since the two pumps are dynamically similar, dimensionless pump parameter C H must be the same for both 
pumps, 



gH A _ r gH g 

2 n 2 ^H,B 2 r-» 



A 


B 


Similarly, dimensionless pump parameter Cq must be the same for both pumps, 



Combining the above two equations yields 



which reduces to 



\KYjl 

V A 



Thus, we have eliminated the angular velocity as a parameter, and the relationship is proven. 

Since turbines follow the same affinity laws as pumps, the relationship also applies to two dynamically similar 
turbines. 

Discussioit In like manner, we can elimínate other parameters through algebraic manipulations to scale a pump or 
turbine up or down. 
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14-116 

Solution 

pumps. 


Chapter 14 Turbomachinery 


We are to prove a relationship between two dynamically similar turbines, and discuss its application to 


Assumptions 1 The two turbines are geometrically similar. 2 Reynolds number and roughness effects are not critical in 
the analysis (the two turbines are not grossly different from each other in size, capacity, etc.). 


Analysis Since the two turbines are dynamically similar, dimensionless turbine parameter C H must be the same for 
both turbines, 


r 

^H, A 


gH A 


®A ¿V 


= c 

^H,B 


gH B 

co b 2 D b 2 


—> 


a P B 

®B V 


Similarly, dimensionless turbine parameter C¡> must be the same for both turbines, 


bhp A _ bhp B 

( D ' 

5 

( ^ 

3 

Pa bh P B 

PaVaDa e ' B 

- ^A , 


y 

Pb bh PA 


Combining the above two equations yields 


CQ 

Q | 

5 

(HS 

3/2 

( D ^ 

3 

Pa bh P B 

/ 




- ^A , 

Pb bh P A 


which reduces to 


cal 

Q | 

2 

( h a ) 

A^A , 


UbJ 


Pa bh P B 

Pb bhp A 


(h a ) 

3/4 

f \ 

Pa 

1/2 

' bhp B " 

UbJ 


K PB y 


{bhp A J 


Thus, we have eliminated the angular velocity as a parameter, and the relationship is proven. 

Since pumps follow the same affinity laws as turbines, the relationship also applies to two dynamically similar 

pumps. 


Discussion In like manner, we can elimínate other parameters through algebraic manipulations to scale a pump or 
turbine up or down. 
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Chapter 14 Turbomachinery 


Design and Essay Problems 


14-117 [Also solved using EES ott enclosed D VD] 

Solution We are to generate a Computer application that uses the affmity laws to design a new pump that is 
dynamically similar to an existing pump. 

Assumptions 1 The two pumps are geometrically similar. 2 Reynolds number and roughness effects are not critical in the 
analysis (the two pumps are not grossly different from each other in size, capacity, etc.). 


Analysis 

bhp A = 


First, we calcúlate the brake horsepower for pump A, 


p A V A gH A (998.0 kg/m 3 ) 

(0.00040 m 3 /s) 

(9.81 m/s 2 ) 

(1.20 m) 

r w-s 3 ] 

pump, A 

0.81 



( kg • m 2 J 


= 5.80 W 


We use the affmity laws to calcúlate the new pump parameters. Using the given data, we first calcúlate the new pump 
diameter, 




= D„ 



1/4 


UbJ 


[vj 



f , x 1/2 

2400 cm 3 /s 
400 cm 3 /s , 


8.80 cm 


Knowing Z) B , we calcúlate the rotation rate of the new pump, 


«B = «A 


D, 


H 4 


B V iJ Ay 


' 8.80 cm V : 


Knowing D B and co b, we now calcúlate the required shaft power, 


bhp B = bhp A 


Pb_ 

(D \ 

5 

( \ 

Pa 

v^A y 


y 


(5.80 W) 


1226 kg/m 3 f 

998.0 kg/m 3 1 


8.80 cm V 

5.0 cm J 


^ 1898 rpm Y 
^1725 rpm J 


= 160 W 


Our answers agree with those given. Now we are confident that we can apply our Computer program to other design 
problems of similar nature, as in the next problem. 


Discussion To avoid round-off errors in the calculations, we saved several more significant digits for D B than are 
reported here. 
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Chapter 14 Turbomachinery 


14-118 

Solution We are to use a Computer code and the affinity laws to design a new pump that is dynamically similar to an 
existing pump. 



Assumptions 1 The two pumps are geometrically similar. 2 Reynolds number and roughness effects are not critical in the 
analysis (the two pumps are not grossly different from each other in size, capacity, etc.). 3 Both pumps opérate at their 


BEP. 


Analysis Using our Computer code, D n = 12.8 cm, ñ B = 1924 rpm, and bhp H = 235 W. We calcúlate pump specific 
speed for the new pump. 


Pump B : 


coV' 12 

= w y4 


(1924 rpm) 

2n rad/s 

(0.00367 m 3 /s )‘ 2 

v 60 rpm / 

( 

(9.81m/s 2 )(5.70 m) 

r 


0.597 


and we repeat the calculation for the existing pump. 


Pump A : 


Ns P = 


coV' 


(1500 rpm) 


2 n rad/s 
60 rpm 


(0.00135 m 3 /s )' 


{gH) 


((9.81 m/s 2 )(2.10 m)j 


0.597 


Our answers agree, as they must, since the two pumps are operating at homologous points. From Fig. 14-73, we can see that 
these are most likely centrifugal pumps. 


Discussion The pump performance parameters of pump B can be calculated manually to further verify our Computer 
code. 
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Chapter 14 Turbomachinery 


14-119 

Solution We are to generate a Computer application that uses the affinity laws to design a new turbine that is 
dynamically similar to an existing turbine. 

Assumptions 1 The two turbines are geometrically similar. 2 Reynolds number and roughness effects are not critical in 
the analysis (the two turbines are not grossly different from each other in size, capacity, etc.). 



Analysis We use the affinity laws to calcúlate the new turbine parameters. Using the given data, we first calcúlate the 
new turbine diameter, 


D b 



(1.40 m) 


1 95.0 m 

f 150 rpm^l 

80.0 m 

^120 rpm J 


= 1.91 m 


We then solve Eq. 14-3 8a for V B 


( ■ \ 


v b =v a 


r D, ^ 




= (l62 trf/s) 


Finally, we solve Eq. 14-38c for bhp B , 
bhp B = bhp A 


( \ 

( ■ \ 

3 

( r. \ 

5 

Pb 

«B 



= 118 MW 

V P A J 

UaJ 


v D A J 



998.0 kg/m 3 
998.0 kg/m 3 


1.91 m V 

= 328 m 3 /s 

1.40 mj 

^ 120 rpm 

Vr 1.91 m^j 

^ 150 rpm 

J y 1.40 m J 


= 283 MW 


Our answers agree with those given. Now we are confident that we can apply our Computer program to other design 
problems of similar nature. 

Discussion To avoid round-off errors in the calculations, we saved several more significant digits for D n than are 
reported here. 


14-120 

Solution We are to use a Computer program and the affinity laws to design a new turbine that is dynamically similar 
to an existing turbine. 

Assumptions 1 The two pumps are geometrically similar. 2 Reynolds number and roughness effects are not critical in the 
analysis (the two pumps are not grossly different from each other in size, capacity, etc.). 



Analysis Using our Computer code, D n = 2.04 m, V B = 815 m 3 /s, and bhp B = 577 MW. We calcúlate turbine specific 
speed for the new turbine, 


and for turbine B, 


N Si , a = 


0J A (bhp A ) 


(25.13 rad/s)(ll.4xl0 6 w)‘ 


ÍPa ) {S H . a) (998.0 kg/m 3 )’' 2 [(9.81 m/s 2 )(22.0 m)] 


' kg • m 3 A 
W-s 3 


= 3.25 


oj B (bhp B ) ]2 

(21.99 rad/s 

)(577xl0 6 

w' 

1/2 

í kg • m 2 

(PB) u2 (gH B r 

998.0 kg/m 3 )' 2 [ 

9.81 m/s 2 )(95.0 m) 

j 5 / 4 

l W-s 3 J 


Our answers agree, as they must, since the two turbines are operating at homologous points. From Fig. 14-108, we see that 
these are most likely Kaplan turbines. 

Discussion The turbine parameters of turbine B can be calculated manually to further verify our Computer code. 
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14-121 

Solution 

correction. 


Chapter 14 Turbomachinery 


We are to compare efficiencies for two geometrically similar turbines, and discuss the Moody efficiency 


Analysis 


and 


We calcúlate the turbine efficiency for both turbines, 


^/turbine A 


^/turbine E 


bhp A 

11.4xl0 6 

W 


" kg•m 2 ' 

Pa8 H a V a 

(998.0 kg/m 3 )(9.81m/s 2 ) 

(22.0 m) 

(69.5 m 3 /s) 

l W-s 3 J 

bhp B 

577x10 6 

W 




998.0 kg/m 3 )(9.8lm/s 2 )( 

95.0 m) 

(814.6 m 3 /s) 

l W-s 3 J 


= 76.2% 


= 76.2% 


where we have included an extra digit in the intermedíate valúes to avoid round-off error. As expected, the two 
efficiencies are the same, since we have assumed dynamic similarity. However, total dynamic similarity may not 
actually be achieved between the two turbines because of scale effects (larger turbines generally have higher efficiency). 
The diameter of the new turbine is more than twice that of the existing turbine, so the increase in efficiency due to turbine 
size may be significant. We account for the size increase by using the Moody efficiency correction equation, considering 
turbine A as the “model” and B as the “prototype”, 


Efficiency correction : 


= l-(l-0.762)í^ 
\D b ) y2.04 m 


= 0.800 


or 80.0%. So, the first-order correction yields a predicted efficiency for the larger turbine that is about four percent greater 
than the smaller turbine. However, as mentioned in the text, we expect only about 2/3 of this increase, or 2(0.800 - 0.762)/3 
= 0.025 or 2.5%. Thus, our best estímate of the actual efficiency of the prototype is 

^MneB *76.2 + 2.5 = 78.7% 

The higher efficiency of the new larger turbine is significant because an increase in power production of 2.5% can lead to 
significant profits for the power company. 


Discussion If the flow entering the new turbine from the penstock were not similar to that of the existing turbine (e.g., 
velocity profile and turbulence intensity), we could not expect exact dynamic similarity. 
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Chapter 15 Computational Fluid Dynamics 


Fundamentáis, Grid Generation, and Boundary Conditions 


15-1C 

Solution We are to list the unknowns and the equations for a given flow situation. 

Analysis There are only three unknowns in this problem, u, v, and P (or P'). Thus, we require three equations: 

continuity, x momentum (orx component of Navier-Stokes), and y momentum (ory component of Navier-Stokes). These 
equations, when combined with the appropriate boundary conditions, are sufficient to solve the problem. 

Discussion The actual equations to be solved by the Computer are discretized versions of the differential equations. 


15-2C 

Solution We are to define several terms or phrases and provide examples. 

Analysis 

(a) A computational domain is a región in space (either 2-D or 3-D) in which the numerical equations of fluid flow 
are solved by CFD. The computational domain is bounded by edges (2-D) or faces (3-D) on which boundary 
conditions are applied. 

( b ) A mesh is generated by dividing the computational domain into tiny cells. The numerical equations are then solved 
in each cell of the mesh. A mesh is also called a grid. 

(c) A transport equation is a differential equation representing how some property is transported through a flow 
field. The transport equations of fluid mechanics are conservation equations. For example, the continuity equation is a 
differential equation representing the transport of mass, and also conservation of mass. The Navier-Stokes equation is a 
differential equation representing the transport of linear momentum, and also conservation of linear momentum. 

(i d) Equations are said to be coupled when at least one of the variables (unknowns) appears in more than one 
equation. In other words, the equations cannot be solved alone, but must be solved simultaneously with each other. 
This is the case with fluid mechanics since each component of velocity, for example, appears in the continuity equation 
and in all three components of the Navier-Stokes equation. 

Discussion Students’ definitions should be in their own words. 


15-3C 

Solution We are to discuss the difference between nodes and intervals and analyze a given computational domain in 
terms of nodes and intervals. 

Analysis Nodes are points along an edge of a computational domain that represent the vértices of cells. In other 
words, they are the points where corners of the cells meet. Intervals, on the other hand, are short line segments between 
nodes. Intervals represent the small edges of cells themselves. In Fig. P15-3 there are 6 nodes and 5 intervals on the top 
and bottom edges. There are 5 nodes and 4 intervals on the left and right edges. 

Discussion We can extend the node and interval concept to three dimensions. 
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Chapter 15 Computational Fluid Dynamics 


15-4C 

Solution For a given computational domain with specified nodes and intervals we are to compare a structured grid 
and an unstructured grid and discuss. 

Analysis We construct the two grids in the figure: (a) structured, and (b) unstructured. 


There are 5 x 4 = 20 cells in the structured grid, and there are 36 cells in the unstructured grid. 

Discussion Depending on how individual students construct their unstructured grid, the shape, size, and number of cells 
may differ considerably. 



15-5C 

Solution We are to summarize the eight steps involved in a typical CFD analysis. 

Analysis We list the steps in the order presented in this chapter: 

1. Specify a computational domain and generate a grid. 

2. Specify boundary conditions on all edges or faces. 

3. Specify the type of fluid and its properties. 

4. Specify numerical parameters and solution algorithms. 

5. Apply initial conditions as a starting point for the iteration. 

6. Itérate towards a solution. 

7. After convergence, analyze the results (post processing). 

8. Calcúlate global and integral properties as needed. 

Discussion The order of some of the steps is interchangeable, particularly Steps 2 through 5. 


15-6C 

Solution We are to explain why the cylinder should not be centered horizontally in the computational domain. 

Analysis Flow separates over bluff bodies, generating a wake with reverse flow and eddies downstream of the 

body. There are no such problems upstream. Henee it is always wise to extend the downstream portion of the domain as far 
as necessary to avoid reverse flow problems at the outlet boundary. 

Discussion The same problems arise at the outlet of duets and pipes - sometimes we need to extend the duct to avoid 
reverse flow at the outlet boundary. 
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Chapter 15 Computational Fluid Dynamics 

15-7C 

Solution We are to discuss the significance of several Ítems with respect to iteration. 

Analysis 

(o) In a CFD solution, we typically itérate towards a solution. In order to get started, we make some initial conditions 
for all the variables (unknowns) in the problem. These initial conditions are wrong, of course, but they are necessary 
as a starting point. Then we begin the iteration process, eventually obtaining the solution. 

( b ) A residual is a measure of how much our variables differ from the “exact” solution. We construct a residual by 
putting all the terms of a transport equation on one side, so that the terms all add to zero if the solution is correct. As 
we itérate, the terms will not add up to zero, and the remainder is called the residual. As the CFD solution iterates 
ñirther, the residual should (hopefully) decrease. 

(c) Iteration is the numerical process of marching towards a final solution, beginning with initial conditions, and 
progressively correcting the solution. As the iteration proceeds, the variables converge to their final solution as the 
residuals decrease. 

( d) Once the CFD solution has converged, post processing is performed on the solution. Examples inelude plotting 
velocity and pressure fields, calculating global properties, generating other flow quantities like vorticity, etc. Post 
Processing is performed after the CFD solution has been found, and does not change the results. Post processing is 
generally not as CPU intensive as the iterative process itself. 

Discussioit We have assumed steady flow in the above discussions. 


15-8C 

Solution We are to discuss how the iteration process is made faster. 

Analysis 

(a) With multigridding, Solutions of the equations of motion are obtained on a coarse grid first, followed by 
successively finer grids. This speeds up convergence because the gross features of the flow are quickly established on 
the coarse grid, and then the iteration process on the finer grid requires less time. 

0 b ) In some CFD codes, a steady flow is treated as though it were an unsteady flow. Then, an artificial time is used to 
march the solution in time. Since the solution is steady, however, the solution approaches the steady-state solution as 
“time” marches on. In some cases, this technique yields faster convergence. 

Discussioit There are other “tricks” to speed up the iteration process, but CFD Solutions often take a long time to 

converge. 


15-9C 

Solution We are to list the boundary conditions that are applicable to a given edge, and we are to explain why other 
boundary conditions are not applicable. 

Analysis We may apply the following boundary conditions: outflow, pressure inlet, pressure outlet, symmetry (to 
be discussed), velocity inlet, and wall. The curved edge cannot be an axis because an axis must be a straight line. The edge 
cannot be a fem or interior because such edges cannot be at the outer boundary of a computational domain. Finally, the 
edge cannot be periodic since there is no other edge aiong the boundary of the computational domain that is of 
identicai shape (a periodic boundary must have a “partner”). The symmetry boundary condition merits further discussion. 
Numerically, gradients of flow variables in the direction normal to a symmetry boundary condition are set to zero, and there 
is no mathematical reason why the curved right edge of the present computational domain cannot be set as symmetry. 
However, you would be hard pressed to think of a physical situation in which a curved edge like that of Fig. P15-9 would 
be a valid symmetry boundary condition. 

Discussion Just because you can set a boundary condition and generate a CFD result does not guarantee that the result 
is physically meaningful. 
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15-10C 

Solution 


Chapter 15 Computational Fluid Dynamics 


We are to discuss the standard method to test for adequate grid resolution. 

Analysis The standard method to test for adequate grid resolution is to increase the resolution (by a factor of 2 in all 
directions if feasible) and repeat the simulation. If the results do not change appreciably, the original grid is deemed 
adequate. If, on the other hand, there are significant differences between the two Solutions, the original grid is likely of 
inadequate resolution. In such a case, an even finer grid should be tried until the grid is adequately resolved. 

Discussioit Keep in mind that if the boundary conditions are not specified properly, or if the chosen turbulence model is 
not appropriate for the flow being simulated by CFD, no amount of grid refinement is going to make the solution more 
physically correct. 


15-11C 

Solution We are to discuss the difference between a pressure inlet boundary condition and a velocity inlet boundary 
condition, and we are to explain why both pressure and velocity cannot be specified on the same boundary. 

Analysis At a pressure inlet we specify the pressure but not the velocity. At a velocity inlet we specify the 
opposite - velocity but not pressure. To specify both pressure and velocity would lead to mathematical over- 
specification, since pressure and velocity are coupled in the equations of motion. When pressure is specified at a 
pressure inlet (or outlet), the CFD code automatically adjusts the velocity at that boundary. In a similar manner, when 
velocity is specified at a velocity inlet, the CFD code adjusts the pressure at that boundary. 

Discussion Since pressure and velocity are coupled, specification of both at a boundary would lead to inconsistencies in 
the equations of motion at that boundary. 


15-12C 

Solution We are to label all the boundary conditions to be applied to a computational domain. 

Analysis The inlet is a velocity inlet. The outlet is a pressure outlet. All other edges that define the outer limits of the 

computational domain are xvalls. Finally, there are three edges that must be specified as interior. These are all labeled in the 
figure below. 



Discussion It is critical that each boundary condition be specified carefully. Otherwise the CFD solution will not be 
correct. 
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Chapter 15 Computational Fluid Dynamics 


15-13C 

Solution We are to analyze what will happen to inlet pressure and outlet velocity when a fan is turned on in the 
computational domain of the previous problem. 

Analysis Since the fan helps to push air through the channel, the inlet pressure will adjust itself so that less inlet 
pressure is required. In other words, the inlet pressure will decrease when the fan is turned on. Since the inlet velocity is 
the same in both cases, the mass flow rate (and volume ílow rate since the flow is incompressible) must remain the same 
for either case. Therefore, outlet velocity will not change. 

Discussioit It may seem at first glance that F out should increase because of the fan, but in order to conserve mass, the 
outlet velocity cannot change. The solution is constrained by the specified inlet boundary condition. In a real physical 
experiment, there is no such restriction. The fan would cause the inlet pressure to decrease, the inlet velocity to increase, 
and the outlet velocity to increase. 


15-14C 

Solution We are to list and briefly describe six boundary conditions, and we are to give an example of each. 

Analysis In the chapter we list ten, so any six of these will suffice: 

- Axis: Used in axisymmetric flows as the axis of rotation. Example: the axis of a torpedo-shaped body. 

- Fan: An internal edge (2-D) or face (3-D) across which a sudden pressure rise is specified. Example: an axial flow 
fan in a duct. 

- Interior: An internal edge (2-D) or face (3-D) across which nothing special happens - the interior boundary 
condition is used at the interface between two blocks. Example: all of the multiblock problems in this chapter, 
which require this boundary condition at the interface between any two blocks. 

- Outflow: An outlet boundary condition in which the gradient of fluid properties is zero normal to the outflow 
boundary. Outflow is typically useful far away from the object or area of interest in a flow field. Example: the far 
field of flow over a body. 

- Periodic: When the physical geometry has periodicity, the periodic boundary condition is used to specify that 
whatever passes through one face of the periodic pair must simultaneously enter the other face of the periodic pair. 
Example: in a heat exchanger where there are several rows of tubes. 

- Pressure inlet: An inflow boundary in which pressure (but not velocity) is known and specified across the face. 
Example: the high pressure settling chamber of a blow-down wind tunnel facility. 

- Pressure outlet: An outflow boundary in which pressure (but not velocity) is known and specified across the face. 
Example: the outlet of a pipe exposed to atmospheric pressure. 

- Symmetry: A face over which the gradients of all flow variables are set to zero normal to the face - the result is a 
mirror image across the symmetry plañe. Fluid cannot flow through a symmetry plañe. Example: the mid-plane of 
flow over a circular cylinder in which the lower half is a mirror image of the upper half. 

- Velocity inlet: An inflow boundary condition in which velocity (but not pressure) is known and specified across 
the face. Example: a uniform freestream inlet flow entering a computational domain from one side. 

- Wall: A boundary through which fluid cannot pass and at which the no-slip condition (or a shear stress condition) 
is applied. Example: the surface of an airfoil that is being modeled by CFD. 

Discussioit There are additional boundary conditions used in CFD calculations, but these are the only ones discussed in 

this chapter. 
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Chapter 15 Computational Fluid Dynamics 


15-15 

Solution We are to sketch a structured and an unstructured grid near the airfoil surface, and discuss advantages and 
disadvantages of each. 

Analysis In either case it is wise to cluster cells cióse to the airfoil surface since we expect that a thin boundary layer 
will exist along the surface, and we need many tiny cells within the boundary layer to adequately resolve it. Some simple, 
coarse meshes are drawn in Fig. 1. We would certainly want much higher resolution for CFD calculations. 


FIGURE 1 

A coarse structured (a) and 
unstructured (b) grid. Notice that 
the cells are clustered (more fine) 
near the surface of the airfoil since 
there is likely to be large velocity 
gradients there (in the boundary 
layer). 

The structured grid in Fig la is called a C-grid since it wraps around the airfoil like the letter “C”. The main advantage of 
the structured grid is that we can get high resolution near the surface with few cells. The main advantage of the unstructured 
grid is that it is somewhat easier to generate when the geometry is complicated (especially for highly curved surfaces). 
Furthermore, it is easier to transition between curved and straight edges with an unstructured grid. The main disadvantage 
of an unstructured grid is that more cells are required for the same spatial resolution. 

Discussion There are numerous other ways to construct a grid around this airfoil. 



15-16 

Solution We are to sketch a hybrid grid around an airfoil and explain its advantages. 

Analysis We sketch a hybrid grid in the figure. Note that the grid is 

structured near the airfoil surface, but unstructured beyond the surface. The 
advantage of a hybrid grid is that it combines the advantages of both 
structured and unstructured grids. Near surfaces we can use a structured 
grid to finely resolve the boundary layer with a mínimum number of cells, 
and away from surfaces we can use an unstructured grid so that we can 
rapidly expand the cell size. We can also more easily blend the grid into the 
edges of the computational domain with an unstructured grid. 

Discussion A structured grid is generally the best choice, but a hybrid grid is often a better option than a fully 
unstructured grid. 
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Solution We are to sketch the blocking for a structured grid, sketch a coarse grid, and label all the boundary 
conditions to be applied to the computational domain. 

Analysis First of all, we recognize that because of symmetry, we can split the domain in half vertically. We construct 
four blocks around the half-cylinder to transform from round to square, and then we add simple rectangular blocks 
upstream and downstream of the cylinder (Fig. 1). There is a total of six blocks. 

Block 3 Block 4 


FIGURE 1 

A possible blocking topology and 
coarse structured grid for a 2-D 
multiblock computational domain 



With the block structure of Fig. 1 no cells are highly skewed, and cells are clustered near the cylinder wall and the upper 
wall of the duct as desired. 

The bottom edge of the computational domain is a line of symmetry. The inlet is a velocity inlet. The outlet is a 
pressure outlet. The upper edge of the computational domain is a wall. The edges that define the cylinder are also walls. 
Finally, there are 5 edges that are specified as interior. These are all labeled in Fig. 2. 


FIGURE 2 

Boundary conditions specified on 
each edge of a 2-D multiblock 
computational domain. 



Symmetry Wall Symmetry 


Discussion There are alternative ways to set up the blocking topology. For example, at the top we may define a thin 
block (Block 7) that stretches across the entire horizontal domain so that the boundary layer on the top wall of the channel 
can be more adequately resolved (Fig. 3). 


FIGURE 3 

An alternative blocking topology 
and coarse structured grid for the 2- 
D multiblock computational 
domain. A seventh block is added 
at the top for better boundary layer 
resolution near the top píate. 
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Solution We are to sketch the blocking for a structured grid, sketch a coarse grid, and label all the boundary 
conditions to be applied to the computational domain. 

Analysis First of all, we recognize that because of symmetry, we can split the domain in half vertically. We construct 
four blocks inside the half-circle, and then we add blocks with one curved edge and three straight edges upstream and 
downstream of the cylinder (Fig. 1). 


FIGURE 1 

The blocking and coarse structured 
grid for a 2-D multiblock 

computational domain. Block 5 Symmetry line 

The setup of Fig. 1 contains six blocks. With this block structure, no cells are highly skewed, and cells are clustered near 
upper wall of the duct as desired. Cells are also clustered at the junctions between Blocks 1 and 2 and Blocks 4 and 6, 
where flow separation may occur. 

The bottom edge of the computational domain is a line of symmetry. The inlet is a velocity inlet. The outlet is a 
pressure outlet. The upper edge of the computational domain is a wall. The edges that define the cylinder are also walls. 
Finally, there are 5 edges that are specified as interior. These are all labeled in Fig. 2. 



FIGURE 2 

Boundary conditions specified on 
each edge of a 2-D multiblock 
computational domain. 



Discussion There are of course, alternative ways to set up the blocking topology. 
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15-19 

Solution We are to modify an existing grid so that all blocks are elementary blocks. Then we are to verify that the 
total number of cells does not change. 


Analysis The right edge of Block 2 of Fig. 15-1 Ib is split twice to accommodate Block 1. We therefore split Block 2 
into three sepárate elementary blocks. Unfortunately, this process ends up splitting Block 6 twice, which in turn splits 
Block 4 twice. We end up with 12 elementary blocks as shown in Fig. 1. 


FIGURE 1 

The blocking and coarse stmctured grid 
for a 2-D multiblock computational 
domain. Only elementary blocks are used 
in this grid. 


Block 11 (8x8) 


Block 10 (8x4) 


Block 5 
(5x4) 


Block 6 
(5x8) 

Block 7 
(5x4) 


Block 12 (8x4) 



Block 4 (5x8) 

Block 3 (5x4) 
/Block2 (5x8) 


Block 1 (12x8) 
Block 9x (5x4) 


Block 8 (5x8) 


We add up all the cells in these 12 blocks - we get a total of 464 cells. This agrees with the total of 464 cells for the original 
6 blocks in the domain. 


Discussion Sometimes it is easier to create a grid with elementary blocks, even if the CFD code can accept blocks with 
split edges or faces. 


15-20 

Solution We are to modify an existing grid into a smaller number of non- elementary blocks, and we are to verify 
that the total number of cells does not change. 


Analysis We combine Blocks 2, 3, 4, and 5 of Fig. 15- 10b. Together, these produce one stmctured grid that wraps 
around the square in the middle - there are still 5 i intervals, but now there are 48 j intervals. We end up with 3 non- 
elementary blocks, as shown in Fig. 1. 


FIGURE 1 

The blocking and coarse stmctured grid for 
a 2-D multiblock computational domain. 
Only elementary blocks are used in this grid. 



We add up all the cells in these 12 blocks - we get a total of 464 cells. This agrees with the total of 464 cells for the original 
6 blocks in the domain. 

Discussion Block 2 in Fig. 1 is called an O-grid (for obvious reasons). 
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15-21 

Solution We are to generate a computational domain and label all appropriate boundary conditions for one stage of a 
new heat exchanger design. 


Analysis We take advantage of the periodicity of the geometry. There are several ways to create a periodic grid for 
this flow. The simplest computational domain consists of a single flow passage between two neighboring tubes. We can 
make the periodic edge intercept anywhere on the front portion of the tube that we desire. We choose the lower surface for 
convenience and simplicity. The periodic computational domain is sketched in Fig. 1. 

Boundary conditions are also straightforward, and are labeled in Fig. 1. For a known inlet velocity we set the 
boundary condition at the left edge as a velocity inlet. The tube walls are obviously set as walls. The outlet can be set as 
either a pressure outlet or an outllow, depending on the provided information and how far the outlet región extends 
beyond the tubes. Finally, we set two pairs of translationally periodic boundaries, one fore and one aft of the tubes. We 
label them separately to avoid confusión. 


FIGURE 1 

A periodic computational domain for a 
given geometry. Boundary conditions are 
also labeled. 



Pressure 
outlet or 
outflow 


FIGURE 2 

An alternative periodic computational 
domain for a given geometry. Boundary 
conditions are also labeled. 



Pressure 
outlet or 
outflow 


Discussion The fore and aft periodic edges are not horizontal in Fig. 1. This is not a problem since the periodic 
boundary condition is not restricted to horizontal or even to fíat surfaces. An alternative, equally acceptable computational 
domain is shown in Fig. 2. 
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Solution 

domain. 


Chapter 15 Computational Fluid Dynamics 


We are to sketch a structiired multiblock grid with four-sided elementary blocks for a given computational 


Analysis We choose the computational domain of Fig. 1 of the previous problem. Since all edges are straight, the 
blocking scheme can be rather simple. We sketch the blocking topology and apply a coarse mesh in Fig. 1 for the case in 
which the CFD code does not require the node distribution to be exactly the same on periodic pairs. 


FIGURE 1 

The blocking topology and a coarse 
structured grid for a periodic computational 
domain. This blocking topology applies to 
CFD codes that allow a block’s edges to be 
split for application of boundary conditions, 
and do not require periodic edge pairs to 
have identical node distributions. 



Unfortunately, many CFD codes require that the node distribution on periodic pairs of edges be identical (the two edges of 
a periodic pair are “linked” in the grid generation process). In such a case, the grid of Fig. 1 would not be acceptable. 
Furthermore, although the edges of the blocks of Fig. 1 are not split with respect to adjacent blocks, the top edges of Block 
1 and Block 3 are split with respect to the boundary conditions (part of the edge is periodic and part is a wall). Thus these 
blocks are not really elementary blocks after all. We construct a more elabórate blocking topology in Fig. 2 to correct these 
problems. The node distribution on the edges of each periodic pair are identical, at the expense of more complexity (7 
instead of 5 blocks) and more cell skewness. 


FIGURE 2 

The blocking topology and a coarse 
structured grid for a periodic computational 
domain. This blocking topology applies to 
CFD codes that require elementary blocks 
and require periodic edge pairs to have 
identical node distributions. 



Discussion Some of the cells have modérate skewness with the blocking topology of Fig. 2, especially near the corners 
of Block 2 and Block 7 and throughout Block 5. A more complicated topology can be devised to reduce the amount of 
skewness. 
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Solution We are to discuss why there is reverse ílow in this CFD calculation, and then we are to explain what can be 
done to correct the problem. 

Analysis Reverse flow at an outlet is usually an indication that the computational domain is not large enough. 

In this case the rectangular heat exchanger tubes are inclined at 35°, and the flow will most certainly sepárate, leaving large 
recirculating eddies in the wakes. Anita should extend the computational domain in the horizontal direction 
downstream so that the eddies have a chance to “cióse” and the flow has a chance to re-develop into a flow without any 
reverse flow. 

Discussioit In most commercial CFD codes a warning will pop up on the Computer monitor whenever there is reverse 
flow at an outlet. This is usually an indication that the computational domain should be enlarged. 


15-24 

Solution We are to generate a computational domain and label all appropriate boundary conditions for two stages of 
a heat exchanger. 

Analysis We look for the smallest computational domain that takes advantage of the periodicity of the geometry. 
There are several ways to create a periodic grid for this flow. The simplest computational domain consists of a single flow 
passage between two neighboring tubes. We can make the periodic edge intercept anywhere on the fore and aft portions of 
the heat exchanger that we desire. We choose the periodic computational domain sketched in Fig. 1. 

Boundary conditions are also straightforward, and are labeled in Fig. 1. For a known inlet velocity we set the 
boundary condition at the left edge as a velocity inlet. The tube walls are obviously set as walls. The outlet can be set as 
either a pressure outlet or an outflow, depending on the provided information and how far the outlet región extends 
beyond the tubes. Finally, we set three pairs of translationally periodic boundaries, one fore, one mid, and one aft of the 
tubes. We label them sepárately to avoid confusión. 


FIGURE 1 

A periodic computational domain 
for a given geometry. Boundary 
conditions are also labeled. 


Velocity 

inlet 



Pressure 
outlet or 
outflow 



Discussion Many other equally acceptable computational domains are possible. 
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Solution 

domain. 


Chapter 15 Computational Fluid Dynamics 


We are to sketch a structiired multiblock grid with four-sided elementary blocks for a given computational 


Analysis We choose the computational domain of Fig. 1 of the previous problem. We sketch one possible elementary 
blocking topology in Fig. 1 for the case in which the CFD code requires the node distribution to be exactly the same on 
periodic pairs. We also assume that we cannot split one periodic edge and not its partner. The blocks are numbered. This 
topology has 16 elementary blocks. 


FIGURE 1 

The elementary blocking topology for a 
periodic computational domain. This 
blocking topology applies to CFD codes that 
do not allow a block’s edges to be split for 
application of boundary conditions, and 
requires periodic edge pairs to have identical 
node distributions. 



Note that with this blocking topology we had to split the periodic “mid” boundary pair into two edges (the tops of blocks 6 
and 7 and the bottoms of blocks 9 and 10). As long as both pairs of each segment are the same size and have the same 
number of nodes, this is not a problem. In the CFD code we would have to ñame each periodic pair separately, however. 
The block numbers are labeled. Notice that most of the blocks are nearly rectangular such that none of the computational 
cells would have to be highly skewed. 

Discussion This seems like a rather complicated blocking topology. It would require a bit of work to generate the grid. 
However, the time spent on developing a good grid is usually well worth the effort. By reducing the amount of cell 
skewness, we are able to speed up the CFD calculations and obtain more accurate results. This kind of topology also 
enables us to cluster cells near walls and wakes as needed. 
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FlowLab Problems 
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Solution We are to generate CFD Solutions for external flow over a 2-D block. Specifically, we are to compare drag 
coefficient for various valúes oíR/D (the extent of the outer boundary of the computational domain). In addition, we are to 

compare the calculated valué of C D with experiment. _. _ ^ 

TABLE 1 


Assumptions 1 The flow is two-dimensional and incompressible. 2 The 
tlow is symmetric about the x axis. 3 The flow is turbulent, but steady in the 
mean. 


Drag coefficient as a function of the 
normalized extent of the 
computational domain for turbulent 
flow over a rectangular block. 


Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 
kg/m-s. 

Analysis 

(o) The Reynolds number is 

n yn f1.225 kg/nf’)(2.0 m/s)(0.10 m) 

Re = —-= ^---- = 1.37*10 4 

p 1.7894x10 kg/m-s 


R/D 

c D 

5 

1.81927 

10 

1.50662 

20 

1.41076 

50 

1.36723 

100 

1.35282 

200 

1.34671 

500 

1.34408 


Experimental data indícate that the drag coefficient for this body is C D « 1.9 
at Reynolds numbers greater than 10 4 (see Chap. 11). 


(¿>) The CFD code is run for eight valúes of R, all else being equal. C D is tabulated as a function of R/D in Table 1, and 


plotted in Fig. 2. As the extent of the computational domain grows in size, 
off to three significant digits of precisión by R/D ~ 200. Thus, a 
computational domain extent of R/D « 100 is sufficient to achieve 
independence of C D . We report a final valué of C D = 1.34. 

(c) There are several possible reasons for the discrepancy between the 
calculated valué of Cd (1-34) and the experimentally obtained valué of 
Cd (about 1.9). First of all, the actual flow is most likely unsteady, with 
vórtices being shed into the wake, whereas we are simulating a steady 
flow. In addition, the unsteady shedding of vórtices renders the flow no 
longer symmetric about the x axis, whereas we are forcing our flow to be 
symmetric. Furthermore, the grid resolution may not be adequate to 
achieve grid independence (this is checked in the following problem). 
Finally (and most importantly), we are using a turbulence model to 
simúlate this flow field. The CFD solution we obtain is only as good as 
the degree to which the turbulence model correctly models the physics of 
the turbulence. As discussed in the text, no turbulence model is 
universally valid for all types of turbulent flows. Discrepancies between 
experiment and CFD will always exist regardless of how fine the grid or 
how large the extent of the computational domain. 

(d) Streamlines near the body are plotted for R/D = 5 and 500 in Fig. 2. 
We notice that the streamlines for the R/D = 5 case are more tight around 
the body compared to those for R/D = 500. This is most likely due to 
interference from the outer edges of the computational domain, which 
are too cióse for the R/D = 5 case. 


the drag coefficient decreases steadily, but levels 



R/D 

FIGURE 1 

Drag coefficient plotted as a function of the 
normalized extent of the computational 
domain for turbulent flow over a rectangular 
block. 
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Chapter 15 Computational Fluid Dynamics 


FIGURE 2 

Streamlines for steady, 
incompressible, two-dimensional, 
turbulent flow over a rectangular 
block at R/D = (a) 5, (b) 500. Only 
the upper half of the flow is 
simulated 









Block 



Block 



(a) R/D = 5 

(b) R/D = 500 


Discussion Newer versions of FlowLab may give slightly different results. It is perhaps surprising how far away the 
edges of the computational domain must be in order for them not to influence the flow field around the body. No attempt 
was made here to optimize the grid, and although the comparison between various grid extents is valid, the solution itself 
may not be grid independent; the actual valué of drag coefficient may not be correct due to lack of grid resolution. Grid 
independence is analyzed in the next problem. 


15-27 

Solution We are to test for grid independence by running various valúes of grid resolution, and we are to examine the 
effect of grid resolution on drag coefficient. 

Assumptions 1 The flow is two-dimensional and incompressible. 2 1 
turbulent, but steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and ju= 1.7894 x 
10" 5 kg/m-s. 

Analysis We run the CFD code for several grid resolutions, and 
we list drag coefficient as a function of total number of computational 
cells in Table 1. Although some discrepancies exist in the third or 
fourth digit, the drag coefficient levels off to three significant digits of 
precisión by the sixth row of the table. Further grid refinement may be 
necessary. We report a final valué of C t) = 1.33 (to three significant 
digits of precisión for comparison with experimental results). This 
result differs from the experimentally obtained valué of C D = 1.9 by 
about 30%. We have achieved grid independence to three digits, and 
thereby elimínate lack of grid resolution as a source of the discrepancy. The other reasons for the discrepancy between CFD 
and experiment remain, regardless of how fine the grid. Namely, nonuniversality of the turbulence model, unsteadiness, and 
nonsymmetry. 

Discussion Newer versions of FlowLab may give slightly different results. This exercise illustrates that grid refinement 
does not necessarily lead to improved CFD predictions. 


flow is symmetric about the x axis. 3 The flow is 

TABLE 1 

Drag coefficient as a function of number of 
cells in the computational domain for 
turbulent flow over a rectangular block. 


Number of cells 

Cd 

3120 

1.45505 

10400 

1.35249 

12480 

1.34893 

18720 

1.33839 

23920 

1.33595 

26000 

1.33379 
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Solution We are to repeat the CFD calculation of drag coefficient around a rectangular block for two other fluids - 
water and kerosene, and we are to compare our results to those obtained using air as the fluid. 


TABLE1 

Drag coefficient as a function of fluid 
type for the case of turbulent flow over 
a rectangular block. In all cases, the 
Reynolds number is the same. 


Assumptions 1 The flow is two-dimensional and incompressible. 2 The 
flow is symmetric about the x axis. 3 The flow is turbulent, but steady in the 
mean. 

Properties The density and viscosity of the default air are p = 1.225 
kg/nr’ and // = 1.7894 x I () ' kg/m-s. The density and viscosity of liquid 
water at T = 15°C are 998.2 kg/m 3 and 1.003 x 10" 3 kg/m-s. The density and 
viscosity of kerosene at T = 15°C are 780.0 kg/m 3 and 2.40 x 10' 3 kg/m-s. 

Analysis A comparison of the CFD calculations for all three fluids is 
given in Table 1. The drag coefficient is identical to about five digits of 
precisión. We conclude that for incompressible flow without free surface 

effects, the Reynolds number is the critical parameter; the type of fluid is irrelevant provided that the Reynolds number 
is the same. This reinforces what we learned about dimensional analysis in Chap. 7. 


Fluid 

Re 

c D 

Air 

1.37 x 10 4 

1.34344 

Water 

1.37 x 10 4 

1.34343 

Kerosene 

1.37 x 10 4 

1.34343 


Discussion Newer versions of FlowLab may give slightly different results. Some incompressible CFD codes work with 
normalized variables from the start, requiring input of a Reynolds number instead of dimensional quantities such as 
velocity, density, and viscosity. 
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Solution We are to generate CFD Solutions for drag coefficient as a function of Reynolds number and compare and 
discuss. 

Assumptions 1 The flow is two-dimensional and incompressible. 2 The 
flow is symmetric about the x axis. 3 The flow is turbulent, but steady in 
the mean. 

Properties The fluid is air with p= 1.225 kg/m 3 and ¡u= 1.7894 x 10" 5 
kg/m-s. 

Analysis We compare six cases in Table 1. We see that C D levels 
off to a valué of 1.43 to three digits of precisión for Re greater than about 
5 x 10 5 . Thus, we have achieved Reynolds number independence, 
although the required Reynolds number is somewhat larger than that 
required experimentally. 

The last two cases are peculiar in that the Mach numbers are well 
beyond the incompressible limit (around 0.3) since the speed of sound in 
air at room temperature is around 340 m/s. Flowever, even though these flows are unphysical, the CFD code is run as 
incompressible, and is not “aware” of this problem since the speed of sound is treated as infinite in an incompressible flow 
solver. The comparison with Re is still valid since we can use any incompressible fluid for the calculations, as illustrated in 
the previous problem. 

Discussion Newer versions of FlowLab may give slightly different results. Reynolds number independence checks are 
not always as simple as that shown here, because as Re increases, boundary layer thicknesses tend to decrease, requiring a 
finer mesh near walls. In the present problem this is not really an issue because the flow separates at the sharp edges of the 
block, and boundary layer thickness is not an important parameter in calculation of the drag. 


TABLE1 

Drag coefficient as a function of 
Reynolds number for turbulent flow 
over a rectangular block. 


Re 

c D 

10000 

1.30788 

50000 

1.40848 

100000 

1.42215 

500000 

1.43065 

1.00E+06 

1.43194 

3.00E+06 

1.43296 

5.00E+06 

1.43431 
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Solution We are to generate CFD Solutions using several turbulence models, and we are to compare and discuss the 
results, particularly the drag coefficient. 

Assumptions 1 The flow is two-dimensional and incompressible. 2 The flow is symmetric about the x axis. 3 The flow is 
turbulent, but steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 

Analysis All cases are run at the same Reynolds number, namely 1.37 x 10 4 . We compare drag coefficient for all four 
cases in Table 1. We see that C D depends greatly on turbulence model. Most of the models underpredict the drag coefficient 
by about 30%, but the k-a> model overpredicts C/, by more than 33%. In terms of percentage error, the Reynolds stress 
model is closest to the experimental valué of 1.9. 

TABLE1 

Drag coefficient as a ñinction of turbulence model for flow over a rectangular block. The error is in 
comparison to the experimental valué of 1.9. 


Turbulence model 

c D 

Error (%) 

k-s{ 2 eq.) 

1.34342 

-29.5% 

k-a>{ 2 eq.) 

2.536939 

33.5% 

Spallart-Allmaras (1 eq.) 

1.360602 

-28.4% 

Reynolds stress model (5 eq.) 

1.385374 

-27.1% 


Discussion Newer versions of FlowLab may give slightly different results. Turbulence models involve semi-empirical 
analysis, curve-fits, and simplifications, and no turbulence model is best for every kind of fluid flow. It is not always 
clear which turbulence model to use for a given problem. 
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Solution We are to ran CFD simulations of flow over a 2-D rectangular block with various valúes of LID. We are to 
compare and discuss streamlines and drag coefficient, and we are to 
compare our CFD results to experiment. 


Assumptions 1 The flow is two-dimensional and incompressible. 2 The 
flow is symmetric about the x axis. 3 The flow is turbulent, but steady in 
the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and ¡u = 1.7894 x 
10" 5 kg/m-s. 

Analysis (a) Drag coefficient is tabulated as a ñmction of LID in 
Table 1. These data are also plotted in Fig. 1, along with experimental 
data from Chap. 11. We see that the calculations are consistently lower 
than the experimental valúes for the smaller lengths, but the agreement is 
very good at L/D = 3 (as high as the table goes). While the 
experimentally obtained drag coefficient peaks at LID = 0.5, the CFD 
calculations predict that Co decays continually with L/D. 



LID 

FIGURE 1 

Drag coefficient as a function of LID for 
turbulent flow over a rectangular block. 


( b ) For several valúes of L/D, we plot streamlines near the block (Fig. 2). We can see why the drag coefficient decreases as 
LID increases. Namely, as the block length increases, the large recirculating flow regions in the wake (wake eddies) 
decrease in size (particularly in the vertical direction). In all cases, the flow 
separates at the sharp comer of the blunt face, but as L increases, the flow has 
more time to flatten out along the upper and lower walls of the block, leading to 
wake eddies of reduced thickness. Indeed, by L/D = 3.0 (Fig. 2f) the separated 
flow along the upper and lower walls appears to reattach just upstream of the 
back of the block. The wake eddies in this case are much thinner than those of the 
shorter blocks (compare Fig. 2b and 2e for example). Another way to express this 
is to say that the longer blocks are more “streamlined” (in a gross sense of the 
word) than are the shorter blocks, and therefore have less drag. Experiments 
show that the drag is highest at L/D = 0.5. Apparently the vortex shedding 
process is strong for this case, leading to high drag. Our steady, symmetric CFD 
model is not able to simúlate the unsteady features of the actual flow. 


(c) There are many possible reasons for the discrepancy between CFD 
calculations and experiment. We are modeling the problem as a steady flow that is symmetric about the axis, but 
experiments reveal that flow over bluff bodies like these oscillate and shed vórtices - the flow is neither steady ñor 
symmetric. Furthermore, we are using a turbulence model. As discussed previously, turbulence models are not universal, 
and may not be applicable to the present problem. A DNS or LES simulation would be required to correctly model the 
unsteady turbulent eddies. 


TABLE1 

Drag coefficient as a function of 
L/D for turbulent flow over a 
rectangular block. 


L/D 

c D 

0.1 

1.53997 

0.5 

1.50858 

1 

1.46466 

1.5 

1.42077 

2 

1.36825 

3 

1.26405 

5 

1.09386 
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FIGURE 2 

Streamlines for steady, incompressible, 
two-dimensional, turbulent flow over a 
rectangular block with various valúes 
of block length to block height: LID = 
(a) 0.1, (b) 0.5, (c) 1.0, (d) 1.5, (e) 2.0, 
and (1) 3.0. 



(a) LID = 0.1 




(c) LID =1.0 



(b) LID = 0.5 



(d) LID =1.5 




(e) LID = 2.0 (f) LID = 3.0 


Discussion Newer versions of FlowLab may give slightly different results. CFD issues such as grid resolution and the 
extent of the computational domain do not contribute appreciably to the discrepancy here, since we have set up the 
computational domain based on results of similar previous problems. As LID increases, the discrepancy between CFD 
results and experiment gets smaller. This can be explained by the fact that the shed vórtices are reduced in strength as LID 
increases - the steady, symmetric CFD simulation thus becomes more physically correct with increasing L/D. 
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Solution We are to generate CFD Solutions for external ilow over a cylindrical block. Specifically, we are to 
compare drag coefficient for various valúes of R/D (the extent of the outer boundary of the computational domain). In 
addition, we are to compare the calculated valué of C¡) with experiment. 

TABLE 1 


Assumptions 1 The flow is incompressible. 2 The ilow is 
axisymmetric about the x axis. 3 The flow is turbulent, but steady in 
the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 
10" 5 kg/m-s. 

Analysis 

(a) The Reynolds number based on cylinder diameter is the same as 
that of Problem 15-26, namely, 

Re pVD (1.225 kg/m 3 )(2.0 m/s)(0.10 m) _ ^ ^ ^ 
p 1.7894x10^ kg/m-s 


Drag coefficient as a function of the 
normalized extent of the computational 
domain for turbulent flow over a cylindrical 
block. 


R/D 

C D 

5 

1.0704 

10 

1.04053 

20 

1.03567 

50 

1.02155 

100 

1.00781 

200 

0.998819 

500 

0.992311 


Experimental data indícate that the drag coefficient for this body is C» » 0.90 at Reynolds numbers greater than 10 4 (see 
Chap. 11). 


( b ) The CFD code is run for eight valúes of R, all else being equal. C D is 
tabulated as a function of R/D in Table 1, and plotted in Fig. 2. As the 
extent of the computational domain grows in size, the drag coefficient 
decreases steadily, but is trying to level off by R/D « 500. Thus, a 
computational domain extent of R/D ~ 500 or more is needed to achieve 
independence of C D . We report a final valué of C D = 0.99. Unfortunately, 
the program does not allow for R/D valúes greater than 500. 

(c) There are several possible reasons for the discrepancy between the 
calculated valué of Cd and the experimentally obtained valué of C/¡ 
(about 0.90). First of all, the actual flow is most likely unsteady, with 
vórtices being shed into the wake, whereas we are simulating a steady 
flow. In addition, the unsteady shedding of vórtices renders the flow no 
longer axisymmetric about the x axis, whereas we are forcing our flow to 
be axisymmetric. Furthermore, the grid resolution may not be adequate to 
achieve grid independence. Finally (and most importantly), we are using 
a turbulence model to simúlate this flow field. The CFD solution we 
obtain is only as good as the degree to which the turbulence model 
correctly models the physics of the turbulence. As discussed in the text, 
no turbulence model is universally valid for all types of turbulent flows. 
Discrepancies between experiment and CFD will always exist regardless 
of how fine the grid or how large the extent of the computational domain. 



R/D 

FIGURE 1 

Drag coefficient plotted as a function of the 
normalized extent of the computational 
domain for turbulent flow over a rectangular 
block. 


(d) Streamlines near the body are plotted for R/D = 5 and 500 in Fig. 2. There is surprisingly little observable difference 
between these two extreme cases. Compared to the 2-D case, it appears that the axisymmetric case requires a greater 
computational domain extent. This is surprising, because in an axisymmetric flow field, the fluid can flow around the 
body in all directions, not just over the top and bottom as in 2-D flow. As fluid moves away from the body, the radius also 
increases there, and more mass can flow through that radial location compared to the 2-D case. In other words an 
axisymmetric flow is less “confined” or “constrained” than a corresponding two-dimensional flow. Thus, we might have 
expected the opposite behavior. 

We compare our predicted drag coefficient (0.99) with that of experiment (0.90). The discrepancy is only about 
10% - much better agreement than the two-dimensional case. The reasons for this improvement is not clear. Axisymmetric 
flows tend to be less unsteady, and the vórtices they shed are generally less coherent and weaker. This may contribute to 
some of the improvement. It may be merely fortuitous that the turbulence model yields better results for the axisymmetric 
case as compared to the 2-D case. 
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FIGURE 2 

Streamlines for steady, 
incompressible, axisymmetric, 
tiirbulent flow over a rectangular 
block at R/D = (a) 5, (b) 500. Only 
one slice of the flow is shown. 


Chapter 15 Comt 


Block 


(a) R/D = 5 


Block 


(b) R/D = 500 


Discussion Newer versions of FlowLab may give slightly different results. The far field boundaries must be quite far 
away to achieve results that are independent of the extent of the boundary. 
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Solution We are to generate CFD Solutions for several grid resolutions to test for grid independence for flow through 
a diffuser. Specifically, we are to compare streamlines and pressure difference at each level of grid resolution. 

Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 

Analysis 

{a) Streamlines are plotted for six grid resolution cases in Fig. 1. 


FIGURE 1 

Streamlines for steady, 
incompressible, axisymmetric, 
turbulent flow through a 
diffuser at various levels of grid 
resolution; the number of cells 
is (a) 880, (b) 3520, (c) 4950, 
(d) 8800, (e) 13750, and(f) 
19800. 


(a) 





x 


(c) 


(e) 


x 


At the very coarse grid resolution, the streamlines are not well defined 
(Fig. la), and the calculation is not reliable. As grid resolution improves, 
details of the flow separation región become more refined - the boundary 
layer is unable to remain attached in such a strong adverse pressure 
gradient. From these plots, it appears that grid independence has been 
achieved by about the fourth case (Fig. Id), beyond which there is no 
noticeable change in the shape of the streamlines. We note that simulation 
of flow separation and separation bubbles is often a very difficult task for 
a CFD program. In this particular problem we must use an extremely fine 
grid in order to resolve the details of the flow separation. 


(¿>) AP is tabulated as a function of cell 
count in the table for the case with 9 = 
20°. As grid resolution improves, AP 
increases, and becomes independent of 
grid resolution by the fourth or fifth 
mesh. This is also seen in Fig. 2 where 
A P is plotted as a function of cell count. 


cell count A P (Pa) 

880 -34.5622 
3520 -32.7267 
4950 -32.4183 
8800 -32.2021 
13750 -32.1162 
19800 -32.1099 


(b) 

- 1 


(d) 

;- 1 



(f) 

.. - 1 





10 2 10 3 10 4 10 5 
Number of cells 

FIGURE 2 

Pressure difference as a function of the 
number of cells in the computational 
domain. Turbulent flow through an 
axisymmetric diffuser. 


Discussion The unphysical-looking streamlines at the very coarse grid resolution (Fig. la) are due to interpolation 
errors when the CFD code calculates contours of constant stream function. Notice that even though there is gross flow 
separation in this diffuser, there is still a pressure recovery through the diffuser (Pin is less than P„ M ). A better design (with 
even higher pressure recovery) would use a smaller difñiser angle so as to avoid flow separation along the diffuser wall. 
The outlet of the computational domain is reasonably far downstream (several pipe diameters) to avoid reverse flow at the 
outlet. 
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Solution We are to compare the pressure drop and the pressure distribution at the outlet of a diffuser in a round pipe 
with two different outlet conditions: pressure outlet and outflow. 

Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 

Analysis For the present case (outflow boundary condition), the pressure difference is A P = P,„ - P oat = -32.1096 Pa, 

which agrees to four digits of precisión with the result of the previous problem at the same grid resolution, for which AP = 
Pi n -P out = -32.1090 Pa. Thus we conclude that the outlet boundary condition has negligible effect on this flow field. 

For the case with the pressure outlet boundary condition, the static pressure at the outlet of the computational 
domain is forced to be constant (zero gage pressure in the calculations of the previous problem). In the present case 
however, the outflow boundary condition does not fix static pressure - rather, it forces flow variables to level off as they 
approach the outlet boundary. We find that P varíes by less than 0. percent across the boundary. Thus, even though P is not 
forced to be constant along the outflow boundary, it turns out to be nearly constant anyway. 

Discussioit Newer versions of FlowLab may give slightly different results. With a velocity inlet and an outflow outlet, 
we do not fix the valué of pressure at either boundary. Instead, the CFD code assigns P = 0 gage pressure at some 

(arbitrary) location in the flow field (the default location is the origin). Even though the inlet and outlet pressures differ 

significantly between the two cases, AP is identical to within four significant digits of precisión. These results verify the 
statement we made in Chap. 9: For incompressible flow, it is not pressure itself which is important to the flow field, but 
rather pressure differences . We conclude that the differences between pressure outlet and outflow are small, provided that 
the outlet boundary is far enough away from the región of interest in the flow field. 
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Solution We are to generate CFD Solutions for tlow through a diffuser at various valúes of diffuser half-angle 9. 
Specifically, we are to compare streamlines and pressure difference for each case, and we are to determine the máximum 
valué of ¿Jthat achieves the stated design objectives. 

Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 

Analysis 

(o) Streamlines are plotted in Fig. 1 for all twelve cases. 


FIGURE 1 

Streamlines for steady, 
incompressible, axisymmetric, 
turbulent flow through a diffuser 
at various valúes of diffuser half- 
angle: 9= (a) 5 o , (b) 7.5°, (c) 10°, 
(d) 12.5°, (e) 15°, (1) 17.5°, (g) 
20°, (h) 25°, (i) 30°, ü) 45°, (k) 
60°, and (1) 90°. (The latter case 
is a sudden expansión.) 





(a) 9 = 

5 o * 

(b) 9— 

7.5° * 





(c )9= 

10° * 

(d) 9= 

12.5° * 





(e) 9 = 

15° * 

(f) o= 

17.5° x 





(g )0= 

20° 

(h) 9= 

25° 





(i) o =: 

10° * 

Ü)0= 

45° x 






(k) 9= 60° * (1) <9=90° 


At 9=5° and 7.5°, the flow does not sepárate along the diffuser wall 
(Figs. la and Ib), although separation appears imminent near the 
downstream córner of the diffuser for the latter case. To avoid flow 
separation, Barb should recommend a diffuser half-angle of 7.5° or 
less. As 9 increases, the boundary layer is unable to remain attached in the 
adverse pressure gradient, and the flow separates. A very small separation 
bubble is apparent at 9= 10° (Fig. le). As <9 continúes to increase, the 
separation bubble grows in size, and the separation point moves upstream, 
closer and closer to the upstream córner of the diffuser (compare Figs. Id 
through lg). By 9= 25° (Fig. lh), the flow separates very cióse to the start 
of the diffuser. From this point on, the diffuser angle is so sharp that the 
flow separates right at the upstream córner of the diffuser. The streamline 
patterns reveal that the separation bubble continúes to grow in size as 9 
increases (Figs. li through lj). Beyond 6 » 45° however, the streamline 
pattern changes very little in the separation bubble (compare Figs. lk and 
11 ). 



Pressure difference from inlet to outlet as a 
function of diffuser half-angle 9. 
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Chapter 15 Computational Fluid Dynamics 


( b ) AP is tabulated as a function of diffuser half-angle in the table (four extra cases 
are solved for improved clarity). As 6 increases, P,„ increases, reílecting the effect of 
the larger separation bubble. Physically, we achieve less and less pressure recovery as 
the separation bubble grows. We see that AP flattens out at high valúes of 0, 
becoming nearly independent of 6 bcyond 0 « 60°. This is also seen in Fig. 2 where 
P m is plotted as a function of diffuser half-angle. There is a sharp rise in AP beyond 
30°. The reason for this is not certain, but is probably related to the fact that when i? is 
greater than about 30°, the flow separates right at the upstream córner. The pressure 
rise is greater than 40 Pa for all angles below 15°. Thus, to ensure a pressure recovery 
of at least 40 pascáis, Barb should recommend a diffuser half-angle of 12.5° or 
less. 

Discussioit The results here are for an older versión of FlowLab, and the results at 
20° are therefore not exactly the same as those of the previous problem. Newer 
versions of FlowLab would give slightly different results, and the agreement would 
be exact. The outlet of the computational domain is reasonably far downstream 
(several pipe diameters) to avoid reverse flow at the outlet. Notice that even for the 
case of a sudden expansión (9= 90°) there is still a pressure recovery through the 
diffuser ( P m is less than P out ). 


9 

AP 

5 

-49.1371 

7.5 

-47.7787 

10 

-44.9927 

12.5 

-42.4013 

15 

-39.6981 

17.5 

-37.6431 

20 

-36.0981 

25 

-32.7173 

30 

-29.9919 

32.5 

-23.2118 

35 

-21.6434 

37.5 

-21.0490 

45 

-19.6571 

60 

-18.7252 

75 

-18.1364 

90 

-18.3018 
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Solution We are to perform a grid independence test on the 90° diffuser (sudden expansión) case of the previous 
problem by refining the grid resolution. 


Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 


cell eount APfPa) 


Properties The fluid is air with p = 
1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 

Analysis We run several levels of grid 
refinement, tabúlate the results, and plot the 
results. We have achieved grid 
independence to the third significant digit of 
precisión by the fourth refinement level, 
namely, 8100 cells. The final valué of AP is 
reported to three significant digits as -18.4 
Pa. 


Discussioit Newer versions of FlowLab may give slightly different 
results. We could try refining the grid even further, but the increase in 
precisión would not be worth the effort. In a flow field such as this, the 
separation point is fixed at the sharp córner; the CFD code does not have 
problems identifying the separation point. Notice that even for the case of 

a sudden expansión (0= 90°) there is still a pressure recovery through the diffuser (P m is less than P aut ). 


996 

-19.3374 

2700 

-18.5233 

4500 

-18.4956 

8100 

-18.4171 

13500 

-18.3977 

17855 

-18.3984 



100 


1000 10000 100000 
Cell eount 
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Solution We are to generate CFD Solutions for several downstream 
tube extensión lengths to see the impact of the downstream boundary. We 
are also to discuss the variation of P m with L ex tent j. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is 
axisymmetric about the x axis. 3 The flow is laminar. 

Properties The fluid is water with p = 998.2 kg/m 3 and // = 0.001003 
kg/m-s. 

Analysis 

(a) Only the first case at L exteaá /D 2 = 0.25 has reverse flow at the pressure 
outlet. By L nla JD 2 = 0.50 the reverse flow problems are gone. The 
streamlines reveal that the flow separates at the comer, forming a 
recirculating eddy. The eddy reattaches at approximately xtD 2 = 0.50. 
Streamlines are shown for the first three cases in Fig. 1. The overall 
streamline shapes appear to be unaffected by the downstream extent of 
the computational domain. 

(b) P„„ P i, and A P = P m - P l are tabulated as functions of L exlea ¿/D 2 . A P is 
independent of L ex tend (to three significant digits of precisión) by L exteni /D 2 
= 0.5. 


^e\tend/^2 

P in (Pa, gage) 

P\ (Pa, gage) 

AP (Pa) 

0.25 

664.924 

212.156 

452.767 

0.5 

622.068 

171.15 

450.918 

0.75 

597.788 

146.831 

450.957 

1 

590.532 

139.464 

451.068 

1.25 

590.036 

138.86 

451.176 

1.5 

592.523 

141.24 

451.283 

2 

601.075 

149.576 

451.498 

2.5 

609.822 

158.733 

451.089 

3 

620.434 

169.248 

451.186 



(a) 


Reverse flow 



Separation 




FIGURE 1 

Streamlines: L exten ¿/D 2 = (a) 0.25, (b) 0.50, 
and (c) 0.75. 


(c) Inlet gage pressure P m is plotted as a íunction of L exiená ID 2 in Fig. 2. 
The inlet pressure drops as L Mau[ !D 2 increases from 0.25 to 1.25, but then 
starts to slowly rise as L cxtaH ¡/D 2 continúes to increase. We explain this 
trend with help from the streamlines of Fig. 1. First of all, the data for 
Textend/TT = 0.25 are not reliable, since there is reverse flow at the 
pressure outlet. Thus, we begin our discussion at L exteni /D 2 = 0.50. The 
separation bubble (recirculating eddy) at the inlet to the smaller diameter 
tube forces the flow to converge and accelerate through an effective area 
that is smaller than the cross-sectional area of the small tube (a vena 
contracta). This high speed flow leads to a low pressure región near the 
separation bubble. Downstream of the separation bubble, the pressure 
tries to increase slightly (the downstream portion of the eddy behaves 
like a diffuser, recovering some of the pressure loss). However, since the 
outlet pressure is fixed at zero gage pressure, the inlet pressure must 
decrease to compénsate. This explains why P m decreases when L extená /D 2 
increases from 0.50 to 1.25. By L exleTL ¿ID 2 = 1.25, the outlet of the 
computational domain is beyond the región of pressure recovery due to 
the eddy, and the flow begins its slow development towards íully 
developed laminar pipe flow. Beyond x/D 2 « 1.25 the pressure decreases 



T'extend/ TL 

FIGURE 2 

Inlet gage pressure as a ñinction of 
normalized downstream extent of the 
computational domain. 
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Chapter 15 Computational Fluid Dynamics 
axially along the tube because of friction along the pipe wall. But since the exit pressure is atmospheric, the inlet pressure 
must rise accordingly. In other words, the pressure at the inlet must rise to overeóme the increasing pressure drop through 
the tube. We expect this trend to continué, eventually becoming linear. 

Based on all our results taken collectively, we recommend that Shane use a valué of L extená /D 2 of 2.0 or more to 
ensure proper simulation of this flow. If Computer speed or memory is a problem, he can get away with a mínimum of 
L e xtenJD 2 = 0.75 to avoid reverse flow problems at the outlet. 

Discussioit For other geometries, fluids, or speeds, the separation bubble may extend farther than in this example. Thus 
is wise to extend the computational domain reasonably far downstream (several tube diameters). 
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Solution We are to simúlate flow through a sudden contraction in a tube, using no downstream tube extensión. We 
are to calcúlate the error in pressure drop and discuss. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is 
axisymmetric about the x axis. 3 The flow is laminar. 

Properties The fluid is water with p = 998.2 kg/m 3 and // = 

0.001003 kg/m s. 

Analysis There is no reverse flow in the CFD simulation. The 
streamlines (shown in the figure) reveal that since there is no 
downstream extensión, there is obviously no way to have a separation 
bubble. With the outlet pressure set to a constant valué, the streamlines 
adjust themselves such that the fluid flows through the outlet without 
reverse flow. Although this may appear to be a good CFD solution, it 
turns out to be erroneous because the actual pressure across the interface of a sudden contraction is not constant. We obtain 
a net pressure difference of AP = P m - P oul = 519.6 Pa. Compared to the best valúes from the previous problem (AP = 451 
Pa), the percentage error is about 15%. 

Discussioit Newer versions of FlowLab may give slightly different results. The error in AP caused by neglecting the 
downstream extensión is significant. This reinforces our discussion in the text about extending outlets. 
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Solution We are to simúlate flow through a sudden contraction in a tube, using three different valúes of outlet 
pressure at the pressure outlet boundary. We are to compare the pressure drop and discuss. 

Assumptions 1 The flow is steady and incompressible. 2 The flow is axisymmetric. 3 The flow is laminar. 

Properties The fluid is water with p = 998.2 kg/m 3 and p = 0.001003 kg/m s. 

Analysis Results for the three cases are summarized in the table for the case in which L exleaá ID 2 = 2.0. We see that the inlet 
pressure and the pressure at x = 0 rise or fall in symphony with P out , such that the net pressure difference is the same (to 
more than four significant digits) in all _ 


cases. The results verify a statement we 

^out (Pa, gage) 

Pin (Pa, gage) 

P\ (Pa, gage) 

AP (Pa) 

made in Chap. 9: For incompressible flow, 

-50,000 

-49,398.9 

-49,850.4 

451.500 

it is not pressure itself which is important to 

0 

601.075 

149.576 

451.498 

the flow field, but rather pressure 

50,000 

50,601.1 

50,149.6 

451.496 


differences. 


Discussion The slight differences (in the fifth digit) in AP are due to numerical inaccuracies in the CFD code (the 
residuals never go to exactly zero). Note that we are subtracting two large numbers, which inevitably leads to precisión 
errors. If we had run the simulation with double precisión arithmetic and adjusted some of the numerical parameters, we 
could have obtained even better agreement. 
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Solution We are to generate CFD Solutions for several downstream tube extensión lengths to see the impact of the 
downstream boundary. 


Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric 
about the x axis. 3 The flow is turbulent, but steady in the mean. 

Properties The fluid is water with p = 998.2 kg/m 3 and p = 0.001003 
kg/m-s. 

Analysis (a) Four Reynolds numbers are calculated. Note that since 
the diameter decreases by a factor of 4 through the contraction, the 
average velocity in the smaller downstream tube increases by a factor of 
4 2 =16 compared to that in the larger upstream tube. For the laminar case 
ofProblem 15-37, 



Upstream tube: 


Re[ 


pVA 

F 


(998.2 kg/m 3 )(0.05 m/s)(0.008 m) 
0.001003 kg/m-s 


398.1 


(1) 


FIGURE 1 

Streamlines for steady, incompressible, 
axisymmetric, turbulent flow through a 
sudden contraction at L extf . n ¿ID 2 = 0.75. 


Downstream tube: 


oV D Í998.2 kg/nr')(0.8 m/s)(0.002 m) 

Rí = 1 --- >- --- = 1592 (2) 

jli 0.001003 kg/m-s 


Since both of these valúes are smaller than 2300, the laminar flow assumption for Problem 15-37 is reasonable. For the 
turbulent pipe flow of the present problem, 


Upstream pipe : 


oVD (998.2 kg/m 3 )(l.O m/s)(0.8 m) 

Re = PW = i--- U - !± - L = 796,200 (3) 

p 0.001003 kg/m-s 


Downstream pipe: 


Re. = I ” 8 - 2 kg/m, )( 16 0 m > = 3 , 185 ,Q0Q (4) 

p 0.001003 kg/m-s 


These Reynolds numbers are clearly high enough that the flow is indeed turbulent. 

( b ) Our CFD Solutions reveal reversed flow for the smallest two cases, i.e. for Z, extend /Z> 2 = 0.25 and 0.5. For higher valúes of 
Zextend /^2 there is no reverse flow. Comparing to the results of Problem 15-37, apparently the separation bubble for 
turbulent flow is somewhat longer (proportionally) than that for laminar flow. This is verified by comparing the streamlines 
of Fig. 1 to those ofFig. le ofProblem 15-37. 


(c) Pressures P m . P¡, and AP = P in - P¡ are 
tabulated as functions of Textend/TT in the table. 

Note that we use units of kPa instead of Pa here 
for convenience. AP is independent of L exten ¿ (to 
three significant digits of precisión) by L exten ¿/D 2 = 

0. 5. 

Discussiott Newer versions of FlowLab may 
give slightly different results. The lack of scatter 
in the turbulent data for AP beyond L exten ¿/D 2 = 

0.5 is a rather pleasant surprise; we might have expected more scatter than the laminar flow solution ofProblem 15-37, 
since we have two additional nonlinear transport equations to solve, with their associated interactions that complicate the 
solution. 


^ ex ten 2 

P in (kPa, gage) 

Pi (kPa, gage) 

AP (kPa) 

0.25 

309.31 

122.121 

187.189 

0.5 

276.188 

90.3473 

185.841 

0.75 

251.176 

65.3649 

185.811 

1 

237.423 

51.5843 

185.839 

1.25 

228.954 

43.0877 

185.866 

1.5 

223.423 

37.4649 

185.958 

2 

216.361 

30.2144 

186.147 
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15-41 

Solution We are to compare the pressure drop through a sudden contraction in a round pipe with two different outlet 
conditions: pressure outlet and outflow. 

Assumptions 1 The flow is incompressible. 2 The flow is axisymmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 

Properties The fluid is water with p = 998.2 kg/m 3 and // = 0.001003 kg/m-s. 

Analysis For the previous case (pressure outlet boundary condition), the average pressure at the inlet is P m = 251.18 
kPa, the average pressure at x = 0 is P\ = 65.36 kPa, and the pressure difference is A P = P m - P\ = 185.82 kPa. For the 
present case (outflow boundary condition), the average pressure at the inlet is P¡„ = 127.94 kPa, the average pressure at x = 
0 is P\ = -57.87 kPa, and the pressure difference is AP = P m - P¡ = 185.81 kPa. While the actual valúes of pressure differ 
throughout the contraction, the pressure difference agrees to nearly five digits of precisión for the two cases. Thus we 
conclude that the outlet boundary condition has very little effect on this flow field. 

For the case with the pressure outlet boundary condition, the static pressure at the outlet of the computational 
domain is forced to be constant (zero gage pressure in the calculations of the previous problem). In the present case 
however, the outflow boundary condition does not fix static pressure - rather, it forces flow variables to level off as they 
approach the outlet boundary. 

Discussioit Newer versions of FlowLab may give slightly different results. With a velocity inlet and an outflow outlet, 
we do not fix the valué of pressure at either boundary. Instead, the CFD code assigns P = 0 gage pressure at some 
(arbitrary) location in the flow field (the default location is the origin). Even though the inlet and outlet pressures differ 
significantly between the two cases, AP is identical to almost five significant digits of precisión. This result again verifies 
the statement we made in Chap. 9: For incompressible flow, it is not pressure itself which is important to the flow field, but 
rather pressure differences. 
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Solution We are to generate CFD Solutions for several downstream duct extensión lengths to see the impact of the 
downstream boundary. \\\\\\ \ \ l II 

N\\\W\ \ \ U Separation 


Assumptions 1 The flow is incompressible. 2 The flow is two- 
dimensional and symmetric about the x axis. 3 The flow is turbulent, but 
steady in the mean. 


Properties 

kg/m-s. 


The fluid is water with p = 998.2 kg/m 3 and //= 0.001003 


Analysis (a) Our CFD Solutions reveal reversed flow for the 

smallest three cases, i.e. for L txíená ID 2 = 0.25, 0.5, and 0.75. For higher 
valúes of L cxla JD 2 , there is no reverse flow. Comparing to the results of 
Problem 15-40, the separation bubble for 2-D flow is somewhat longer 
than that for axisymmetric flow. This is verified by comparing the 
streamlines of Fig. 1 to those of Fig. 1 of Problem 15-40. 


bubble 



FIGURE 1 

Streamlines for steady, incompressible, two- 
dimensional, turbulent flow through a 
sudden contraction at L extf , ná /D 2 = 0.75. 


(b) Pressures P m , P\, and AP = P m - P¡ are tabulated as functions of 
T ex tend/T >2 in Table 1. AP is independent of Z e xtend (to three significant digits of precisión) by L aÁa JD 2 = 0.5. 


TABLE 1 

Inlet pressure, average pressure at x = 0, and 
pressure difference as functions of 
downstream extent of the computational 
domain. Data tabulated from CFD runs for 
steady, incompressible, two-dimensional, 
turbulent flow through a sudden contraction 
in a duct. 


^'extend/^2 

P in (kPa, gage) 

P\ (kPa, gage) 

AP (kPa) 

0.25 

18.203 

7.3241 

10.8789 

0.5 

17.3614 

6.65408 

10.7073 

0.75 

15.3649 

4.67913 

10.6858 

1 

13.7764 

3.09228 

10.6841 

1.25 

12.9757 

2.29043 

10.6853 

1.5 

12.5034 

1.81676 

10.6867 

2 

11.9787 

1.29006 

10.6887 

3 

11.5309 

0.845519 

10.6853 

4 

11.3452 

0.660043 

10.6852 



Discussion Newer versions of FlowLab may give slightly different results. Comparing AP between this problem (2-D) 
and Problem 15-40 (axisymmetric), we see that AP for the axisymmetric case is more than 17 times greater than AP for the 
2-D case. This is because for the axisymmetric case, the area downstream of the sudden contraction is 16 times smaller than 
the upstream area, while for the 2-D case, the area changes by only a factor of 4. Nevertheless, the 2-D case generates a 
longer separation bubble. 
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15-43 

Solution We are to generate CFD Solutions for several grid resolutions to test for grid independence for flow through 
a jog in a channel. Specifically, we are to compare streamlines and pressure difference at each level ofgrid resolution. 

Assumptions 1 The flow is incompressible and two-dimensional. 2 The flow is turbulent, but steady in the mean. 

Properties The fluid is air with p = 1.225 kg/m 3 and p = 1.7894 x 10" 5 kg/m-s. 


Analysis 

(a) Streamlines are plotted for six grid resolution cases in Fig. 1. At the very coarse grid resolution, a small separation 
bubble appears at the lower left córner of the jog (Fig. la); flow separation is not obvious at the other comers, but it appears 
imminent at the most downstream comer. As grid resolution improves, the separation bubble on the lower left córner grows 
in size (compare Figs. la and Ib), and another separation bubble appears downstream of the jog. With continued 
improvement of the grid, both separation bubbles, especially the downstream one, continué to grow in size (Fig. le through 
lf). Meanwhile, the streamlines become more rounded near the upper right córner of the jog. By 13,600 cells (Fig. le), a 
small recirculating zone is seen in this córner. The streamline pattern settles down by about 13,600 cells. We note that 
simulation of flow separation, separation bubbles, and reattachment is often a very difficult task for a CFD program. In this 
particular problem we must use a fairly fine grid in order to resolve all the details of the flow separation. 


FIGURE 1 

Streamlines for steady, 
incompressible, two- 
dimensional, turbulent flow 
through a jog in a channel at 
various levels of grid resolution: 
cell count = (a) 900, (b) 2500, 
(c) 5700, (d) 9100, (e) 13,600, 
and (1) 18,000. The origin (0,0) 
is marked on each figure for 
reference. 



(¿>) A P is tabulated as a function of cell 
count in the table. As grid resolution 
improves, A P increases, reflecting the effect 
of the larger separation bubbles. Physically, 
we achieve less and less pressure recovery 
as the separation bubbles grow. We see that 
AP becomes independent of grid resolution 
to four significant digits by the fifth level of 
resolution, namely, at 13,600 cells. This is 
also seen in Fig. 2 where A P is plotted as a 
function of number of cells. 


cell count A P (Pa) 


900 

2500 

5700 

9100 

13600 

15200 

18000 

20352 

24840 


2.26846 

2.63636 

2.71292 

2.71739 

2.71835 

2.71828 

2.71856 

2.71746 

2.71544 


Discussion Newer versions of FlowLab 

may give slightly different results. The sharp corners in the streamlines of 
the very coarse grid resolution case (Fig. la) are due to interpolation errors 
when the CFD code calculates contours of constant stream function. The 
outlet of the computational domain is reasonably far downstream (ten 
channel heights) to avoid reverse flow at the outlet. 


io- 



10 J 


10 4 


10 3 


Number of cells 

FIGURE 2 

Pressure difference vs. number of cells. 
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Chapter 15 Computational Fluid Dynamics 


15-44 

Solution We are to generate CFD Solutions for several grid resolutions to test for grid independence for flow through 
a jog in a channel. Specifically, we are to compare streamlines and pressure difference at each level of grid resolution. 

Assumptions 1 The flow is incompressible. 2 The flow is two-dimensional. 3 The flow is laminar and steady. 

Properties The fluid is water with p = 998.2 kg/m 3 and // = 0.001003 kg/m s. 


Analysis 

(a) Streamlines are plotted for six grid resolution cases in Fig. 1. 


FIGURE 1 

Streamlines for steady, 
incompressible, two- 
dimensional, laminar flow 
through a jog in a channel at 
various levels of grid resolution: 
cell count = (a) 272, (b) 576, (c) 
847, (d) 1700, (e) 3388, and (f) 
14,123. The origin (0,0) is 
marked on each figure for 
reference. The inlet velocity for 
these runs is 0.10 m/s. 



At the very coarse grid resolution (Fig. la), the streamlines are not very smooth, but reveal the overall flow pattern. 
Although there are no closed streamlines, it appears that flow separation is imminent at the lower left and upper right 
corners of the jog. The streamlines appear fairly similar to those of the turbulent flow of the previous problem. At the grid 
resolution of Fig. Ib, the flow clearly separates at the sharp córner at the origin. The flow also separates at the downstream 
inside córner of the jog. The streamlines are not well-enough resolved to show closed separation bubbles. As the grid is 
further refines, the separation bubbles grow in size (compare Figs. Ib through Id). In addition, the streamlines are smoother 
and more rounded. With continued improvement of the grid, the streamlines become more rounded near the upper right 
córner of the jog. By Fig. le, a recirculating flow pattern is seen downstream of the jog. Based on streamline patterns, the 
grid is fully resolved at a cell count of about 10,000. Flowever, the pressure drop seems to be creeping up a bit as grid 
resolution is refined even further; it is not clear why. 


(¿>) AP is tabulated as a function of grid resolution in Table 1. AP is also plotted as a function of number of cells in Fig. 2. 
As grid resolution improves, AP rises at First, reflecting the effect of the larger separation bubbles, but then decreases with 
ñirther grid refinement, eventually leveling off after about 10,000 cells, implying grid independence by 10 4 cells. 
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Chapter 15 Computational Fluid Dynamics 


Discussion Newer versions of 
FlowLab may give slightly 
different results. All cases 
converge nicely - the ílow at this 
Reynolds number is steady and 
laminar. There is no sign of 
instability in the flow. The outlet 
of the computational domain is 
reasonably far downstream (ten 
channel heights) to avoid reverse 
flow at the outlet. 


TABLE1 

Pressure difference from inlet to 
outlet as a ñinction of cell 
count, V= 0.10 m/s. 


cell count 

AR(Pa) 

272 

37.6118 

576 

37.8096 

847 

37.5031 

1700 

36.9068 

3388 

36.5925 

10625 

36.4095 

14123 

36.4187 

18645 

36.435 

23273 

36.4636 



Number of cells 


FIGURE 2 

Pressure difference vs. number of cells, V = 
0.10 m/s. 
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15-45 

Solution We are to generate CFD Solutions for several grid 

resolutions to test for grid independence for flow through a jog in a 
channel. Specifically, we are to compare streamlines and pressure 
difference at each level of grid resolution. 

Assumptions 1 The flow is incompressible. 2 The flow is two- 
dimensional. 3 The flow is laminar and steady. 

Properties The fluid is water with p = 998.2 kg/m 3 and p = 0.001003 
kg/m-s. 

Analysis 

(o) Streamlines are plotted for six grid resolution cases in Fig. 1. 


TABLE1 

Pressure difference from inlet to outlet as a 
function of cell count for laminar flow 
through a two-dimensional jog, V = l.Om/s. 


cell count 

AP(Pa) 

272 

2025.69 

576 

2269.26 

847 

2324.99 

1700 

2482.44 

3388 

2582.17 

10625 

2515.71 

14123 

2484.86 

18645 

2468.57 

23273 

2511.98 


FIGURE 1 

Streamlines at various levels of 
grid resolution: cell count = (a) 
272, (b) 576, (c) 847, (d) 1700, 
(e) 3388, and (f) 14,123. The 
origin (0,0) is marked on each 
figure for reference. The inlet 
velocity for these runs is 1.0 m/s. 
For cases (e) and (f), the 
streamline patterns are at an 
arbitrary point in the solution. 
For these two cases, the CFD 
calculations do nal converge, 
and eddies appear in the channel 
downstream of the jog. As the 
iterations continué, these eddies 
are swept downstream, but new 
ones appear, implying that the 
flow at this Reynolds number is 
not steady. The streamline 
patterns change as the CFD code 
iterates. 
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Chapter 15 Computational Fluid Dynamics 

At the very coarse grid resolution, a small separation bubble appears at the lower left comer of the jog (Fig. la); flow 
separation is not obvious at the other corners, but it appears imminent at the most downstream comer. The streamlines 
appear quite similar to those of the turbulent tlow of Problem 15-43. As grid resolution improves, the separation bubble on 
the lower left córner grows in size (compare Figs. la and Ib), the 
streamlines are smoother and more rounded, and another separation 
bubble appears downstream of the jog. With continued improvement of 
the grid, both separation bubbles continué to grow in size (Figs. le and 
Id). Meanwhile, the streamlines become more rounded near the upper 
right córner of the jog. By Fig. le, a small recirculating zone is seen in 
this córner. The streamline pattern continúes to change somewhat as the 
grid is further refined. Flowever, just as we appear to be approaching grid 
independence, the flow develops some instabilities and cannot converge 
to a steady-state solution. This is first seen in the lower right portion of 
Fig. Id - the streamlines drift away from the lower wall. While the 
streamline pattern in the front portion of the jog do not change 
appreciably, eddies develop in the recovery zone beyond the jog and are 
swept downstream as the grid is further refined (Figs. le and 1 f). At the 
two finest grid resolutions, the flow is attempting to become unsteady. 

But since we are iterating towards a steady solution, the development and 
motion of these eddies is not physical. The solution fluctuates and is 
unable to converge. The bottom line is that we really should simúlate this 
flow with an unsteady CFD solver. Grid independence is not achieved 
because the flow becomes unsteady and unstable when a very high 
resolution grid is used. 



10 " 


10 J 10* 10 3 
Number of cells 

FIGURE 2 

Pressure difference as a function of the 
number of cells in the computational 
domain; laminar flow through a jog in a 
channel. V = 1.0 m/s. 


( b ) AP is tabulated as a function of grid resolution in Table 1. AP is also 

plotted as a function of number of cells in Fig. 2. As grid resolution improves, A P does not level off because the flow field 
is unstable - we should use an unsteady solver instead of a steady solver for this flow. 

The Reynolds number for the present problem is 


Re at V = 1.0 m/s: 


Re = 


pVD (998.2 kg/m 3 )(l.O m/s)(0.001 m) 
p 0.001003 kg/m-s 


= 995 (1) 


and for the previous problem, it is 


Re at V = 0.10 m/s: Re = 


pVD 

M 


(998.2 kg/m 3 )(0.10 m/s)(0.001 m) 
0.001003 kg/m-s 


= 99.5 (2) 


Since the Reynolds number of the present case is ten times larger than that of the previous case, and since it is almost 1000, 
it is not surprising that unsteadiness and instabilities in the flow start to develop at high grid resolutions. 

Discussioit Newer versions of FlowLab may give slightly different results. The results here are similar to those of CFD 
simulations of flow around a circular cylinder. Namely, the flow is naturally unsteady, and leads to convergence difficulties 
at high grid resolution when the simulation is forced to be steady. 
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15-46 

Solution We are to generate CFD Solutions for compressible flow of air through a converging-diverging nozzle, and 
compare mass flow rate at various valúes of back pressure. 


Assumptions 

Properties 

Analysis 


1 The flow is steady and compressible. 2 The flow is axisymmetric. 3 The flow is approximated as inviscid. 
The fluid is air with k= 1.4. 

We tabúlate and plot m as a function of A/A.miet in Table 1 and Fig. 1 respectively. 


TABLE1 

Pressure difference from inlet to outlet as a 
function of cell count for laminar flow 
through a two-dimensional jog, V= 1.0 m/s. 

PjJPn ,inlet m (kg/s) 


0.454545 

9.08358 

0.545455 

9.08356 

0.636364 

9.08355 

0.727273 

9.08357 

0.818182 

9.08356 

0.909091 

9.08354 

0.954545 

9.03556 

0.977273 

6.91699 

0.988636 

4.97062 

0.990909 

4.45686 

0.995455 

3.16752 


9 

8 

7 


(kg/s) 5 
4 
3 
2 
1 
0 

0 0.2 0.4 0.6 0.8 1 

/VA,inlet 

FIGURE 1 

Mass flow rate as a function of back 
pressure ratio in a converging-diverging 
nozzle. 



We see that m is constant as long as the flow through the throat is sonic, because the flow is choked (A/Amiet < 0.95). 
For valúes of /VA.miet around 0.95 or higher, however, the flow in the diverging section becomes subsonic (no shock 
waves, and not choked), and the mass flow rate decreases with increasing /VA,miet from there on, as expected, since the 
flow is subsonic. 

Discussioit The small variations in m in Table 1 (in the sixth digit of precisión) are due to the fact that the residuals in 
the CFD solution do not go to zero. A finer grid and longer run times would correct this. 
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15-47 

Solution We are to generate CFD Solutions for compressible flow of air through a converging-diverging nozzle, and 
plot pressure and Mach number contours at two valúes of back pressure. 

Assumptions 1 The flow is steady and compressible. 2 The flow is axisymmetric. 3 The flow is approximated as inviscid. 
Properties The fluid is air with k = 1.4. 

Analysis We plot contours of P and Ma in Fig. 1. For the case in which fVT’o.iniet = 0.455 (Fig. la), we observe a 
shock wave in the diverging portion of the nozzle. When /V^Viniet = 0.977 (Fig. Ib), however, the flow in the entire nozzle 
is subsonic, and there are no shock waves. 


FIGURE 1 

Contour plots of P and Ma for 
compressible flow of air 
through a converging-diverging 
nozzle: /yP 0 ,Met = (a) 0.455, 
and (b) 0.977. A normal shock 
is seen for the First case, since 
the flow is choked, but no 
shock is seen in the second 
case, since the flow is subsonic 
everywhere. The pressure scale 
is 0 (blue) to 220 kPa (red) for 
both cases. The Mach number 
scale is 0 (blue) to 2.5 (red) for 
both cases. 



Plots of P and Ma versus x are shown in Fig. 2 for the two cases. Also shown are calculations from one-dimensional 
inviscid theory. The agreement is excellent. 

Discussion Newer versions of FlowLab may give slightly different results. The shock wave calculated by CFD is not 
straight, but curved, since the calculations are axisymmetric, and therefore show more detail than the simplified one- 
dimensional approximation. 


15-48 

Solution We are to repeat the previous problem, but for the axisymmetric case. 

Analysis The results are expected to be similar, except that for the 2-D case, the area change is much less signifícant. 
Therefore it the valué of back pressure that causes the flow to choke will be different than the axisymmetric case. We 
should still be able to observe a normal shock in the flow at low-enough valúes of back pressure. 

Discussion Newer versions of FlowLab may give slightly different results. 
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Solution 


Chapter 15 Computational Fluid Dynamics 


We are to study the effect of rear-end shape on automobile drag coefficient. 


Analysis The témplate provides five different geometries. Model 1 has a very blunt rear end, kind of like a station 
wagón. As the model number increases, the rear end 
gets more slanted and rounded. Table 1 shows the 


TABLE1 


calculated drag coefficient for each model. 


Drag coefficient as a function of model number, where the 
rear end of the car is modified according to model number. 


It turns out that Model number 4 has the lowest 
drag coefficient, and Model number 1 has the 
highest. We probably would have guessed the latter, 
but not the former. Namely, the car with the most 
blunt rear end (Model 1) has the highest drag as we 
might expect, but most people would predict that 
Model 5, which is the most rounded, would have the 
lowest drag. Model 4 has a short notch for the trunk, 
and the aerodynamics tum out such that it has the 
lowest drag. 


Model 

number 

Description 

c D 

1 

Blunt rear end, like a station wagón 

0.320 

2 

Back window with a short trunk 
section 

0.298 

3 

Similar to model 2, but with a longer 
trunk 

0.276 

4 

More rounded back end with a short 
notch for the trunk 

0.180 

5 

Fully rounded back end 

0.212 


Streamline plots are shown in Fig. 1 for Models 1 

and 4, the highest and lowest drag cases, respectively. It is clear from these plots that the blunted rear body has a larger 
separation bubble in the wake (low pressure in the wake which leads to large drag). On the other hand, Model 4 has a much 
smaller wake and therefore much less drag. 


Model 


(a) 1 



FIGURE 1 

Streamlines for two representative two- 
dimensional automobile shapes: (a) Model 1, 
and Model 4. 



Discussion Newer versions of FlowLab may give slightly different results. It is not always immediately obvious 
whether a shape will have more or less drag than another shape. These results are two-dimensional, whereas actual 
automobiles, ofcourse, are three-dimensional [see Problem 15-52]. 
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Chapter 15 Computational Fluid Dynamics 


We are to examine the effect of the location of the upstream boundary on automobile drag calculations. 

Analysis We run five cases, and show the results in Table 1. It turns out that by about 20 heights away, the upper 
boundary condition no longer impacts the solution significantly to within three significant digits. The final drag coefficient 
is reported as 0.180 to three significant digits. 


These data are also plotted in Fig. 1. We use a log scale on the horizontal axis since the range of H/h is fairly large. For 
three digits of precisión, it is necessary that the top boundary be at least 20 car heights tall. If H/h is shorter than this, the 
upper boundary of the computational domain adversely influences the 
ilow field. In the real-life ílow, of course, the upper boundary is nearly 
infinite. 


TABLE 1 

Drag coefficient as a function of the 
normalized extent of the computational 
domain for turbulent flow over a cylindrical 
block. 


H/h 

C D 

5 

0.2101 

10 

0.1847 

20 

0.1798 

35 

0.1796 

50 

0.1797 

100 

0.1798 



FIGURE 1 


Discussion Newer versions of FlowLab may give slightly different 
results. The bottom wall of the computational domain is not moving in 
these calculations, so the flow near the ground is not modeled properly. 
Furthermore, the calculations are two-dimensional, while a real car is of 
course fiilly three-dimensional. 


Drag coefficient plotted as a function of the 
normalized extent of the computational 
domain for turbulent flow over a two- 
dimensional automobile. 
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Solution We are to compare turbulence models for the calculation of automobile drag. 


Analysis The results from the CFD calculations are 
presented in Table 1. There is some variation in the calculated 
valúes of C D depending on the turbulence model used; C D 
ranges from 0.175 for the Spallart-Allmaras model to 0.223 
for the RSM model. The range of scatter is about 12%, which 
is actually not that large for comparison of four very different 
turbulence models. It is impossible to say which one, if any, is 
correet, since all turbulence models are approximations, with 
calibrated constants. Furthermore, we have no experimental 
data with which to compare the CFD results. 


TABLE 1 

Predicted drag coefficient on a two-dimensional 
automobile as a function of turbulence model. 


Turbulence model 

c D 

Spallart-Allmaras (1 eq.) 

0.175 

k-s (2 eq.) 

0.182 

k-a>(2 eq.) 

0.221 

Reynolds stress model (7 eq.) 

0.223 


Discussion Newer versions of FlowLab may give slightly different results. It would be good if we had experimental 
data with which to compare. 
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Solution 


Chapter 15 Computational Fluid Dynamics 


We are to compare 2-D and 3-D drag predictions for ílow over an automobile. 

Analysis The 3-D drag coefficient is 0.785, significantly higher than the 2-D case, which is around 0.2 for most of 
the cases. This is most likely due to the fact that ílow separates off the sides of the car as well as off the top. Note too that 
the car model used in this analysis is more like a tmncated 2-D model rather than a tmly three-dimensional model. If all the 
sharp comers were rounded off, the drag coefficient would be much lower than that calculated here. 

Discussioit Newer versions of FlowLab may give slightly different results. This is not a very good drag coefficient for a 
modern car, and there is much improvement possible by furíher streamlining. 
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Solution We are to examine entrance the length for laminar pipe ílow. 


Analysis Table 1 shows the entrance length calculations, 
along with a comparison with theory. The results are very good, as 
is expected for laminar pipe flow. Note that the results are somewhat 
subjective since the end of the developing región is being judged 
“by eye”. Figure 1 shows the pressure along the axis as a function of 
downstream distance along the pipe axis for the case in which Re = 
500. It is clear that the pressure drop is more severe (higher slope) at 
the beginning section of the pipe, but it is hard to tell at what axial 
location the ílow becomes fully developed from this type of a plot. 
Thus, the entrance length is more appropriately determined by 


TABLE1 

Entry length vs. Reynolds number for 
developing laminar pipe ílow. 


Re 

LeID, CFD 

LeID, Theory 

500 

20 

30 

1000 

50 

60 

1500 

86 

90 

2000 

1050 

120 


síudying íhe velocity profiles, as above. 


FIGURE 1 

Pressure as a function of axial distance 
down a long straight pipe at Re = 500. 



0 50 100 150 200 

x (m) 


Discussioit Newer versions of FlowLab may give slightly different results. Also, student answers may vary 
considerably because of the subjectivity of these results, as mentioned above. There are no shed vórtices, unsteadiness, or 
non-symmetries in straight laminar pipe ílow, so it is no surprise that the CFD calculations perform so well. 
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Chapter 15 Computational Fluid Dynamics 
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Solution We are to study the entrance región in turbulent pipe 
ílow. 

Analysis Table 1 shows the entrance length calculations, along 
with a comparison with the empirical equation. The CFD results are 
consistently low compared to the empirical results, although the 
agreement improves as Reynolds number increases. Since the grid is 
sufficiently resolved and y + valúes are appropriate, the discrepancies 
are due to deficiencies in the turbulence model. 

Discussion Newer versions of FlowLab may give slightly 
different results. 


TABLE 1 

Entry length vs. Reynolds number for 
developing turbulent pipe flow. 


Re 

Le/D, CFD 

LeID, Exper. 

2000 

10 

15.6 

5000 

11 

18.2 

10000 

13 

20.4 

20000 

18 

22.9 

50000 

22 

26.7 
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Solution We are to study ftilly developed laminar pipe flow, and compare CFD calculations of Darcy friction factor 
with theory. 

Analysis Table 1 shows the CFD calculations of f along with a comparison with theory. The CFD and theoretical 
results agree very well, since that the grid is well-enough resolved, and the flow is laminar. The valúes agree to within 
0.05%, which is as good as one can ever expect from a CFD analysis. 

TABLE 1 

Darcy friction factor vs. Reynolds number for fully developed laminar pipe flow - comparison between CFD calculations 
and theory (f= 64/Re). 


Re 

/, CFD 

/, Theory 

Error (%) 

500 

0.127944 

0.128 

-0.04375 

750 

0.0852963 

0.085333 

-0.0434 

1000 

0.0639721 

0.064 

-0.04359 

1250 

0.0511774 

0.0512 

-0.04414 

1500 

0.0426476 

0.042667 

-0.04469 

2000 

0.0319855 

0.032 

-0.04531 


Discussion Newer versions of FlowLab may give slightly different results. There are no shed vórtices, unsteadiness, or 
non-symmetries in straight laminar pipe flow, so it is no surprise that the CFD calculations perform so well. 
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Solution We are to study fully developed turbulent pipe flow, 
with smooth walls and compare CFD calculations of Darcy friction 
factor with experimentally determined valúes. 


TABLE1 

Darcy friction factor vs. Reynolds number 
for fully developed turbulent pipe flow. 


Analysis Table 1 shows the CFD calculations of f along with a 
comparison with the empirical formula (the Colebrook equation). The 5000 

CFD and theoretical results agree reasonably well (within less than 10000 

10% for all cases tested), and the agreement improves with increasing 50000 

Reynolds number. The k-s model performs better at the higher valúes 


of Reynolds number because the turbulence model is calibrated for high Re flows. 


/, CFD 
0.040007 
0.03293 
0.022029 


f. Exper. 
0.0374 
0.0309 
0.0209 


Discussion Newer versions of FlowLab may give slightly different results. Ten percent agreement is excellent, 
considering that the Colebrook equation (or the Moody chart) is accurate to only about 15% to begin with. 
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Chapter 15 Computational Fluid Dynamics 
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Solution We are to study fully developed turbulent pipe flow 
with rough walls, and compare CFD calculations of Darcy friction 
factor with experimentally determined valúes. 

Analysis Table 1 shows the CFD calculations of f along with a 
comparison with the empirical formula (the Colebrook equation). The 
CFD and theoretical results agree reasonably well (within less than 
15% for all cases tested), and the agreement impro ves with increasing 
roughness. Since the agreement is within the known inaccuracy of the 
Colebrook equation (about 15%), these CFD results are considered 
adequate. 

Discussion Newer versions of FlowLab may give slightly 
different results. 


TABLE 1 

Darcy friction factor vs. dimensionless 
roughness height for fully developed 
turbulent pipe flow at Re = 1 x 10 6 . 


s/D 

/, CFD 

f, Exper. 

0.00005 

0.0113382 

0.0126 

0.00025 

0.0134436 

0.0152 

0.0005 

0.016288 

0.0172 

0.001 

0.0204516 

0.0199 

0.0015 

0.0231213 

0.0220 

0.002 

0.0246173 

0.0236 
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Solution We are to model the laminar boundary layer on a fíat píate using CFD, and compare to analytical results. 

Analysis For a Reynolds number of 1 x 10 5 , the CFD calculations give a nondimensional boundary layer thickness of 
8/x = 0.0154 and a drag coefficient of Cq = 0.00435. The theoretical valúes are obtained from equations in Chaps. 10 and 
11, namely, 


and 


8 _ 4.91 _ 4.91 

* VlxlO 5 


0.0155 


(1) 


c =c 

'-'D 


1.33 _ 1.33 

VReJ VlxlO 5 


0.00421 


( 2 ) 


The agreement is excellent for both valúes, the discrepancy being less than 1% for S/x and about 3% for drag coefficient. 


Discussion Newer versions of FlowLab may give slightly different results. 
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Solution 

Analysis 
8/x = 0.0140 

11, namely, 

8 

x Re , (lxlO 7 ) Re , (lxlO 7 ) 

The agreement is excellent for both valúes, the discrepancy being about 7% for 8/x and negligible (within 2 significant 
digits) for drag coefficient. 

Discussion Newer versions of FlowLab may give slightly different results. We report our empirical valúes to only two 
significant digits in keeping with the level of precisión and accuracy of turbulent flows. 


We are to compare CFD results to experimental results for the case of a fíat píate turbulent boundary layer. 

For a Reynolds number of 1 x 10 7 , the CFD calculations give a nondimensional boundary layer thickness of 
and a drag coefficient of Cd = 0.00292. The empirical valúes are obtained from equations in Chaps. 10 and 


0.38 


0.38 


0.074 


0.074 
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Solution 


Chapter 15 Computational Fluid Dynamics 


We are to compare turbulence models in CFD calculations of a fíat píate turbulent boundary layer. 

Analysis The calculations for drag coefficient and boundary layer thickness are shown in Table 1 for four turbulence 
models: standard k-s, standard k-w, Spallart-Allmaras, and the 
Reynolds stress model (RSM). The first two are two-equation models, 
the third is a one-equation model, and the fourth is a full Reynolds 
stress model (5 equations for the two-dimensional case). All 
turbulence models are approximations, with calibrated constants. The 
drag coefficients range from 0.0027 for the RSM model to 0.0029 for 
the k-s model. The empirical valué is 0.0029. The dimensionless 
boundary layer thickness ranges from 0.012 for the k-co model to 
0.014 for the k-s model. The empirical valué is 0.015. Thus, all the 
turbulence models do very well at predicting this flow, and the k-s 
model performs the best, overall. The RSM model, in spite of its 
increased complexity, does not do as well as some of the simpler 
models. Since all turbulence models are calibrated with the turbulent fíat píate boundary layer, it is not surprising that all of 
them give reasonable results. 

Discussioit Newer versions of FlowLab may give slightly different results. 


TABLE1 

Drag coefficient and boundary layer 
thickness for a fíat píate at Re = 1 x 10 7 , as 
predicted by CFD with various turbulence 
models. 


eID 

C D 

SIL 

k-s 

0.00291589 

0.0140152 

k-co 

0.00281271 

0.0122085 

S-A 

0.00276828 

0.013329 

RSM 

0.00274706 

0.0131455 
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Solution We are to compare the velocity and thermal boundary layer thicknesses on a heated fíat píate, laminar flow. 


Analysis 


The results are shown in Table 1. We denote the thermal boundary layer thickness as 8jlL, and compare to 


TABLE 1 

Nondimensional temperature and boundary 
layer thicknesses for a heated fíat píate at 
Re = 1 x 10 5 , as predicted by CFD (laminar 
flow). 


the velocity boundary layer thickness, which we denote as 8 U IL. The 
velocity (or momentum) boundary layer thicknesses are identical, as 
expected, since the Reynolds number is the same for either fluid. 

Flowever, since the Prandtl number (Pr = v/k) of water is cióse to 
1000, which is much greater than one, the velocity boundary layer 
thickness is much greater than the thermal boundary layer thickness for 
the water flow. In other words, momentum diffuses into the free- 
stream flow much more rapidly than does temperature since the 
Prandtl number is large. The two thicknesses are nearly equal for the 
air, although the thermal boundary layer thickness is somewhat higher 

than the momentum boundary layer thickness. This is to be expected since the Prandtl number in air is about 0.70, which 
means that temperature difñises more rapidly than does momentum since Pr < 1. 


Fluid 


&tIL 


SJL 


air 

water 


0.017313 

0.007664 


0.015412 

0.015412 


Discussioit Newer versions of FlowLab may give slightly different results. Since the flow is laminar and the grid is 
well resolved with a large computational domain, these results are nearly “exact”. 
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Solution 

flow. 

Analysis 


Chapter 15 Computational Fluid Dynamics 
We are to compare the velocity and thermal boundary layer thicknesses on a heated fíat píate, turbulent 


TABLE 1 

Nondimensional temperature and boundary 
layer thicknesses for a heated fíat píate at 
Re = 1 x 10 7 , as predicted by CFD 
(turbulent ílow, using the standard k-s 
turbulence model). 


The results are shown in Table 1. We denote the 
thermal boundary layer thickness as S r IL, and compare to the velocity 
boundary layer thickness, which we denote as 8 U IL. The velocity (or 
momentum) boundary layer thicknesses are identical, as expected, 
since the Reynolds number is the same for either fluid. The velocity 
boundary layer thickness is slightly greater than the thermal boundary 

layer thickness for the water flow, while the two thicknesses are nearly Fluid _ 8t!L _ 8„ !L 

equal for the air, although the thermal boundary layer thickness is air 0.014527 0.014015 

slightly greater than the momentum boundary layer thickness. These water 0.013162 0.014014 

small differences are attributed to differences in the Prandtl number, as 

explained for the laminar case of the previous problem. However, turbulent diffusion dominates over laminar diffusion, and 
therefore the effect of Prandtl number is minimal. The thermal and momentum boundary layer thicknesses are nearly equal 
in both fluids since turbulent diffusion effects domínate laminar (molecular) diffusion effects, especially at high Re. 


Discussion Newer versions of FlowLab may give slightly different results. Mass (species), momentum (velocity), and 
energy (temperature) diffuse nearly equally in a turbulent flow since the large turbulent eddies cause rapid mixing through 
the boundary layer. Turbulence models do not actually calcúlate the details of the unsteady flow caused by these turbulent 
eddies; rather, they model the increased diffusion effects with approximations that enable the calculations to be performed 
in reasonable time on a Computer. 
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Solution We are to calcúlate and plot pressure drop down a pipe with an elbow in turbulent flow. 

Analysis A plot of pressure as a ñinction of axial distance along the upstream pipe, through the elbow, and through 

the downstream pipe is shown in Fig. 1. The pressure losses are nearly linear through the entrance región. In the elbow 
itself, and just downstream of it, the pressure drops rapidly. The rate of pressure drop in the pipe section downstream of the 
elbow is about the same as that upstream. Therefore, it appears that most of the pressure drop occurs near the región of the 
elbow. 


FIGURE 1 

Pressure along the axis of a pipe 
with an elbow at Re = 2 x 10 4 , as 
predicted by CFD (turbulent flow, 
using the standard k-t: turbulence 
model). 



10 20 30 40 

Axial distance x along the pipe & elbow, m 


50 


Discussion Newer versions of FlowLab may give slightly different results. 
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Solution 


Chapter 15 Computational Fluid Dynamics 


We are to study the counter-rotating vórtices in a tiirbulent pipe flow downstream of an elbow. 


Analysis Velocity vectors at several cross sections are plotted in Fig. 1. There are no counter-rotating eddies 
upstream of the elbow. Flowever, they are formed as the fluid passes through the elbow, and are very strong just 
downstream of the elbow. These vórtices decay in strength down the pipe after the elbow, but they persist for a very 
long time, and may influence the accuracy of flow meters downstream of an elbow. This is why many manufacturers of 
pipe flow meters recommend that their flow meter be installed at least 10 or 20 pipe diameters downstream of an elbow - to 
avoid influence of the counter-rotating eddies. 


FIGURE 1 

Velocity vector plots at several cross 
sections of a pipe with an elbow at Re = 2 x 
10 4 , as predicted by CFD (turbulent flow, 
using the standard &-£• turbulence model). 



Discussion The counter-rotating eddies lead to additional irreversible head loss as they dissipate. 
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Solution We are to calcúlate the minor loss coefficient through a pipe elbow in turbulent flow. 

Analysis The valué of K, given in Chap. 8 is 0.30. For the pipe with the elbow, the pressure drop calculated by the 
CFD code is 0.284 kPa. For the straight pipe, the pressure drop is calculated to be 0.224 kPa. Subtracting these and 
converting to minor loss coefficient, the valué of K¡ predicted by our CFD calculation for the standard ¿-¿'turbulence model 
is 0.295 - a difference of less than two percent, and well within the accuracy of the Colebrook equation, which is about 
15%, and the accuracy of the tabulated minor loss coefficients, which is often much greater than 15%. This agreement is 
better than expected, considering that this is a very complex 3-D flow, and turbulence models may not necessarily apply for 
such problems. 

Discussion The agreement here is excellent - CFD does not always match so well with experiment, especially in 
turbulent flow when using turbulence models, since turbulence models are approximations that often lead to significant 
error. 
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Solution 


Chapter 15 Computational Fluid Dynamics 

We are to compare various turbulence models - how well they predict the minor loss in a pipe elbow. 


Analysis The results for four turbulence models are listed in Table 1. The standard k-E turbulence model does the 
best job in predicting K L . The standard k-co turbulence model does the worst job. The Spallart-Allmaras turbulence 
model calculations are not the worst, even though 
this is the simplest of the models. One would hope TABLE 1 

that the more complicated model (Reynolds stress Minor loss coefficient as a function of turbulence model for flow 

model) would do a better job than the simpler through a 90° elbow in a pipe. The error is in comparison to the 

models, but this is not the case in the present experimental valué of 0.30. 

problem (it does worse than the k-s model, but 
better than the other two. All turbulence models 
are approximations, with calibrated constants. 

While one model may do a better job in a certain 
flow, it may not do such a good job in another 
flow. This is the unfortunate State of affairs 
conceming turbulence models. 


Turbulence model 

k l 

Error (%) 

Spallart-Allmaras (1 eq.) 

0.204 

-32% 

k-s(2 eq.) 

0.295 

-1.7% 

k-co (2 eq.) 

0.401 

34% 

Reynolds stress model (7 eq.) 

0.338 

13% 


Discussion Newer versions of FlowLab may give slightly different results. Although the RSM model does not seem to 
be too impressive based on this comparison, keep in mind that this is a very simple flow field. There are flows (generally 
flows of very complex geometries and rotating flows) for which the RSM model does a much better job than any 1- or 2- 
equation turbulence model, and is worth the required increase in Computer resources. 
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Solution We are to use CFD to calcúlate the lift and drag 
coefficients on an airfoil as a function of angle of attack. 

Analysis The CFD analysis involves turbulent flow, using the 
standard k-e turbulence model. The results are tabulated and plotted. 
The lift coefficient rises to 1.44 at a = 14°, beyond which the lift 
coefficient drops off. So, the stall angle is about 14°. Meanwhile, 
the drag coefficient increases slowly up to the stall location, and then 
rises significantly after stall. 



-5 0 5 10 15 20 

Angle of attack a, degrees 


a(degrees) 

-2 

0 

2 

4 

5 

6 
8 

10 

12 

14 

16 

18 

20 


_ Cl 

0.138008 

0.348498 

0.560806 

0.769169 

0.867956 

0.967494 

1.14544 

1.29188 

1.39539 

1.44135 

1.41767 

1.34726 

1.29543 


_ Cp_ 

0.0153666 

0.0148594 

0.0149519 

0.0170382 

0.0192945 

0.0210042 

0.0275433 

0.0375832 

0.0522318 

0.0725146 

0.100056 

0.140424 

0.274792 


Discussion We note that this airfoil is not symmetric, as can be verified by the fact that the lift coefficient is nonzero at 
zero angle of attack. The lift coefficient does not drop as dramatically as is observed empirically. Why? The flow becomes 
unsteady for angles of attack beyond the stall angle. Flowever, we are performing steady calculations. For higher angles, the 
run does not even converge; the CFD calculation is stopped because it has exceeded the máximum number of allowable 
iterations, not because it has converged. Thus the main reason for not capturing the sudden drop in C¡, after stall is because 
we are not accounting for the transient nature of the flow. The airfoil used in these calculations is called a ClarkY airfoil. 
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15-68 

Solution We are to analyze the effect of Reynolds number on 
lift and drag coefficient. 


Chapter 15 Computational Fluid Dynamics 


Re = 3 x 10 6 


Analysis The CFD analysis involves turbulent flow, using the 
standard k-s turbulence model. For this airfoil, which is different 
than the airfoil analyzed in the previous problem, and for the case in 
which Re = 3 x 10 6 , the lift coefficient rises to about 1.77 at about 
18°, beyond which the lift coefficient drops off (see the first table). 
So, the stall angle is about 18°. Meanwhile, the drag coefficient 
increases slowly up to the stall location, and then rises significantly 
after stall. The data are also plotted below. 



0 5 10 15 20 25 


Angle of attack a , degrees 



0 5 10 15 20 25 


a (degrees) 

c, 

c D 

0 

0.221797 

0.0118975 

4 

0.65061 

0.0166523 

6 

0.858744 

0.0212052 

8 

1.05953 

0.0273125 

10 

1.2501 

0.0351061 

12 

1.42542 

0.0447038 

14 

1.57862 

0.0562746 

16 

1.69816 

0.0702321 

18 

1.76686 

0.0875881 

20 

1.75446 

0.111326 

22 

1.70497 

0.178404 


Re = 6 x 10 6 


a (degrees) 

c L 

c D 

0 

0.226013 

0.0106894 

4 

0.659469 

0.015384 

6 

0.870578 

0.0198087 

8 

1.07512 

0.0256978 

10 

1.27094 

0.0331355 

12 

1.4533 

0.0422083 

14 

1.61589 

0.0530114 

16 

1.74939 

0.0657999 

18 

1.83901 

0.0812925 

20 

1.85799 

0.101563 

22 

1.76048 

0.138806 

For the case 

in which Re = 

6 x 10 6 , lift 

coefficient rises to about 1.86 

at about 20°, 

beyond which the lift coefficient drops off (see 

the second table). So, the stall angle is about 

20". Meanwhile, the drag coefficient increases 

slowly up to the stall location. 

and then rises 

significantly 

after stall. These 

data are also 


plotted. 


Angle of attack a , degrees 

The máximum lift coefficient and the stall angle have both increased somewhat 
compared to those at Re = 3 x 10 6 (half the Reynolds number). Apparently, the 
higher Reynolds number leads to a more vigorous turbulent boundary layer 
that is able to resist flow separation to a greater downstream distance than for 
the lower Reynolds number case. For all angles of attack, the drag coefficient 
is slightly smaller for the higher Reynolds number case, reflecting the fact that 
the skin friction coefficient decreases with increasing Re along a wall, all else 
being equal. [Airfoil drag (before stall) is due mostly to skin friction rather 
than pressure drag.] 

Finally, we plot the lift coefficient as a ftinction of angle of attack for 
the two Reynolds numbers. The airfoil clearly performs better at the higher 
Reynolds number. 



Discussioit The behavior of the lift and drag coefficients beyond stall is not 
as dramatic as we might have expected. Why? The flow becomes unsteady for 
angles of attack beyond the stall angle. Flowever, we are performing steady 

calculations. For higher angles, the mn does not even converge; the CFD calculation is stopped because it has exceeded the 
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Chapter 15 Computational Fluid Dynamics 
máximum number of allowable iterations, not because it has converged. Thus the main reason for not capturing the sudden 
drop in C¿ after stall is because we are not accounting for the transient nature of the flow. We note that the airfoil used in 
this problem (a NACA2415 airfoil) is different than the one used in Problem 15-67 (a ClarkY airfoil). Comparing the two, 
the present one has better performance (higher máximum lift coefficient and higher stall angle, even though the Reynolds 
numbers here are lower than that of Problem 15-67. At higher Re, this airfoil may perform even better. 
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Solution We are to examine the effect of grid resolution on airfoil stall at a given angle of attack and Reynolds 
number. 


Analysis The CFD results are shown in Table 1 for the case in 
which the airfoil is at a 15° angle of attack at a Reynolds number of 1 
x 10 7 . The lift coefficient levels off to a valué of 1.44 to three 
significant digits by a cell count of about 17,000. The drag coefficient 
levels off to a valué of 0.849 to three significant digits by a cell count 
of about 22,000. Thus, we have shown how far the grid must be 
refined in order to achieve grid independence. Thus, we have 
achieved grid independence for a cell count greater than about 
20 , 000 . 

As for the effect of grid resolution on stall angle, we see that 
with poor grid resolution, flow separation is not predicted accurately. 
Indeed, when the grid resolution is poor (under 10,000 cells in this 
particular case), stall is not observed even though the angle of attack 
(15°) is above the stall angle (14°) for this airfoil at this Reynolds 
number (1 x 10 7 ). When the cell count is about 15,000, however, stall 
is observed. Thus, yes, grid resolution does affeet calculation of the 
stall angle - it is not predicted well unless the grid is sufficiently 
resolved. 


TABLE 1 

Lift and drag coefficients as a function of 
cell count (higher cell count means finer 
grid resolution) for the case of flow over a 
2-D airfoil at an angle of attack of 15° and 
Re = 1 x 10 7 . 


Cells 

c L 

C D 

672 

1.09916 

0.242452 

1344 

1.00129 

0.224211 

2176 

1.06013 

0.196212 

6264 

1.02186 

0.189023 

12500 

1.42487 

0.0869799 

16800 

1.4356 

0.0857791 

21700 

1.43862 

0.0848678 

24320 

1.43719 

0.0852304 

27200 

1.43741 

0.0854769 


Discussioit Newer versions of FlowLab may give slightly different results. 


15-70 

Solution We are to study the effect of computational domain extent on 
the calculation of drag in creeping flow. 


Analysis The drag coefficient is 
listed as a function of R/L in the table. The 
data are also plotted. From these data we 
see that for R/L greater than about 50, the 
drag coefficient has leveled off to a valué 
of about 278 to three significant digits. 

This is rather surprising since the 
Reynolds number is so small, and the 
viscous effects are expected to influence 
the flow for tens of body lengths away from the body. 


R/L 

C D 

3 

334.067 

10 

289.152 

50 

278.291 

100 

277.754 

500 

277.647 

1000 

277.776 

2000 

278.226 


Discussioit When analyzing creeping flow using CFD, it is important to 
extend the computational domain very far from the object of interest, since 
viscous effects influence the flow very far from the object. This effect is not 
as great at high Reynolds numbers, where the inertial terms domínate the 
viscous terms. 
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Chapter 15 Computational Fluid Dynamics 


TABLE 1 

Drag coefficient as a function 
of Reynolds number for flow 
over a 2x1 ellipsoid. 


15-71 

Solution We are to study the 
effect of Reynolds number on flow 
over an ellipsoid. 

Analysis The velocity profile 
for creeping flow (Re < 1) shows a 
very slowly varying velocity from 
zero at the wall to V eventually. At 
high Re, we expect a thin boundary 
layer and flow that accelerates 
around the body. However, in 
creeping flow, there is negligible 
inertia, and the flow does not 
accelerate around the body. Instead, 

the body has significant impact on the flow to distances very far from the 
body. As Re increases, the drag coefficient drops sharply, as expected 
based on experimental data (see Chap. 11). At the higher valúes of Re 
(here, for Re = 50 and 100), inertial effects are becoming more 
significant than viscous effects, and the velocity flow disturbance caused 
by the body is confined more locally around the body compared to the 
lower Reynolds number cases. If Re were to be increased even more, 
very thin boundary layers would develop along the walls. The data are 

also plotted in Fig. 1. The drop in drag coefficient with increasing Reynolds number is quite dramatic as Re ranges from 0.1 
to 100. ( Cd decreases from more than 500 to nearly 1 in that range). Thus, we use a log-log scale in Fig. 1. 


Re 

C D 

0.1 

552.89 

0.5 

114.634 

5 

14.3342 

20 

4.89852 

50 

2.61481 

100 

1.691 



FIGURE 1 

Drag coefficient plotted as a function of 
Reynolds number for creeping flow over a 
2x1 ellipsoid. 


Discussioit Newer versions of FlowLab may give slightly different results. 
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Chapter 15 Computational Fluid Dynamics 


General CFD Problems 


15-72 

Solution We are to generate three different coarse grids for the same 
geometry and node distribution, and then compare the cell count and grid 
quality. 

Analysis The three meshes are shown in Fig. 1. The node distributions 
along the edges of the computational domain are identical in all three cases, 
and no smoothing of the mesh is perfonned. The structured multi-block 
mesh is shown in Fig. la. We split the domain into four blocks for 
convenience, and to achieve cells with minimal skewing. There are 1060 
cells. The unstructured triangular mesh is shown in Fig. Ib. There is only 
one block, and it contains 1996 cells. The unstructured quad mesh is shown 
in Fig. le. It has 833 cells in its one block. Comparing the three meshes, the 
triangular unstructured mesh has too many cells. The unstructured quad 
mesh has the least number of cells, but the clustering of cells occurs in 
undesirable locations, such as at the outlets on the right. The structured quad 
mesh seems to be the best choice for this geometry - it has only about 27% 
more cells than the unstructured quad mesh, but we have much more control 
on the clustering of the cells. Skewness is not a problem with any of the 
meshes. 


FIGURE 1 

Comparison of three meshes: (a) structured 
multiblock, (b) unstructured triangular, and (c) 
unstructured quadrilateral. 



Discussion Depending on the grid generation software and the specified node distribution, students will get a variety of 
results. 
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Chapter 15 Computational Fluid Dynamics 


15-73 

Solution We are to run a laminar CFD calculation of flow through a wye, calcúlate the pressure drop and how the 
tlow splits between the two branches. 

Analysis We choose the structured grid for our CFD calculations. Upperbranch 

The back pressure at both outlets is set to zero gage pressure, and the 
average pressure at the inlet is calculated to be -8.74 x 10" 5 Pa. The 
pressure drop through the wye is thus only 8.74 x 10' 5 Pa (a negligible 
pressure drop). The streamlines are shown in Fig. 1. For this case, 57.8% 
of the tlow goes out the upper branch, and 42.2% goes out the lower 
branch. 


Lower branch 


Discussioit There appears to be some tendency for the flow to 
sepárate at the upper left córner of the branch, but there is no reverse flow 
at the outlet of either branch. This case is compared to a turbulent flow 
case in the following problem. 



FIGURE 1 

Streamlines for laminar flow through a wye. 


15-74 

Solution We are to run a turbulent CFD calculation of flow through a wye, calcúlate the pressure drop and how the 
flow splits between the two branches. 


Analysis We choose the structured grid for our CFD calculations. 
The back pressure at both outlets is set to zero gage pressure, and the 
average pressure at the inlet is calculated to be -3.295 Pa. The pressure 
drop through the wye is thus 3.295 Pa (a significantly higher pressure 
drop than that of the laminar flow, although we note that the inlet 
velocity for the laminar flow case was 0.002 times that of the turbulent 
flow case). The streamlines are shown in Fig. 1. For this case, 54.4% of 
the flow goes out the upper branch, and 45.6% goes out the lower 
branch. Compared to the laminar case, a greater percentage of the flow 
goes out the lower branch for the turbulent case. The streamlines at First 
look similar, but a closer look reveáis that the spacing between 
streamlines in the turbulent case is more uniform, indicating that the 
velocity distribution is also more uniform (more “full”), as is expected 
for turbulent flow. 



FIGURE 1 

Streamlines for turbulent flow through a 
wye. The £-£turbulence model is used. 


Discussion There appears to be some tendency for the flow to sepárate at the upper left córner of the branch, but there 
is no reverse flow at the outlet of either branch. 


15-75 

Solution We are to keep refining a grid until it becomes grid independent for the case of a laminar boundary layer. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, and their choice of 
computational domain, etc. 

Discussion Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-76 

Solution We are to keep refining a grid until it becomes grid independent for the case of a turbulent boundary layer. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussion Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 
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15-77 

Solution 


Chapter 15 Computational Fluid Dynamics 


We are to study ventilation in a simple 2-D room using CFD, and using a structured rectangular grid. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, and their choice of 
computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-78 

Solution We are to repeat the previous problem except use an unstructured grid, and we are to compare results. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-79 

Solution We are to use CFD to analyze the effect of moving the supply and/or return vents in a room. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-80 

Solution We are to use CFD to analyze a simple 2-D room with air conditioning and heat transfer. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-81 

Solution We are to compare the CFD predictions for 2-D and 3-D ventilation. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 
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Chapter 15 Computational Fluid Dynamics 


15-82 

Solution We are to use CFD to study compressible flow through a converging nozzle with inviscid walls. 
Specifically, we are to vary the pressure until we have choked flow conditions. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, and their choice of 
computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-83 

Solution We are to repeat the previous problem, but allow friction at the wall, and also use a turbulence model. We 
are then to compare the results to those of the previous problem to see the effect of wall friction and turbulence on the flow. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-84 

Solution We are to generate a low-drag, streamlined, 2-D body, and try to get the smallest drag in laminar flow. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, and their choice of 

computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-85 

Solution We are to generate a low-drag, streamlined, axisymmetric body, and try to get the smallest drag in laminar 
flow. We are also to compare the axisymmetric case to the 2-D case of the previous problem. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-86 

Solution We are to generate a low-drag, streamlined, axisymmetric body, and try to get the smallest drag in turbulent 
flow. We are also to compare the turbulent drag coefficient to the laminar drag coefficient of the previous problem. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 
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15-87 

Solution We are to use CFD to study Mach waves in supersonic flow. We are also to compare the computed Mach 
angle with that predicted by theory. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, and their choice of 
computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-88 

Solution We are to study the effect of Mach number on the Mach angle in supersonic flow, and we are to compare to 
theory. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


Review Problems 


15-89C 

Solution 

(o) False: If the boundary conditions are not correct, if the computational domain is not large enough, etc., the solution can 
be erroneous and nonphysical no matter how fine the grid. 

(b) Truc. Each component of the Navier-Stokes equation is a transport equation. 

(c) Truc. The four-sided cells of a 2-D structured grid require less cells than do the triangular cells of a 2-D unstructured 
grid. (Note however, that some unstructured cells can be four-sided as well as three-sided.) 

( d) Truc. Turbulence models are approximations of the physics of a turbulent flow, and unfortunately are not universal in 
their application. 


15-90C 

Solution We are to discuss right-left symmetry as applied to a CFD simulation and to a potential flow solution. 

Analysis In the time-averaged CFD simulation, we are not concemed about top-bottom fluctuations or periodicity. 

Thus, top-bottom symmetry can be assumed. However, fluid flows do not have upstream-downstream symmetry in general, 
even if the geometry is perfectly symmetric fore and añ. In the problem at hand for example, the flow in the channel 
develops downstream. Also, the flow exiting the left channel enters the circular settling chamber like a jet, separating at the 
sharp córner. At the opposite end, fluid leaves the settling chamber and enters the duct more like an inlet flow, without 
significant flow separation. We certainly cannot expect fore-aft symmetry in a flow such as this. 

On the other hand, potential flow of a symmetric geometry yields a symmetric flow, so it would be okay to cut our 
grid in half, invoking fore-aft symmetry. 

Discussioit If unsteady or oscillatory effects were important, we should not even specify top-bottom symmetry in this 
kind of flow field. 
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15-91C 

Solution 


Chapter 15 Computational Fluid Dynamics 


We are to discuss improvements to the given computational domain. 

Analysis (á) Since Gerry is not interested in unsteady fluctuations (which may be unsymmetric), he could elimínate 
half of the domain. In other words, he could assume that the axis is a plañe of symmetry between the top and bottom 
of the channel. Gerry’s grid would be cut in size by a factor of two, leading to approximately half the required CPU time, 
but yielding virtually identical results. 

( b ) The fundamental flaw is that the outflow boundary is not far enough downstream. There will likely be flow 
separation at the corners of the sudden contraction. With a duct that is only about three duct heights long, it is possible that 
there will be reverse flow at the outlet. Even if there is no reverse flow, the duct is nowhere near long enough for the flow 
to achieve fully developed conditions. Gerry should extend the outlet duct by many duct heights to allow the flow to 
develop downstream and to avoid possible reverse flow problems. 

Discussioit The inlet appears to be perhaps too short as well. If Gerry specifies a fully developed channel flow velocity 
profile at the inlet, his results may be okay, but again it is better to extend the duct many duct heights beyond what Gerry 
has included in his computational domain. 


15-92C 

Solution We are to discuss a feature of modern Computer systems for which nearly equal size multiblock grids are 
desirable. 

Analysis The fastest computers are multi-processor computers. In other words, the Computer system contains more 
than one CPU - a parailel Computer. Modern parallel computers may combine 32, 64, 128, or more CPUs or nodes, all 
working together. In such a situation it is natural to let each node opérate on one block. If all the nodes are identical (equal 
speed and equal RAM), the system is most efficient if the blocks are of similar size. 

Discussioit In such a situation there must be communication between the nodes. At the interface between blocks, for 
example, information must pass during the CFD iteration process. 


15-93C 

Solution We are to discuss the difference between multigridding and multiblocking, and we are to discuss how they 
may be used to speed up a CFD calculation. Then we are to discuss whether multigridding and multiblocking can be 
applied together. 

Analysis Multigridding has to do with the resolution of an established grid during CFD calculations. With 
multigridding, Solutions of the equations of motion are obtained on a coarse grid first, followed by successively finer 
grids. This speeds up convergence because the gross features of the flow are quickly established on the coarse grid (which 
takes less CPU time), and then the iteration process on the finer grid requires less time. 

Multiblocking is something totally different. It refers to the creation of two or more sepárate blocks or zones, 
each with its own grid. The grids from all the blocks collectively create the overall grid. As discussed in the previous 
problem, multiblocking can have some speed advantages if using a parallel-processing Computer. In addition, some CFD 
calculations would require too much RAM if the entire computational domain were one large block. In such cases, the grid 
can be split into múltiple blocks, and the CFD code works on one block at a time. This requires less RAM, although 
information from the dormant blocks must be stored on disk or solid State memory chips, and then swapped into and out of 
the Computer’s RAM. 

There is no reason why multigridding cannot be used on each block separately. Thus, multigridding and 
multiblocking can be used together. 

Discussioit Although all the swapping in and out requires more CPU time and I/O time, for large grids multiblocking 
can sometimes mean the difference between being able to run and not being able to run at all. 
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15-94C 

Solution We are to discuss why we should spend a lot of time developing a multiblock structured grid when we 
could just use an unstructured grid. 

Analysis There are several reasons why a structured grid is “better” than an unstructured grid, even for a case in 
which the CFD code can handle unstructured grids. First of all the structured grid can be made to have better resolution 
with fewer cells than the unstructured grid. This is important if Computer memory and CPU time are of concern. 
Depending on the CFD code, the solution may converge more rapidly with a structured grid, and the results may be 
more accurate. In addition, by creating múltiple blocks, we can more easily cluster cells in certain blocks and locations 
where high resolution is necessary, since we have much more control over the final grid with a structured grid. 

Discussion As mentioned in this chapter, time spent creating a good grid is usually time well spent. 


15-95 

Solution We are to calcúlate flow through a single-stage heat exchanger. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussion Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-96 

Solution We are to study the effect of heating element angle of attack on heat transfer through a single-stage heat 
exchanger. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussion Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-97 

Solution We are to calcúlate flow through a single-stage heat exchanger. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussion Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 
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15-98 

Solution 

exchanger. 


Chapter 15 Computational Fluid Dynamics 


We are to stiidy the effect of heating element angle of attack on heat transfer through a two-stage heat 


Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-99 

Solution We are to study the effect of spin on a cylinder using CFD, and in particular, analyze the lift forcé. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-100 

Solution We are to study the effect of spin speed on a spinning cylinder using CFD, and in particular, analyze the lift 
forcé as a function of rotational speed in nondimensional variables. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-101 

Solution We are to study flow into a slot along a wall using CFD. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 

their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 


15-102 

Solution We are to calcúlate laminar flow into a 2-D slot, compare with irrotational flow theory, and with results of 
the previous problem, and discuss the vorticity field. 

Assuinptioits 1 The flow is steady and 2-D. 2 The flow is laminar. 

Analysis The flow field does not change much from the previous problem, except that a thin boundary layer shows 
up along the floor. The vorticity is confined to a región cióse to the floor - vorticity is negligibly small everywhere else, so 
the irrotational flow approximation is appropriate everywhere except cióse to the floor. 

Discussioit The irrotational flow approximation is very useful for suction-type flows, as in air pollution control 
applications (hoods, etc.). 
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15-103 

Solution We are to model the flow of air into a vacuum cleaner using CFD, and we are to compare the results to 
those obtained with the potential flow approximation. 


Analysis We must inelude a second length scale in the problem, 
namely the width w of the vacuum nozzle. For the CFD calculations, we 
set w = 2.0 mm and place the inlet plañe of the vacuum nozzle at b = 2.0 
cm above the floor (Fig. 1). Only half of the flow is modeled since we 
can impose a symmetry boundary condition along the y-axis. We use the 
same volumetric suction flow rate as in the example problem, i.e., 
VIL - 0.314 m 2 /s, but in the CFD analysis we specify only half of this 
valué since we are modeling half of the flow field. 

Results of the CFD calculations are shown in Fig. 2. Fig. 2a 
shows a view of streamlines in the entire computational plañe. Clearly, 
the streamlines far from the inlet of the nozzle appear as rays into the 
origin; from “far away” the flow feels the effect of the vacuum nozzle in 
the same way as it would feel a line sink. In Fig. 2b is shown a close-up 
view of these same streamlines. Qualitatively, the streamlines appear 
similar to those predicted by the irrotational flow approximation. In Fig 
2c we plot contours of the magnitude of vorticity. Since irrotationality is 
defined by zero vorticity, these vorticity contours indícate where the 
irrotational flow approximation is valid - namely in regions where the 
magnitude of vorticity is negligibly small. 





Symmetry 

line 



iJ 

b 

T 


Vacuum 

nozzle 


Floor 


x 


FIGURE 1 

CFD model of air being sucked into a 
vertical vacuum nozzle; the y-axis is a line 
of symmetry (not to scale -the far field is 
actúa lly much further away from the nozzle 
than is sketched here). 




FIGURE 2 

CFD calculations of flow into 
the nozzle of a vacuum cleaner; 
(a) streamlines in the entire flow 
domain, (b) close-up view of 
streamlines, (c) contours of 
constant magnitude of vorticity 
illustrating regions where the 
irrotational flow approximation 
is valid, and (d) comparison of 
pressure coefficient with that 
predicted by the irrotational flow 
approximation. 



(c) 



(d) 


We see from Fig. 2c that vorticity is negligibly small everywhere in the flow field 
except cióse to the floor, along the vacuum nozzle wall, near the inlet of the nozzle, and inside the nozzle duct. In these 
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Chapter 15 Computational Fluid Dynamics 

regions, net viscous forces are not small and fluid partióles roíate as they move; the irrotational flow approximation is not 
valid in these regions. Nevertheless, it appears that the irrotational flow approximation is valid throughout the majority of 
the flow field. Finally, the pressure coefficient predicted by the irrotational flow approximation is compared to that 
calculated by CFD in Fig. 2d. 

Discussioit For x* greater than about 2, the agreement is excellent. Flowever, the irrotational flow approximation is not 
very reliable cióse to the nozzle inlet. Note that the irrotational flow prediction that the minimum pressure occurs at x* ~ 1 
is verified by CFD. 


15-104 

Solution We are to compare CFD calculations of flow into a vacuum cleaner for the case of laminar flow versus the 
inviscid flow approximation. 

Analysis Students will have varied results, depending on the grid generation code, CFD code, turbulence model, and 
their choice of computational domain, etc. 

Discussioit Instructors can add more details to the problem statement, if desired, to ensure consistency among the 
students’ results. 
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